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PREFACE TO THE SEVENTH EDITION. 


Since the last revision of this very comprehensive text on Qualitative 
Analysis was issued, a considerable miinber of new methods of analysis 
have been published, and some of these have been found to be valuable 
and have come into more or less general use. 

Many of the new methods have been tried out and some have been 
found to be unreliable unless extreme care is taken or only pure solu- 
tions used. The attempt has been made to include in this revision only 
those methods which have been found to bo reliable. 

A very marked change has also taken place in the method of presen- 
tation of chemical reactions. Ionic reactions are given in many texts to 
the exclusion of molecular reactions. Physical chemical theories are also 
frequently presented and discussed at great length. 

The attempt has been made in the revision of this text to present 
only briefly the modern conceptions of solution, leaving a fuller presenta- 
tion for the lecturer or separate texts on Physical Chemistry. Mole- 
cular reactions have also been largely retained in the belief that the 
material to be analyzed by the chemist in practical work is quite as 
often a molecular compound as an ion. 

All molecular weights, solubilities and other constants of the elements 
and their principal compounds have been brought up to date. The 
principal minerals, methods of preparation and determinations of ele- 
ments, as well as the reactions^ have been revised, references being given 
to the literature as heretofore. 

In general, the attempt has been made to retain the excellent features 
of this text which have given it such an extended use in the past, both as 
a class room and as a reference text, while adding the valuable results of 
recent progress in the science. 

Acknowledgment is made with pleasure of valuable assistance ren- 
dered the undersigned in preparing the revision to Professor E. J. 
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Colony of Cooper Union, who revised the sections on the properties, oc- 
currence and preparation of the metals; to Mr. tVm. H. Ulrich, who tried 
out many of the new methods; to Mr. N. R Borg, who contribuied inucli 
of the revision of the acids; and to Mr. M. P. Matthias, who lias revised 
the Index. 

J. C. Olsen 

October 2, 1916. 



PREFACE TO THE FIFTH EDITION 


In this, the fifth full revision of this manual, the text has been re- 
written and the order of statement in good part recast. The subject- 
matter is enlarged hy fully one-half, though but one hundred pages 
have been added to the book. 

It has been our aim to bring the varied resources of analysis within 
reach, placing in order before the worker the leading characteristics of 
elements, upon the relations of which every scheme of separation de- 
pends. This is desired for the working chemist, and no less for the 
working student. However limited may be the range of his work, we 
would not contract his view to a single routine. It is while in the 
course of qualitative analysis especially that the student is forming 
his personal acquaintance with the facts of chemical change, and it is 
not well that his outlook should be cut oflE by narrow routine at this 
time. 

The introductory pages upon Operations of Analysis, setting forth 
some of the foundations of qualitative chemistry, consist of matter 
restored and revised from the editions of 1874 and 1880. This sub- 
ject-matter, omitted in 1888, is now desired by teachers. For the portion 
upon Solution and Ionization, we are indebted to Dr. Eugene C. Sulli- 
van, a pupil of Professor Ostwald, now teaching qualitative analysis. 
The pages upon the Periodic System have been added to afiEord a more 
connected comparison of the elements than that undertaken in each 
group by itself, in previous editions, and referred to in the preface in 
1874. The use of notation with negative bonds, in balancing equations 
for changes of oxidation, introduced by one of the authors in 1880, 
has been retained substantially as in the last edition. Other authors 
adopt the same notation with various modifications. For the present 
revision there has been a general search of literature, and authorities 
are given for what is less commonly known or more deserving of further 
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inquiry. The number of citations is so large that to save room spocinl 
abbreviation is resorted to. 

For convenient reference;, on the part of teachers, wsiudenhs and 
analysts using the book, the section for each element and eac'h aedd i< 
arranged in uniform divisions. For instance, in each section, .'solu- 
bilities are given in paragraph 5 , the action of alkalis in paragraph iUi, 
the action of sulphur compounds in paragraph 6 e, etc. In tiu* para- 
graph ( 9 ) for estimation it should be said, nothing inort' than a general 
statement of methods is given, for the benefit of qualitative study, with- 
out directions and specifications for quantitative work, in wliiidi, of 
course, other books must be used. 

The authors desire to say with the fullest appreciation that Perry 
F. Trowbridge, instructor in Organic Cheinistr}^ in this T^niviwsiiy, has 
performed a large amount of labor in this revision, (‘oIItHding data from 
original authorities, confirming their conclusions by his own (^x])eri- 
ments, elaborating material, and making researches upon questions UvS 
they have arisen. 

University of Michigan, 

April, 1901. 
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INTERNATIONAL TABLE OF ATOMIC WEIQHTS OF THE 
CHEMICAL ELEMENTS, > 1925 



Symbol 

At. 

number 

At. 

weight 


Symbol 

At. 

number 

At. 

weight 

Aluminum 

AI 

13 

26.97 

Molybdenum 

Mo 

42 

96.0 

Antimony 

Sb 

51 

121.77 

Neodymium 

Nd 

60 

144.27 

Argon 

A 

IS 

39.91 

Neon 

Ne 

10 

20.2 

Arsenic 

As 

33 

74.96 

Nickel 

Ni 

28 

58.69 

l^arium 

Ba 

5C 

137.37 

Nitrogen 

N 

7 

14.008 

Beryllium 

Be 

4 

9.02 

Osmium 

Os 

76 

190.8 

Bismuth 

Bi 

83 

209.00 

Oxygen 

0 

8 

16.000 

Boron 

B 

5 

10.82 

Palladium 

Pd 

46 

106.7 

Bromine 

Br 

35 

79.916 

Phosphorus 

P 

15 

31.027 

Cadmium 

Cd 

48 

112.41 

Platinum 

Pt 

78 

195.23 

Calcium 

Ca 

20 

40.07 

Potassium 

K 

19 

39.096 

Carbon 

C 

6 

12.000 

Praseodymium 

Pr 

59 

140.92 

Cerium 

Ce 

58 

140.25 

Radium 

Ra 

88 

225.95 

Cesium 

Cs 

56 

132.81 

Radon 

Bn 

86 

222. 

Chlorine 

Cl 

17 

35.457 

Rhodium 

Rb 

45 

102.91 

Chromium 

Cr 

24 

52.01 

Rubidium 

Rb 

37 

85.44 

Cobalt 

Co 

27 

58.94 

Ruthenium 

Ru 

44 

101.7 

Columbium 

Cb 

41 

93.1 

Samarium 

Sm 

62 

150.43 

Copper 

Cu 

29 

63.57 

Scandium 

Sc 

21 

45.10 

Dysprosium 

Dy 

66 

162.52 

Selenium 

Se 

34 

79.2 

Erbium 

Er 

68 

167.7 

Silicon , 

Si 

14 

28.06 

Europium 

Fluorine 

Eu 

63 

152.0 

Silver 

Ag 

47 

107.880 

F 

9 

19.00 

Sodium 

Na 

11 

22.997 

Gadolinium 

Gd 

64 

157.26 

Strontium 

Sr 

38 

87.63 

Gallium 

Ga 

31 

69.72 

Sulphur 

S 

16 

32.064 

Germanium 

Ge 

32 

72.60 

Tantalum 

Ta 

73 

181.5 

Gold 

Au 

79 

197.2 

Tellurium 

Te 

52 

127.5 

Helium 

He 

2 

4.00 

Terbium 

Tb 

65 

159.2 ' 

Holmium 

Ho 

67 

103.4 

Thallium 

T1 

81 

204.39 

Hydrogen 

H 

1 

1.008 

Thorium 

Th 

90 

232.15 

Indium 

In 

49 

114.8 

Thulium 

Tm 

69 

169.4 

Iodine 

I 

53 

126.932 

Tin 

Sn 

50 

118.70 

Iridium 

Ir 

77 

193.1 

Titanium 

Ti 

22 

48.1 

Iron 

Fe 

26 

55.84 

Tungsten 

W 

74 

184.0 

Krypton 

Kr 

36 

82.9 

Uranium 

U 

92 

238.17 

Lanthanum 

La 

67 

138.90 

Vanadium 

V 

23 

50.96 

Lead 

Pb 

82 

207.20 

Xenon 

Xe 

54 

130.2 

Lithium 

li 

3 

6.940 

Ytterbium 

Yb 

70 

173.6 

Lutecium 

Lu 

71 

175.0 

Yttrium 

y 

39 

88.9 

Magnesium 

Mg 

12 

24.32 

Zinc 

Zn 

30 

65.38 

Manganese 

Mercury 

Mn 

Hg 

25 

80 

54.93 

200.61 

Zirconium 

Zr 

40 

91. 


» Note by the EorroR.— The Table of Atomic Weights as issued by the Inter- 
national Committee lists the elements alphabetically according to their symbols. It 
is rearranged alphabetically according to the names of the elements. The table does 
not include element No. 72 , Hafnium or Coltium, atomic weight 180A 




Rare earth metals not placed: Dy 162.5; Ho 16:i 5; Lu= 175.0; Tb ~ 159.2. 
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§3. In the periodic system of the chemical elements certain regular 
gradations of chemical character are to be studied and held in view, to sim- 
plify the multitude of facts observed in analysis. Passing from li 6.94 to 
F 19.0 in the first Series of this system, the elements are successively less 
and less of the nature to constitute bases and more and more of the nature 
to form acids, as their atomic weights increase. The acid-forming elements 
are electro-negative to the elements which form bases.* 

But in passing from F 19.0 to the next higher atomic weight, Na 23.0, 
we return from the acid extreme to the basal extreme and begin another 
period, in gradation through the seven Groups. There is a like return 
from one extreme to the other in the steps between chlorine and potassium 


* Bases are the oxygen compounds of the metals. Acids are compounds of elements for 
the most part not metals. In the chemical union of sodium with chlorine, for example, 
these two elements differ widely from each other in their various properties. The chlorine 
Is the opposite of the sodium in that very power by virtue of which the one combines with 
the other in the making of sodium chloride, a distinct px*oduct. In the polarity of electro- 
lysis the sodium la the positive element, while the chlorine is the negative clement. The 
power of opposite action exercised by the one element upon the other, in their combination 
together. Is represented by the opposite polarity of the one in relation to the other during 
electrolysis. Electrolysis is an exercise of the same energy that is otherwise manifested 
iu chemical union or in a chemical change. Strictly speaking, it may be said that it is only 
in electrical results that a positive or a negative polarity appears. But the term positive 
polarity, applied to sodium because It goes to the negative pole of a battery, is a term 
which well designates the oppositeness of the chemical action of sodium in its union with 
chlorine. That is to say, the metals are in general “ positive,” the not-metals in general 
“ negative,” iu the relation of the former to the latter, and this relation may be termed 
one of polarity,” whether it appear in electrolysis, in chemical combination, or in a 
chemical change. 

In chemical combination, the atoms of each clement act with a ** polarity,” t?ie extent 
of which may be expressed in terms of hydrogen equivalence or ” valence.” The valence of 
an element, when iu combination with another element, may be counted as relatively 
” positive ” or ** negative ” to the latter. For example, in the compound known as hydro- 
sulphuric acid, the sulphur is negative, the hydrogen positive, in the relation of one to the 
other, as represented by the diagram, 


In which the plus and minus signs of mathematics are used to represent the ” positive ” 
and “ negative ” activities of chemical elements. That is, the sulphur acts with two units 
o1 valence, both In negative polarity. In sulphuric acid the sulphur is positive in relation 
to both the oxygen and the hydroxyl, as indicated in the diagram 

r +7- o 
(HO)-+« J 

1 +-0 

That is, the sulphur acts with six units of valence, all In positive polarity. In respect to 
oxidation and reduction, the difference between the action of sulphur In hydrosulphuric 
acid on the one hand, and In sulphuric acid on the other hand, Is a difference equivalent to 
eight units of valence, the combining extent of eight atoms of hydrogen. This value is in 
agreement with the factors of oxidizing agents In volumetric analysis. 

In the same sense there la a change of “ polarity ” equivalent to the extent of eight units 
of valence, In reducing periodic acid to hydriodic acid, In reducing arsenic acid to arsine, or 
in reducing carbon tetrachloride to methane. That is, in any of the groups from. IV. to 
VII. there Is a difference, equivalent to the combining extent of eight hydrogen units, be- 
tween the negative polarity of the element In Its regular combination with hydrogen, such 
as H’H,, and its positive polarity In Its highest combination with oxygen, such as IfO, (OH). 
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and in those between bromine and rubidium. This fact of a periodic 
return in the gradation of the properties of the elements, as their atomic 
weights ascend, constitutes a periodic system. A period is termed a Series. 
A Group in this system consists of the corresponding members of all the 
Series, which members are found to agree in valence, so that the number 
of the groups, from 1. to VII. (not in VIII.), expresses the typical 
valence of the elements as grouped. Further inquiry shows that all the 
properties of the elements are in relation to their atomic weights, as they 
appear in the periodic system. But this system is not to be depended upon 
to give information of the factsj it is rather to be used as a compact simpli- 
fication of facts found independently, by the student and by the author- 
ities on whom the student must depend. A full accoimt of the Periodic 
System, as far as it is understood, is left to works on General Chemistry. 

§4. The remarkable position of Group VIII., made up of three series, 
each of three elements near each other in atomic weight, respectively in 
Series 4, 6, and 10, is in central relation to the entire system. In this 
group there is something of a return, from negative to positive polarity, 
from higher to lower valence. Group VIII. lies between Group A^II. and 
Group I., that is to say in this group there is a return from negative to 
positive nature, and from higher to lower valence. Moreover, the newly 
discovered elements related to argon, destitute of combining value as they 
are, appear to constitute a Group 0. The latest results render this position 
of the argon group of elements so probable that it has been placed in the 
chart for convenience of study, subject to further conclusions. (W. Eamsay, 
£r. Assoc. Adv. 8ei., 1897, 598-601; B. 1898, 31, 3111. J. L. Howe, G. N., 
1899, 80, 74; 1900, 82, 15, 52. Ostwald, Grundr. Allg. Chem., 3te Auf., 
1899, S. 45.) In comparison with the members of Group VII. those of 
Group VIII. certainly have a diminished negative polarity, and a lower 
valence, the latter being easily variable. Some of the particulars are given 
below under the head, “ Metals in Relation to Iron.” The most remark- 
able thing about Group VIII. is the fact that the return to Group I. from 
Group V TTT is less complete than the return from Group VII. That is to 
say, the character of copper is divided between Group VIII. and Group I., 
and the same is true of silver and of gold. This relation to Group VIII. 
can be traced, in some particulars, to zinc and cadmium and mercury in 
Group II. For these reasons Series 4 and 5 may be studied as one long 
period of seventeen members. Series 6 and 7 as another long period and 
Series 10 and 11 as a third and final long period. 

§5. It is to be observed that each one of the Groups, from I. to VII., falls 
in two columns, a column consisting of the alternate elements in the group. 
Thus, H, Li, Z, Rb and Cs make up the first column of Group I. It is 
among the alternate members of a group that the closer grade-relations of 
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the elements are found. The gradations represented under one column 
are distinct from those under the other in the same group. The well 
known alternate elements of a Group, so far as found clearly graded 
together in respect to given properties, are to be studied as a Family of 
elements. Again a number of elements next each other in a Series are to 
be studied together, either by themselves or with an adjoining half-group. 

For the studies of analytical chemistry the following are the more 
strongly marked of the families of the well known elements. 

§6. The Alhili Metals.— Li e.U, (Na 23.0), K 39.10, Rb 85.45, Csl32.81. 
The first part and sodium of the second part of Group I. In the grada- 
tion of these elements the basal power increases qualitatively with the rise 
in atomic weight. The hydroxides and nearly all salts of these metals are 
freely soluble in water, wherein they are unlike the ordinary metals of all 
the other groups. For the m'ost part, however, these solubilities increase 
with the atomic weight of the metal, and the carbonate and orthophosphate 
of lithium are but slightly soluble. 

§7. The Alkaline Earth Metah.—C^SL^ 24.32), Ca 40.07, Sr 87.G3, Ba 137.37. 
These metals, like those of the alkalis, form stronger bases as they have 
higher atomic weights. Both in Group I. and in Group II. the membei 
in Series 3 (Wa, Mg), though in the second set of alternate members, agrees 
in many ways with the next three of the first set of alternates. The 
hydroxides of these metals are not freely soluble in water but arci regularly 
more soluble as the atomic weight of the metal is higher. The sulphides 
are freely soluble; the carbonates and orthophosphates quite insoluble. 
The sulphates have a graded solubility, decreasing as the atomic weight 
is higher, an order of gradation the reverse of that of the hydroxides and 
of wider range. That is, at one extreme the magnesium sulphate is freely 
soluble, at the other barium sulphate is insoluble. 

§8. The Zinc Family.— 24.32, (A1 27.1), Zn 65.37, Cd 112.4, , 

Hg 200.6* These metals, save aluminum, belong to the second alternates of 
Group II., and, like those of the corresponding half of Group I., in their 
gradation they are in general less strongly basal as they rise in their atomic 
weights. Aluminum, here drawn in from Group III. second half, has the 
valence of the third group, and differs from the others in not forming a 
sulphide. The sulphide of magnesium is soluble, the sulphides of zinc, 
cadmium and mercury insoluble in water, and these three show this grada- 
tion, that the zinc sulphide is the one dissolved by dilute acid, while the 
mercury sulphide is the one requiring a special strong acid to dissolve it, 
both these differences being depended upon in analysis. Mercury, sepa- 
rated from cadmium by two removes in the periodic order, is but a distant 
member of this family. 

§9. Metals in Relation to Iron . — Cr 52.0, Mn 54.93, Fe 55.84, Hi 58.68, 
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Co 58.97. The atomic weights of these metals lie nearly together. They 
all belong to one Series, the fourth, representing Groups VI. and VII., 
and make the first of the instances of three members together in one seriei 
in Group VIII. Chromium, being in the first division of its group, could 
not be expected to grade with sulphur and selenium, nor would manganese 
be expected to grade with chlorine and bromine, but the disparity is strik- 
ing in both cases, especially in the comparison of melting points. The 
valence of both chromium and manganese appears partly exceptional to 
their positions in the system but the maximum valence of each is regular. 
That all of these five elements, neighbors to chlorine and bromine, are 
counted as metals, is not contrary to the periodic order. Group VIII. binds 
Group I. to Group VII. After Co 58.97 follow Cu 63.57 and then Zn 65.87. 
Indeed each of the well-known metals related to iron is capable of serv- 
ing as either a base or an acid, by change of valence. These metals are the 
special subjects of oxidation and reduction. So far they resemble their 
non-metallic neighbors, the halogens. Of the five, chromium and man- 
ganese (nearest the halogens) form the best known acids. Nickel and 
cobalt, like copper, have a narrower range of valence, a more limited extent 
of oxidation and reduction, within which they as readily act. These 
valences, in capacity of combination with other elements, not including the 
most unusual valences, may be written in symbols as follows: 

2 - 3-6 2 - 3 - 4 - 6.7 2 - 3-6 2-3 2-3 1-2 2 

Cr , Mn , Je , , Co , Cu , Zn 

On reaching zinc, 65.37, in this gradation, the capacity of oxidation and 
reduction disappears. Sulphides are formed by such of these metals as act 
with a valence of two (all except chromium), and these sulphides are insolu- 
ble in water. In the conditions of precipitation sulphides are not formed 
with the metal in any valence other than two. Chromium acting as a 
base with a valence of three, like aluminum whose only valence is three, 
refuses to unite with sulphur. Trivalent iron in precipitation by sulphides 
is mainly reduced to ferrous sulphide (FeS). In chromates the chromium 
valence is reduced from six to three by hydrogen sulphide acting in solu- 
tion. A carbonate is not formed by chromium, this being another agree- 
ment with aluminum, and the same is true of trivalent iron,* 

§10. The Metals not Alkalis in Group J., Second Party and their Relatives 

in Group VIII , — Cu 63.57, Ag 107*88, ^ Au 197.2. In gradation these 

metals are less strongly basal, and more easily reduced from their com- 
pounds to the metallic state, as their atomic weights rise. This is in agree- 
ment with the gradation among the second set of alternates in Group II., 
the Zinc Family. It likewise agrees with second part of Group VII., the 
halogens. These elements of Group I. are to he studied with those of 
Group Vm., especially with those respectively nearest them in atomic 

• These metals fonn unstable hydrated hasic carhonatea. 
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weight; Cu 63.57 with Ni 58.68 and Co 58.97, Ag 107.88 with Pd 106.7, and 
Au 197.2 with Pt 195.2. Those with atomic weights above that of copper 
rank as noble metals,” from their resistance to oxidation and other 
qualities, so ranking in higher degree as their atomic weights increase. 
Their melting points (those of Pd, Ag, Au, Pt) rise in the same gradation. 

By action of ammonium hydroxide upon solutions of their salts these 
(seven) metals form metal ammonium compounds, all of which are soluble 
in water except the compounds of platinum and gold (highest in atomic 
weight). All of the seven named form sulphides insoluble in water, in 
condition of precipitation. For the most part their sulphides are relatively 
more stable than their oxides. Silver differs from the others in the insolu- 
bility of its chloride, and agrees irregularly in this fact, one prominent in 
analysis, with mercury in its lower valence, and partly with lead. 

§11. The Nitrogen Family of Elements. — 'S 14.01, P 31.04, As 74.96, 

Sb 120.2, , Bi 208.0. These elements include the leading element of 

Group V., and the entire second part of the group. Nitrogen and phos- 
phorus act as non-metals, antimony and bismuth as metals, while arsenic is 
intermediate, the polarity being more positive as the atomic weight increases. 
In combinations with hydrogen, like ammonia and ammonium compounds, 
phosphine and phosphonium salts, and also like analogous organic bases 
where carbo-hydrogen takes the place of a part or all of the hydrogen, there 
is a remarkable unity of type in this family. The same is true of the com- 
binations with oxygen, like nitric acid. It is in Group V. that the group 
valence for oxygen begins to diverge in gradation from the group valence 
for hydrogen. While in ammonium compounds nitrogen exercises a valence 
of five, this total of five units is * always limited in polarity to a balance of 
three negative units at most. In ammonia: In ammonium 

chloride; -3 ^ HHHHCl. Bismuth is a distant member, a vacancy 

falling between it and antimony. 

Phosphorus, arsenic and antimony are in gradation with each other as to 
their indifference to chemical combination and readiness of reduction to the 
elemental state, these qualities intensifying with the rise in atomic weight. 
In this gradation nitrogen, belonging among the other alternate members, 
has no part. In its chemical indifference it stands in extreme contrast to 
phosphorus. 

§12. Relation of Tin and Lead to the Nitrogen Family . — These metals 
are in Group IV., having valences of four and five, differing from the valence 
of the nitrogen family. In Series 7 : Sn 118.7 is closely related to Sb 120.2. 
In Series 11: Pb 207.20 is closely related to Bi 208.0. The metals in the 
first named pair are two removes from those in the second pair, all being 
among the second alternate members. In their salts tin and antimony are 
more easily subject to changes of valence than are lead and bismuth. In 
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further comarison, arsenic, in its deportment as a metal, may be included^ 
making the list: As 74.96, Sb 130.2 (Sn 118.7), Bi 208.0 (Pb 307.20). Of 
these, only arsenic forms a higher oxide soluble in water (separation after 
treatment with nitric acid and eyaporation) . Arsenic and antimony form 
gaseous hydrides, in this agreeing with phosphorus and nitrogen, while the 
others do not. The stability of the hydrides of IT, P, As, Sb, all iu the type 
of ammonia, is in the ratio inverse to that of the atomic weight. All of 
these metals (As, Sb, Sn, Bi, Pb) are precipitable as hydroxides save arsenic, 
all are precipitated as sulphides, and these have chemical solubilities some- 
what in gradation with atomic weights, the arsenic sulphide being most 
fully separable by chemical solvents. The sparing solubility of the chloride 
of lead, referred to in description of silver, is approached by the insolubility 
of the oxychlorides of bismuth, tin, and antimony, and this fact must be 
borne in mind, when precipitation by hydrochloric acid is employed for 
the separation of silver and univalent mercury in analysis. 

nitrogen in its trivalent union with hydrogen, the leading element of the 
group of alkali metals, constitutes an active alkali. In its prevalent union with 
oxygen, the leading element of Group VI. , that is with oxygen and hydroxyl, 
nitrogen forms an acid which is very active though not very stable, its decom- 
position being represented by gunpowder. The degree of negativ e polarity of 
nitrogen, or its capacity for acid formation, in accordance with its place next 
to oxygen among the atomic weights, is shown in that singular unstable body, 
hydrazoic acid, B STj (also called azimide) , of decided acid power, constitut- 
ing well marked salts, such as sodium azoimide, Ba Bj , in which a ring 
of nitrogen alone acts as an acid radical. The first four members of the 
nitrogen family agree with each other in forming trivalent and pentavalent 
anhydrides and acids, the pentavalent ones being the more stable. The 
pentavalent acids are of especial interest. In nitric acid the five units of 
positive valence of an atom of nitrogen are met by two atoms of oxygen 
with two units each of negative valence and a unit of negative valence 

of hydroxyl : H — 0 — ^ q . The same constitution is found in metaphos- 

phoric acid HO P Oj , meta-arsenic acid HO As 0^ , and in antimonic acid 
koSbO^. The so-called ortho acids, phosphoric and arsenic, have the 
constitution (H0)3P0 and (H0)3 As 0 , respectively. Phosphoric and 
arsenic acids have a remarkable likeness to each other in nearly all the 
properties of all their salts, behaving alike in analysis so long as preserved 
from the action of reducing agents. These sharply separate arsenic, usually in 
one of its trivalent forms, AsHj or ASjSg . Antimony is reduced from its 
acid even more readily than is arsenic, in accordance with the gradation 
stated above. 

In the solubility of its salts with metals, the acid of nitrogen is, again, in 
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strong contrast with the acids of the elements of the second part, phos- 
phoric and arsenic acids. Metal nitrates are generally all soluble in water. 
Of the metal phosphates and arsenates, that is the full metallic salts of 
phosphoric and arsenic acids, in their several forms, only those of the alkali 
metals dissolve in water. 

§13. The Halogens,— 19.00, Cl 35.46, Br 79.92, I 126 92. These 
metals constitute the leading elements of Group VIl., and the three 
known members of the second alternates. In the halogen family 
fluorine has a relation like that of nitrogen in its family, taking part 
in tne group gradation as to polarity, solubility of compounds and 
other qualities, but standing quite by itself in respect to certain properties. 
It is the most strongly electro-negative of the known elements, a fact in 
accord with the relation of its atomic weight. 

For the common work of analysis we may confine our study of the 
halogens to chlorine, bromine, and iodine. In the order of their atomic 
weights, these elements appear, respectively, in gaseous, liquid, and solid 
state, under common conditions. Their hydrogen acids, HCl , HBr , and 
HI, show a stability in proportion to the electro-negative polarity of the 
halogen, hydriodic acid being so unstable as to suffer decomposition in the 
air. In the solubility of their metal salts these acids are nearly alike, all 
being soluble except the silver, univalent mercury, and lead salts, but the 
iodides of divalent mercury, bismuth and divalent palladium are sparingly 
soluble. Bach of these halogens, most especially iodine, forms a class of 
salts each containing two metals, one of the united metals being that of an 
alkali, such as (KI)2 Hglj and Pt Cl^ . The periodides show that iodine 
atoms have the power of uniting with each other, in the molecules of salts, 
a power partly shared by bromine and chlorine and probably exercised in 
many complex halogen compounds. By this means two atoms of a halogen 
may serve the same as one atom of oxygen, in the linkings of molecular 
structure. 

Of the oxygen acids of chlorine, bromine and iodine, those in which the 
halogen has a valence of five are more stable than the others. These acids 
are chloric, HOClOg; bromic, HOBrOg; and iodic, HOIOg. Chloric acid 
resembles nitric acid, HO N Og , in the fact that it forms soluble salts with 
all the metals. Chlorates decompose more violently than nitrates; iodates 
for the most part less readily than the latter. Of the oxygen acids with 
a halogen valence of seven, periodic acid, HO I Og , also (H0)q I 0 , is pre- 
served intact without difficulty. Perchloric acid is more stable than chloric acid. 

§14. The Relations of Sulphur,— B 32.07. Sulphur is the first member 
of a family including selenium and tellurium. It differs from oxygen 
almost as much as phosphorus differs from nitrogen, and we may say more 
than silicon differs from carbon, The higher valence ^f Group VI., exer- 
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cised toward ox 3 ’'geii, cannot be met by oxygen itself. Of the acids of 
sulphur, HaSj in which sulphur has two electro-negative units of valence, 
is quite unstable, while (H 0)2 SO 2 , in which the sulphur has six electro- 
positive units of valence, is the most stable. The sulphides (salts of HgS) 
of the heavier metals quite generally are insoluble in water, an important 
means of separation in analysis. The sulphates (salts of HaSO^) of the 
larger number of the metals are soluble in water, the exceptions being 
important to observe, namely those of Pb 207,20, Ba 137. Si S7.G3, and 
(with sparing solubility) Ca 40.07. Of these sulphates, that of barium 
(least soluble), is the one usually employed in analytical separation. 

§15. TM Relations of Carbon.— C 12.0. Carbon, in a central position 
in respect to polarity, stands alone in its capacity for a inultitiide of dis- 
tinct compounds with hydrogen and oxygen, with and without nitrogen, 
these being the so-called organic compounds. This capacity goes wiili 
the power of carbon atoms to unite with each other in the same mole- 
cule. It appears in acetylene Cj Bo (HC = C H), also in oxalic acid, 
(HO) OC — CO (OH). The same capacity of union of the atoms of an 
element with each other, in the molecules of compounds, is exorcised 
by other elements in fewer instances, as by nitrogen in liydrazoic acid, by 
oxygen in ozone, by sulphur in thiosulplmric acid, and by iodine in perio- 
dides. In carbon, nitrogen, and oxygen we see a decreasing gradation of 
this capacity, as the atomic weights ascend. Silicon, next to caroon in 
Group IT. , but in the opposite set of alternates, agrees with carbon in the 
formation of many corresponding compounds, and also exhibits to some 
extent the capacity of uniting its atoms to each other in ouiiding up com- 
binations. 


§16. The Classification of the Metals as Bases. 

The object of the Periodic System is to group all the elements, both 
metallic and non-metallic, according to their general properties as related 
to their atomic weights. This has been briefly given in the foregoing 
pages for study hearing especially upon the main methods of analysis. 

The ordinary grouping of the bases in the work of analysis, outlined in 
the next paragraph, is done by the action of a few chemical agents, termed 
group reagents, which have been chosen from a large number of re- 
agents, as being more satisfactory' than others, for the use of the greater 
number of analysts. This ordinary grouping, therefore, is not the only 
way in which the metals can be separated, in the practice of analytical 
chemistry, noi is any one scheme of separation adopted throughout b}" all 
authorities. The principal separations of analysis can be well understood 
by gaining an acquaintance with the properties of the leading bases and acids, 
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in their action upon each other. Without this acquaintance, the analyst is 
the servant of routine, and his results liable to fallacy. 

The following named are the bases of more common occurrence. 


Hetals Precipitated as Chlorides. 
I'ne Silver Oroup. 

The first group. * 

Silver (Argentum). 
tAg': silver salts. 

Mercury (Hydrargyrum), 
mercurous salts. 

Lead (Plumbum). 

Ph^i; lead salts. 

Metals falling with Copper and Tin. 

The second group. 


The Tin Group. 

Division second grouv. 
bn^** stannous salts. 

stannic salts and stannates. 

: antimonous compounds. 
antimonic compounds. 

AgHi: arsenous compounds. 

arsenic compounds and arsen- 
ates. 

The Copper Group. 

Division second group. 

Hg“: mercuric salts. 

Pb^: lead salts. 

Bi^ : bismuth salts. 

Cu”: copper or cupric salts. 

Cu^: cuprous salts. 

Cd“: cadmium salts. 


Silver and the mercury of mercur- 
ous salts can be removed as chlorides 
by precipitation with hydrochloric 
acid. The precipitate of lead is not 
insoluble enough to remove this 
metal entirely in separation from 
other groups. 


Precipitated by HjiS in acidulated 
solution. (The precipitates are sul- 
phides.) 

Separated by dissolving the precip- 
itated sulphides with Ammonium 
Sulphide. 


Separated by the insolubility of the 
precipitated sulphides on treatment 
with Ammonium Sulphide. 


♦ The first division of the bases, in the order in which they are separated from each other by 
precipitation with the group reagents. 

t The Roman numerals (as express umta o* valence, each equivalent to an atom of hydrogen, 
in the formation of salts and other combinations. 
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The Iron Group. 

The third group. 
ferrous salts, 
ferric salts. 

Cr^: chromic salts. 

Cr’'^: chromates. 

Al”^ : aluminium salts. 

The Zinc Group. 

The fourth group. 

Zn^: zinc salts. 

Mn^^ : manganous salts. 

: manganic salts. 

Mn*^: unstable salts. 

Mn"'^ : salts of manganic acid. 
Mn^ : salts of permanganic acid 
Hi^: nickel salts. 

Co°: cobaltous salts. 

Co^^^ : cobaltic salts. 

The Alkaline Earth BaieSt 

The fifth group. 

Magnesium, Mg°. 


Calbium, Ca®. 
Strontium, St®. 
Barium, Ba®, 


The Alkali Bases, 

The sixth group. 


Separated ly precipitation with 
Ammonium Hydroxide, in presence 
of NH4CI, after the removal of previ- 
ously named groups. (The precip- 
itates are all hydroxides.) 


Separated hy precipitation with 
Ammonium Sulphiae, afier remov.u 
of all pret'mmy named oases^ as di- 
rected above. (The precipi Gates are 
all sulphides.) 


(Precipitated by carbonates, wh’ch 
fact alone does not separate tnem 
from the following named groups.) 

Separated iy precipitation as a 
phosphate after removing all thepre-^ 
viously named bases. Forms magne- 
sium hydroxide, I!l[g(0H)2, and mag- 
nesium salts, such as MgS04 • 

Separated by precipitation with 

Ammonium Carbonate, adding NH4CI 
to Iceep magnesium from precipitation. 
Calcium carbonate, a normal salt, 

CaCO ,. 

Hot precipitated from their salts by 
any of the group reagents. Potassium 
and sodium are found after removing 
ad the previously named groups. 
Ammonium is found by tests of the 
original, this base being added in the 
group reagents.” 
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Potassium (Kalium),ff. In combination in potassium hy- 

droxide^ XOH, and in potassium salts, 
such as the chloride KCl, and the ni- 
trate KNO 3 . 

Sodium (Natrium), Na*. the base, sodium hydroxide and 

its salts. 


Ammonium (NHJ*. Forms ammonium hydroxide, 

KH4OH, representing ammonia, NHj, 
and water, and serring as the base of 
ammonium salts, such as (BH4 )sS 04» 
ammonium sulphate. 


§17. The Acids op Certain Commonly Occurrino Salts. 


Name of Acid. 

Name of Salt. 

Formula. 

Showing: Hjdiozyl. 

Anhydride. 

OarLonic 

Carbonate 

HsCO, 

(HO)aCivO 

CO, 

Oxalic 

Oxalate 

H,C ,04 

(HO),C,ivO, 

0 , 0 , 

Nitric 

Nitrate 

HNO» 

(HO)irvo, 

1T,0» 

Nitrous 

Nitrite 

HNO, 

(HO)inno 

N.O, 

Phosphoric (ortho) 

Phosphate 

H.PO, 

(H0),PV0 

P.O. 

Metaphosphoric 

Metaphosphate 

HPO3 

(HO)rvo, 

•B.O. 

Pyropliosphoric 

Pyrophosphate 

H4P,0, 

(H0).pv,0. 

P.O, 

Sulphuric 

Sulphate 

H3SO4 

(H0)jSvi‘0, 

SO. 

Sulphurous 

Sulphite 

H,SOa 


SO, 

Hydrosulphuric 

Sulphide 




Hydrochloric 

Chloride 

HCl 



Hydrobromic 

Bromide 

HBr 



Hydriodic 

Iodide 

HI 



Chloric 

Chlorate 

HCIO, 

(HO)CIVO, 

01,0, 

loaic 

lodate 

mo. 

(HO)IVO, 

1.0. 


The Operations op Analysis. 

§18. Chemical analysis is the determination of any or all of the compo- 
nents of a given portion of matter, whether this be solid, liquid or gaseous. 
A portion of matter is made up of one or more definite and distinct sub- 
stances, or chemical individuals, each of which is either a compound or 
an ** element ’’ and is always and everywhere the same. It is required in 
analysis to detect a chemical compound as a body distinct from the 
chemical elements that have formed it. For example, the analyst may 
have in hand a mixture containing sodium sulphate, ITa.S 04 ; sodium sul- 
phite, Na^SOs , and sodium thiosulphate, NasB^Os., but not containing any 
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sodium or sulphur or oxygen as these bodies are severally known to the 
world and described in chemistry. In this instance the analyst in his 
ordinary work does not separate the sulphur or the sodium, as elements 
uncombined with oxygen, either in qualitative or in quantitative oper- 
ations. Each one of the compounds of the sulphur with the oxygen is 
usually sought for and found and weighed as a chemical individual. Cer- 
tain of the chemical elements, however, are frequently separated free from 
all combination, as a method of determination of their compounds. 

§19. The analysis of gaseous material is termed Gas Analysis; that of 
mixtures of the complex compounds of carbon. Organic Analysis. An 
examination of organic matter, when limited to a determination of its ulti- 
mate chemical elements is styled Ultimate Organic Analysis. When it is 
undertaken to determine individual carbon compounds actually existing in 
organic matter, it has been spoken of as Proximate Organic Analysis. If 
the same distinction were to be applied to inorganic analysis, we should 
have to say that it is mostly proximate but is sometimes ultimate 
in its methods of operation. 

§20. The term Qualitative Chemical Analysis as commonly used is con- 
fined to a chemical examination of material, chiefly inorganic, in the solid 
or liquid state, the inquiry being limited for the most part to well known 
substances. 

§21. In the methods of analysis of a mixture, it is often required to 
separate individual substances from each other, but sometimes a distinct 
compound can be identified and sometimes its quantity can be estimated 
while it is in the presence of other bodies. Both the identification and 
separation are accomplished, nearly always, by effecting changes, physical 
and ckemical. 

Methods of analysis are as numerous as are the ways of bringing into 
action the physical and chemical forces by* which chemical changes are 
wrought. The characteristics of any chemical individual, by which it is 
distinguished and removed from others, lie in its responses to the physical 
and chemical forces, including especially the chemical action of certain 
well known compounds called reagents. 

§22. The response toward heat and pressure fixes the melting and boiling 
points, its ordinary solid or liquid or gaseous state. The operations " in 
the dry way are done over a flame gr in a furnace, with or without solid 

reagents and with regard to oxidation. They represent some of the 
methods of metallurgical manufacture. The liq^uid state, whether by 
fusing or by Solution, is the state commonly necessary or favorable to chem- 
ical change and its control: 

§23. The deportment of a solid substance toward light comprises its 
color and that of its solutions, as weU .as .that of its vap.or,.iiL ordinary liffht. 
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and the hands and primary colors it ezhihits in the uses of the spectroscope 
(Crookes, J. C., 1889, 55, 255; Welsbach, ilf., 1885, 6, 47). 

§24. The conduct of a chemical compound in electrolysis is, in various 
cases, a means both of identification and of separation. Electric conduc- 
tivity methods are used for establishing the presence or absence of minute 
traces of substances (Kohlrausch Whitney, Z, phys. Cli,, 1896, 20, 44). 
Again, traces of dissolved matters too minute for other means of detection 
can be revealed by the difference of electric potential between electrode and 
solution (Ostwald, Lehrl., 2 Aufl., II, 1, 881; Behrend, Z. pliys. CL, 1893, 
11, 466; Hulett, Z. phys. CL, 1900, 33, 611). 

§25. By far the most extensive of the resources of analysis lie in the 
chemical reaction of one definite and distinct substance with another, ac- 
cording to the character of each, giving rise to a chemical product having 
peculiarities of its own in evidence of its origin. In this way the com- 
pounds are bound in regular relations to each other. Therefore it belongs 
to the analyst to gain personal acquaintance with the behavior of the repre- 
sentative constituent bases and acids toward each other. 

§26. Operations for chemical change are commonly conducted in solu- 
tion. The material for analysis is dissolved, and is treated with reagents 
that are in solution. A solid or a gas is dissolved in a liquid in making a* 
solution. When the dissolved substance is converted into one that will 
not dissolve a precipitate is formed. It is necessary therefore to under- 
stand the nature of solution and to give heed to its obvious limitations. 
Certain facts and conclusions as to the chemical state of dissolved com- 
pounds are presented under the head next following, Solution and Ioniza- 
tion.” But it must first be observed that the universal solvent, water, is 
always understood to be present in somewhat indefinite proportion in opera- 
tions in the wet way.” It serves as a vehicle, as such not being included 
in any statement of the substances operated upon, nor formulated in equa- 
tions, any more than is the material of the test tube, but often some portion 
of it enters into combination or suffers decomposition, and then it must be 
placed among the substances engaged in chemical change. 

§27. No other property of substances has so great importance in analysis 
and in all chemical operations, as their solubility in water. It must never 
be forgotten that there are degrees of solubility, but there is hardly such a 
fact as absolute solubility, or insolubility, regardless of the proportion 
of the solvent. There are liquids which are miscible with each other 
in all proportions, but solids seldom dissolve in all proportions of the sol- 
vent, neither do gases. For every solid or gas, there is a least quantity of 
solvent which can dissolve it. One part of potassium hydroxide is soluble* 
in one-half part of water (or in any greatei quantity), but not in ’a less; 
quantity of the solvent. One pwt of sodium chloride requires at least .two^ 
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and a half parts of water to dissolve it. One part of mercuric chloride will 
dissolve in two parts of water at 100 degrees, but when cooled to 15 degrees 
so much of the salt recrystallizes from the solution, that it needs twelve 
parts more of water at the latter temperature to keep a perfect solution. 
Lead chloride dissolves in about twenty parts of hot water, about half of 
the salt separating from the solution when cold. Calcium sulphate dis- 
solves in about 500 times its weight of water — ^this dilute solution forming 
one of the ordinary reagents. Barium sulphate is one of the least soluble 
precipitates obtained, requiring about 430,000 parts of water for its solution 
at ordinary temperature (Hollemann, Z, phys. Oh., 1893, 12, 131). In ordi- 
nary reactions it is not appreciably soluble in water. Lead sulphate dis- 
solves in about 21,000 parts of water: in many operations this solubility 
may be disregarded, but in quantitative analysis the precipitate is washed 
with alcohol instead of water, losing less weight with the former solvent. 
These examples indicate the necessity of discriminating between degrees of 
solubility. Also the solubility of a particular compound is dependent upon 
the physical form of that compound (§69, 5 5) ; e. g,, amorphous magnesium 
ammonium phosphate is quite soluble in water, the crystalline salt being 
almost insoluble. The solubility of a solid is also dependent upon the size 
of the particles of the solid, a finely divided solid being more soluble than 
large particles of the same substance (Hullett and Allen, A.7)i, Soc*, 24, 
667, 1902). In analysis it is customary to heat and then allow a precipitate 
to stand with the solution in which it was formed in order to obtain com- 
plete precipitation. When a solvent has dissolved all of a substance that it 
can at a particular temperature, in contact with the solid, the solution is 
said to be saturated at that temperature. It frequently happens that a 
saturated solution of a substance at a higher temperature may be cooled 
without separation of the solid. Such a solution (at the lower temperature) 
is said to be supersaturated and precipitation frequently is induced by 
jarring the solution, more surely by adding a crystal of the dissolved 
substance. 

§28. The ordinary liquid reagents are water solutions — concentrated sul- 
phuric acid and carbon disulphide being exceptions. Hydrochloric acid, 
liqixid hydrogen sulphide, and ammonium hydroxide are solutions of gases 
in water; on exposure to the air these gases gradually separate from their 
solutions. All these gases escape much more rapidly when their solutions 
are warmed. The majority of liquid reagents are solids in aqueous solu- 
tion. (See the list of Reagents.) 

§ 29 . Substances are said to dissolve in acids, or in alkalis, and this is 
termed chemical solution; more definitively it is chemical action and solu- 
tion, the solution being counted as a physical change. We say that cal* 
cium oxide dissolves (chemically) in hydrochloric acid; that is, in the 
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reagent named hydrochloric acid, a mixture of that acid and water. The 
acid unites with the calcium oxide, forming a soluble solid, which the water 
dissolves. Absolute hydrochloric acid cannot dissolve calcium oxide. 

§30. Solids can be obtained, without chemical change, from their aqueous 
solutions: Firstly, by evaporation of the water. This is done by a careful 
application of heat. Secondly, solids can be removed from solution, with- 
out chemical change, by (physical) precipitation — accomplished by modify- 
ing the solvent. If a solution of potassium carbonate, or of ferrous sul- 
phate, be dropped into alcohol, a precipitate is obtained, because the salts 
will not dissolve, or remain dissolved, in the mixture of alcohol and water. 
But, in analysis, precipitation is more often effected by changing the dis- 
solved substance instead of the solvent. 

§31. Solids can be separated from their solution by precipitation due to 
chemical change, to the extent that the product is insoluble in the quantity 
of the solvent present. Calcium can be in part precipitated from not too 
dilute solutions of its salts, by addition of sulphuric acid; but there still 
remains not precipitated the amount of calcium sulphate soluble in the 
water and acid present, which is enough to give an abundant precipitate 
with ammonium oxalate, the precipitated sulphate being previously re- 
moved by filtration. 

Time and heat are required for the completion of most precipita- 
tions. If it is necessary to remove a substance, by precipitation, before 
testing for another substance, the mixture should be warmed and allowed 
to stand for some time, before filtration. hTeglect of these precautions often 
occasions a double failure; the true indication is lost, and a false indication 
is obtained. 

§32. Eeagents should be added in very small portions, generally drop by 
drop. Often the first drop is enough. Sometimes the precipitate redis- 
solves in the reagent that produced it, and this is ascertained if the reagent 
be added in small portions, with observation of the result of each addition. 
If it is a final test, a quantity of precipitate which is clearly visible is sutB- 
cient, but if the precipitate is to be filtered out and dissolved, a considerable 
quantity should be formed. If the precipitate is to be removed and the 
filtrate tested further, the precipitation must be completed — ^by adding the 
reagent as long as the precipitate increases, with the warmth and time 
requisite in the operation; and a drop of the same reagent should be added 
to the filtrate to obtain assurance that the precipitation has been completed. 
It will be found, with a little experience, that some reagents must be used 
in relatively large quantities. On the contrary, the acids, sulphuric, hydro- 
chloric and nitric, are required in a volume relatively very small. 

§33. Certain very exact methods of identification can be conducted by 
drop tests upon a black or white ground, or upon a glass slide and especially 
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with the help of a microscope and with studies of crystalline form. Further 
see Behrens, Z. 1891 , 30, 125 ; and Herrnschmidt and Capelle, Z, 1893 , 32, 
608 . 

§34. Precipitates are remoyed — ^usually by filtration, sometimes by decan- 
tation. If they are to be dissolved, they must be first washed till free from 
all the substances in solution. For complete precipitation some excess of 
the reagent must have been used. Beside the reagent there are other dis- 
solved matters, after precipitations, some of which are indicated by the 
equation written for the change. All these dissolved substances ])ormeaie 
and adhere to the porous precipitate with greater or less tenacity. Tf iliey 
are not wholly washed aw^'ay, some portion of them will be mixed with th(‘ 
dissolved precipitate. Then, the separation of substances, the only olqect 
of the precipitation, is not accomplished, while the operator, ])roeeeding 
just as though it was accomplished, undertakes to identify the members of 
a group by reactions on a mixture of groups. The washing, on the filter, 
is best completed by repeated additions of small portions of water — around 
the filter border, from the wash bottle — allowing each portion to pass 
through before another is added. The washings should be tested, from 
time to time, until they are free from dissolved substances. 

§36. In dissolving precipitates — ^by aid of acids or other agents — use 
the least possible excess of the solvent. Endeavor to obtain a solution 
nearly or quite saturated, chemically. If a large excess of acid is carried 
into the solution to be operated upon, it usually has to be neutralized, and 
the solution then becomes so greatly encumbered and diluted that reactions 
become faint or inappreciable. Precipitates may be dissolved on the filter, 
without excess of solvent, by passing the same portion of the (diluted) 
solvent repeatedly through the filter, following it once or twice with a few 
drops of water. The mineral acids should be diluted to the extent required 
in each ease. For solution of small quantities of carbonates and some 
other easily soluble precipitates the acids may be diluted with fifty times 
their weight of water. Washed precipitates may also be dissolved in tlie 
test-tube, by rinsing them from the filter, through a puncture made in its 
point, with a very little water. If the filter be wetted before filtration, the 
precipitate will not adhere to it so closely. 

§36. When a reagent is added in order to produce a change in the acid, 
alkaline or neutral condition of the solution, the addition of sufficient 
reagent to cause the desired change should always be governed by testing 
a drop of the solution, on a glass rod, with a piece of litmus paper. 

§37. When substances in separate solution are brought together, an 
evidence of the formation of a new substance is the appearance of a solid 
in the mixture, i.e. a precipitate. A chemical change between dissolved sub- 
stances — salts, acids, and bases — ^will be practically complete when one or 
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more of tlie products of such change is a solid or a gas^ not soluble in the 
mixture. As an example, Calcium carbonate + Hydrochloric acid = Cal- 
-?ium chloride + Water + Carbon dioxide (gas). 

§38. In the practice of qualitative analysis, the student necessarily refers 
to authority for the composition of precipitates and other products. For 
example, when the solution of a carbonate is added to the solution of a 
calcium salt, a precij^itate is obtained; and it has been ascertained by quanti- 
tative analysis that this precipitate is normal calcium carbonate, CaCO^ , 
invariably. Were there no authorized statement of the composition of this 
precipitate, the student would be unable, without making a quantitative 
analysis, to declare its formula or to write the equation for its production. 
When the results of analytical operations are substances of unknown, uncer- 
tain, or variable composition, equations cannot be given for them. 

§39. The written equation represents only the substances, and the quan- 
tity of each, which actually undergo the chemical change that is to be 
expressed. Thus, if a reagent is used to effect complete precipitation, an 
excess of it must be employed, beyond the ratio of its combining weight in 
the equation. That is, if magnesium sulphate be employed to precipitate 
barium chloride, the exact relative amount of magnesium sulphate indicated 
by the equation : BaClg + MgSO^ = BaS 04 + MgClg , fails to precipitate all 
of the barium. The soluble sulphate must be in a slight excess. On the 
other hand, to effect complete precipitation of the sulphate the barium 
must be in a slight excess. 

§40. By translating chemical equations into statements of proportional 
parts by weight, they are prepared to serve as standard data of absolutely 
pure materials, and applicable in operations of manufacture, with large or 
small quantities, after making due allowance for moisture and other im- 
purities, necessary excess, etc. In quantitative analysis the equation is the 
constant reliance. For example, in dissolving iron by the aid of hydro- 
chloric acid, we have the equation: 

T’e -t- 2H:C1 = FeCl2 + Ha . 

55.8 -b 72.9= 126.8 +_2. 

Also in precipitating ferrous chloride by sodium phosphate, we have the 
equation: 

PeCla + Ha2HP04,13Ha0 = reHPO* + + laHjO . 

126.8 + (142.2 + 216) = 151.8 + 117 • 

Suppose it is desired to determine from the above: 

(1) How much hydrochloric acid, strength 32 per cent, is required to 
dissolve 100 parts of iron wire. 

(2) What quantities of 32 per cent hydrochloric acid and iron wire are 
necessary to use in preparing 100 parts of absolute ferrous chloride. 
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(3) What materials and what quantities of them, may be used in prepar- 
ing 100 parts of ferrous phosphate. 

In practice allowance must he made for the facts that the iron wire will 
not be quite pure, and that a considerable excess of the hydrochloric acid 
would bo necessary for the complete solution of the iron. Also that some 
excess of the phosphate would be necessary to the full precipitation of the 
iron. Irrespective of impurities, oxidation product and excess, the re- 
quired quantities are found by the combining weights as follows: 

( 55.8/72.9 =100/x= parts of absolute HCl for 100 parts of iron wire, 
c 33/100 =x/y == parts of 83 per cent HOI for 100 parts of iron wire. 

/ 126.8/73.9 =100/x. 

2, ■] 32/100 =x/y = parts of 32 per cent HOI for 100 parts of FeOl 2 , absolute, 

( 129.8/55.8 = 100/2 = parts of iron wire for 100 parts of FeOLi . 
y 151.8/72.9 =100/x. 

Q j 32/100 ==x/y = parts of 33 per cent HOI for 100 parts of FeHF 04 . 

^ 1 151.8/55 8 =100/z = parts of metallic iron for 100 parts of FeHP 04 , 

^ 151.8/358.3 = 100/u = parts of N‘a 2 HP 04 , 13H.0 for 100 parts of FeHP 04 . 

Practice in reducing the combining numbers of the terms in an equation 
to simple parts by weight, is a very instructive exercise, even in the early 
part of qualitative chemistry. It enforces correct and clear ideas of the 
significance of formulae and equations, and refers all chemical expressions 
to the facts of quantitative work. 

§ 41 . The chief requirement in qualitative practice is an experimental 
acquaintance with the chemical relations of substances, rather than the 
identification of one after the other by routine methods. The acids and 
bases, the oxidizing and reducing agents, are all linked together in a net- 
work of relations, and the ability to identify one, as it may be presented in 
any combinatio::> or mixture, depends upon acquaintance with the entire 
fraternity. 

§42. The full text of the book, rather than the analytical tables, should be 
taken as the guide in qualitative operations, especially in those upon known 
material. The tabular comparisons are commended to attention, especially 
for review. In actual analysis, the tables serve mainly as an index to the 
body of the work. 

Solution and Ionization. 

§43. The Theory of Electrolytic Dissociation, proposed by Arrhenius in 
1887 Jp^ys. Gh,, 1887, 1 , 631), assumes that acids, bases and salts in 
water solution are present not as the intact molecule but split up into two 
or more parts called ions which are charged with negative or positive elec- 
tricity. The facts upon which the theory is based are the osmotic pressure,* 

* The pressure by virtue of which a soluble substance in contact with the solvent, as common 
salt in water, is enabled to rise against the force of gravity and distribute itself uniformly throueh< 
out the solvent, just as gas by the virtue of the gas-pressure occupies the entire space at its disposaL 
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lowering of the freezing point, raising of the boiling point and electrical 
conductivity of water solutions of acids, bases and sal's. Because such 
water solutions conduct the electric current, acids, bases and salts are 
called electrolytes. 

The osmotic pressure of a solution is believed to be proportional to the 
number of particles of the dissolved substance present in unit volume of 
the solution. In the case of non-electrolytes the osmotic pressure is pro- 
portional to the molecular weight; but the osmotic pressure of electrolytes 
is greater than corresponds to their molecular weight. This is readily ex- 
plained by the assumption that some of the molecules are split into two or 
more parts. 

In a similar manner the freezing point of a liquid is lowered by the pres- 
ence of a dissolved substance, and the amount of the lowering is propor- 
tional to the number of dissolved particles. In the case of non-electrolytes 
the lowering is proportional to the molecular weight, but dissolved electro- 
lytes depress the freezing point to a greater extent, indicating dissociation 
of the molecules. The boiling point of a liquid is raised by the presence of 
a dissolved substance, but this effect is greater in the case of electrolytes 
because the molecule is dissociated. This reasoning is similar to that 
applied to gas pressures. 

The gas-laws (Boyle’s, Guy-Lussac’s, Henry’s, and Dalton's) are found 
to hold for dissolved substances, osmotic pressure being substituted for gas- 
pressure (van ’t Hoff, Z, pTiys, Ch.^ 1887, 1 , 481; Morse and Frazer, 

34 , 1 (1905); 37 , 324, 425, 558; 38 , 175 (1907); Lewis, J. Am. Soc,, 30 , 
668 (1908) ). Avogadro’s Hypothesis is therefore applicable to solutions as 
well as to gases, and as abnormal gas-pressure points to dissociation in the gas 
(NH4Cl,PCl5) so excessive osmotic pressure, lowering of freezing point and 
raising of boiling point is taken as indicating dissociation of the dissolved 
substance. The osmotic pressure as well as the abnormal freezing and 
boiling point may be taken as a measure of this dissociation. 

The fact that solutions of non- electrolytes do not conduct the electric 
current while solutions of electrolytes do conduct the electric current indi- 
cates that molecules are incapable of carrying the current, but that the 
component parts into which the molecule is split carry the current. 

Faraday gave the name ions to the components of a substance conducting 
the electric current in solution. It is an observed fact that transmission 
of the current by a solution is always accompanied by movement of the 
ions in opposite directions (Hittorf, Pogg. 1853, 89 , 177). This is quite 
independent of any separations taking place at the electrodes. From this 
it is concluded that the ions carry the electricity from one pole to the 
other through the solution. If the ions are the carriers of electricity then 
the power of a solution to conduct the current will be in proportion to their 
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niimber, that is, to the extent of dissociation of the dissolved substance. 
And experiment shows that the dissociation calculated from the osmotic 
pressure is identical with the dissociation caleulaicd fi*om the electric 
conductivity. 

Further, if in analysis of a substance in solution we are dealing not with 
the substance in its integrity but with cei'tain ions, tlien our ordinary 
analytical reactions are reactions of the ions, and we may expect that where 
the substance for some reason is transformed from the ionized condition 
to the undivided molecule these reactions will fail. Here again the chemi- 
cal activity will be proportional to the number of ions; and experiment 
shows that quantitative parallelism exists, to^take the case of acids, between 
(1) the characteristic acid activity— the dissolving of mefcals, the influence 
as catalyzer on such changes as the inversion of cane-sugar and the saponi- 
fication of esters; (2) the extent of dissociation as indicated by osmotic 
pressure, and (3) the extent of dissociation as indicated by electric conduct- 
ivity. The same parallelism holds for other bodies in solution. A water 
solution of an acid such as hydrochloric or sulphuric should not be regarded 
as consisting of molecules of the acid and water but as a solution of mole- 
cules of HCl and the ions H and Cl or molecules of H2SO4 and ions H and SO4 
respectively, the hydrogen ion being charged with positive electricity and the 
acid ion with negative electricity. The very active acids and bases and the 
neutral salts undergo wide dissociation in water solution, while weak acids 
and bases retain almost entirely the non-dissociated condition, the strength 
of the acids being proportional to the concentration of the H ion. 

The Electrolytic Dissociation Theory in its assumption of a separation 
into ions groups together and gives system and meaning to these three 
classes of facts, experimentally absolutely independent and up to Arrhenius^ 
time without any suspected relationship. In each case the results calculated 
on the assumption of such a dissociation are in quantitative agreement with 
those obtained by measurement. 

Corresponding in actual experience to the view that the common analyti- 
cal reactions are due to the ions rather than to the molecule as a whole, is 
the analyst's practice of testing for acid radicle or basic radicle without 
regard to the other component. For instance, H2S or K2S will produce 
precipitates of metallic sulphides because the sulphur is present in solu- 
tion as an ion. On the other hand H2SO4 , H2 SOs , or H2S.O3 will not 
precipitate metals as sulphides, because in these acids the ion is com- 
posed of the sulphur and the oxygen present. Further, HgCl^ in its 
chemical behavior is unlike other mercuric salts and unlike other clilorxdes. 
The mercury is not readily precipitated by alkali hydroxides nor is 
the chloride readily precipitated by silver salts. In agreement with this, 
its conductivity and osmotic pressure are also unlike those of the great 
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majority of neutral salts, toth pointing to very slight dissociation into the 
ions. CdCl^ is another neutral salt anomalous in that its conductivity and 
osmotic pressure are both low. And here also for precipitation of the 
chloride a considerable concentration of the reagent is necessary. Similar 
instances of the parallelism referred to are numberless. 

§44. The Law of Mass-Action embodies the familiar principle that the 
chemical activity of a substance is proportional to its concentration. It 
was first recognized, although imperfectly, by Berthollet and was given 
mathematical expression by Guldberg and Waage in 1867. The latter 
investigators found it to accord well with the observed facts in some cases; 
in others there were wide discrepancies which were later shown by Ar- 
rhenius to disappear when the concentration, not of the reacting body as a 
whole but only of that part present in the ionized condition, was taken 
into consideration. We must assume that every chemical reaction is rever- 
sible, that is, that none of them proceed until the reacting substances are 
completely transformed. Then by a simple process of reasoning it is found 
that when equilibrium sets in the product obtained by multiplying together 
the concentrations of the reacting substances will be in a certain definite 
ratio to the product of the concentrations of the substances formed, con- 
centration being defined as the quantity in unit volume.* For example, 
in the reaction indicated by the equation CHgCOgH -f- C 2 H 5 OH =: 
CH^jCOaCoHj -f- HoO , when equilibrium sets in ab = kcd , in which a and b 
are the concentrations of acid and alcohol respectively, c' and d those of 
ester and water, while k is a constant peculiar to the reaction. Where the 
reaction is a dissociation, as with gaseous N'H^Cl , we have ab = k'c , a and b 
representing the concentrations of NH 3 and HCl respectively, c that of the 
undecomposed NH 4 CI, and k' the constant characteristic of this change. 
Dissociation into ions must follow the same laws, and for the electrolytic 
dissociation of acetic acid a similar equation holds, a and b in this case 
standing for concentration of H and acetic ions, c for concentration of non- 
dissociated acetic acid, while the constant is one governing only this par- 
ticular dissociation. It is apparent from each of these equations that, if 
we add one of the products of the reaction and thus increase its concentra- 
tion, the concentration of the other product must decrease in the same 
proportion — ^the extent of the reaction will be decreased; while, on the 
other hand, removing either or both of the products will tend to make the 
transformation complete. This deduction is of great significance. In 
making ethyl acetate from the acid and alcohol, in order to use the materials 
as completely as possible, the ester is distilled off as rapidly as produced 

* The unit of quantity is the molecular weight taken In grams (the “ mol '*). WTiere there are 
18.23 grams HCl in a liter either in solution or as gas the concentration is where there. are 
72.92 grams In the same VQlumc the concentration is 2 so on, 
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while the water is taken np by some absorbent. Introducing gaseous NHg 
or HCl diminishes the dissociation of NH^Cl by heat, and similarly adding 
either H ions or acetic ions will diminish the dissociation of acetic acid. 
Acetic acid is much weakened by the presence of a neutral acetate. A 
ferrous solution moderately acidified wuth acetic acid gives no precipitate 
on saturation with HjS , but on addition of sodium acetate the black FeS 
is brought down. Similarly a weak base, as NH^OH , is made still less 
effective by the presence of its strongly-dissociated neutral salt, as NH 4 CI . 
Quantitative agreement is obtained between observed effect of BTH^Cl on 
NH 4 OH as saponifying agent and that calculated from the equation: 

OH (Arrhenius, Z , pTiys. CJi.y 18^7, 110). 

In general every acid is weakened by the addition of the neutral salt of 
the acid to its solution. Similarly bases are weakened by the addition of 
the neutral salt of the base to its solution. 

§45. The SohiUlify-Product . — ^In the saturated solution which always 
remains after precipitation we have the usual dissociation equilibrium, as: 

^Ag ’ ^Cr ^ ^^AgCl ■ quantity of non-dissociated substance in 

a saturated solution is invariable and the right side of this equation is 
therefore constant. That is, in saturated solution the product of the con- 
centrations of the ions is always the same for a given substance (N’ernst). 
This Ostwald has called the Solubility-Product. Where the saturated solu- 
tion is made by bringing the salt into contact with the solvent • 

From such a solution precipitation will take place on addition of either a 
silver salt or a chloride, for such addition largely increases the concentration 
of one ion and, to restore equilibrium, the concentration of the other ion 
must decrease in the same proportion, which is possible only by precipita- 
tion. From this follows the old empirical rule to add an excess of the 
reagent in making a precipitation. Experiments on this point give quanti- 
tative agreement with the theory (Hernst, Z. phys. Gh,, 1889, 4 , 372; 
Noyes, Z. phys. Oh., 1890, 6 , 241; 1892, 9 , 603; 1898, 26 , 152). 

The Solubility-Product of the §ilkaline-earth carbonates is 

M •* CO " ” ‘ solution of a neutral salt, as CaCla , Ca ions are 

present in large concentration. When a substance containing OOg ions in 
large concentration is added, as NajCOs ? solubility-product is exceeded 
and precipitation takes place. Carbonic acid, however, is shown by con- 
ductivity and osmotic pressure measurements to be but slightly disso- 
ciated, that is, it contains few COg ions, and in accord with this is the 
familiar fact that the alkaline earths are not precipitated by carbonic acid. 
Similarly the fixed alkali hydroxides, strongly dissociated, will precipitate 
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alkaline-earth hydroxides, while ammoninm hydroxide, shown by othei 
measurements to contain but few hydroxyl ions, will not. 

For the metallic sulphides the solubility-product is 

The alkali sulphides as normal salts contain the S ion in large concentra- 
tion and so produce precipitation even of the more soluble sulphides of 
the Iron and Zinc Groups. The slightly dissociated HgS contains sufficient 
S ions to reach the solubility-product of the sulphides of the Silver, Tin, 
and Copper Groups, but not enough to attain to the larger solubility- 
product of the Iron and Zinc Group sulphides. A strong acid, as HCl, 
containing as it does H ions, one of the dissociation products of iLgS, drives 
back the dissociation of the HaS, so decreasing the concentration of the 
S ions and making precipitation of the sulphide more difficult. 

For the application of the dissociation theory to the details of analytical 
work we are indebted chiefly to Ostwald. See his Scientific Foundations 
of Analytical Chemistry and Outlines of General Chemistry 

Order of Laboratory Study. 

§46. The following is a suggestive outline to be modified by the teacher 
to suit the ability of the students, and the amount of time to be given to 
the study: 

а, A review of chemical notation and the writing of the formulas of salts. 

б. A study of the action of the Fixed Alkalis upon solutions of the salts 
of the metals in the order of their groupings; including the action of an 
excess of the reagent. The fact of the reaction should be stated; e. g.y 
the addition of potassium hydroxide to lead acetate produces a white pre- 
cipitate readily soluble in excess of the reagent. The text should then be 
consulted for the products of the reaction (§57, 6a), and the reactions ex- 
pressed in the form of equations; 

2Pb(02H302)2 + 4B:0H = Pb20(0H)8 * (white) + 4SO2H8O2 + H2O 
Pb20(0H)2 -h 4B:0H (excess) = 2K2Pb02 4* 8H2O 
or Pb(C2H802)2 + 4KOH (excess) = K2Pb02 4- 2KO2H8O2 4- . 

The results should all be tabulated and then summarized in the form of a 
carefully worded generalization (§205, 6a). 

c. Action of Ammonium Hydroxide (volatile alkali) upon solutions of 
the salts of the metals, etc. , as in (6) above; e.g.^ the addition of ammonium 
hydroxide to lead nitrate produces a white precipitate not dissolving in ex- 
cess. Consult text (§57, 6a) and write the equation: 

8Pb(N03)2 4- 4NH4OH = 2PbO Pb(NO,)2 + 4NH4NO8 + 2H2O . 

After the work has been completed in the laboratory and the results 

* It has beep found helpful to require students to underscore all precipitates. 
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discussed in the class room, summarize in the form of a generalized state- 
ment (§ 207 , Qa). 

d. A study of the action of the Fixed Alkali Carbonates, and generaliza- 
tion of the results (§ 205 , 6a). 

‘ 6 . A study of the action of Ammonium Carbonate. Summarize the re- 
sults (§ 207 , 6a). 

f. A study of the solvent action of acids, HCl , HNOg , and H2SO4 , upon 
the Hydroxides and Carbonates obtained by precipitation. 

g. Action of Hydrosulphuric Acid as a precipitating agent upon salts of 
the metals in neutral and acid solutions. 

h. The use of Ammonium Sulphide as a reagent. 

i. The solvent action of acids, HCl , HHO3, and HC2H3O2 , upon the 
sulphides obtained by precipitation. 

/. Action of Hydrochloric Acid and Soluble Chlorides. 

Action of Hydrobromic Acid and Soluble Bromides. 

Action of Hydriodie Acid and Soluble Iodides. 

h. Precipitation by Soluble Sulphates, Phosphates, and Oxalates. 

l . The solvent action of Hydrochloric and Acetic Acids upon the Phos- 
phates obtained by precipitation. 

m. The reverse of certain of the above reactions as illustrating the 
precipitation of Acids; e. y., the addition of calcium chloride to ammonium 
oxalate produces a white precipitate. Consult the text (§ 227 , 8) and write 
the equation : (HH4)C204 + CaCla = CaC204 4- 2]SrH4Cl . 

n. Anplication of the above reactions to the Grouping of tlie Metals for 
Analysis. 

0. A study of the limit of visible precipitation with several reagents 
npon a particular metal, or upon a number of metals. 

p. A study of the analysis of the individual metals and acids; combining 
them, and effecting their separation and detection. The new work should 
be followed by tbe analysis of unknown mixtures prepared by the 
teacher, to illustrate the new work and to give an instructive review of the 
preceding work. The order of the study of the metals and acids may be 
varied greatly. In no case should the metals of a whole group be studied 
without considering the relations to the other groups. 

q. The study in the class room of Oxidation and Eeduction, with work 
in the laboratory to illustrate. 

r. The study of problems in Synthesis involving analytical separations, 
accompanied by laboratory experiments. 

$. The analysis of a series of Dry Unknown ” Mixtures. 

i. A special study of the analysis of Phosphates, Oxalates, Borates, 
Silicates, etc., and certain of the Barer Metals. 

iL The analysis of mixtures in solution^ illustrating Oxidation and 
BeductioUt 
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THE SILVBK AND TIN AND COPPER GROTTPS. 

(First and Second Groups.) 

§47. The Silver group (first group) includes the metals whose chlorides 
are insoluble in water and which are precipitated from solutions upon th'' 
addition of hydrochloric acid or soluble chlorides : Pb^ Hg', Ag . 

The Tin and Copper group (second group) includes those metals whose 
sulphides are precipitated by hydrosulphuric acid from solutions acid witl 
dilute hydrochloric acid^ and whose chlorides (soluble in water for the 
most part) are not precipitated by hydrochloric acid or soluble chlorides. 


Lead* 

Pb 

207.20 

Germanium 

Ge 

72.6 

Mercury 

Hg 

200.6 

Iridium 

Ir 

198.1 

Silver 

A^ 

107.88 

Osmium 

Os 

190.9 

Arsenic 

As 

74.96 

Palladium 

Pd 

106.7 

Antimony 

Sb 

120.2 

Rhodium 

Bh 

102.9 

Tin 

Sn 

118.7 

Ruthenium 

Bu 

101.7 

Gold 

Au 

197.2 

SeleniTim 

Be 

79.2 

Platinum 

Pt 

19f)2 

Tellurium 

Te 

127.5 

Molybdenum 

Mo 

96.0 

Tungsten 

W 

184.0 

Bismuth 

Bi 

208,0 

Vanadium 

V 

61.0 

Copper 

Cu 

63.57 




Cadmium 

Cd 

112.4 





§48. Owing to the partial solubility of lead chloride in water^ it is never 
completely precipitated in the first group; hence it must also be tested 
for in the second group. Monovalent mercury belongs to the first group 
and divalent mercury to the second. Silver, then, is the only exclusively 
first-group metal. 

§49. The metals included in these groups are less strongly electro- 
positive than those of the other groups. Only bismuth, antimony, tin, 
and molybdenum decompose water, and these only slowly and at high 
temperatures. The oxides of silver, mercury, gold, platinum, and palla- 
dium are decomposed below a red heat. Copper, lead, and tin tarnish by 

*In this list of the metals of the Silver, Tin and Copper Groups the more common, those In 
the first column, are arranged in the order of their discussion and separation in analysis. The 
rare metals are arranged in alphabetic order, but are discussed In order of their relations to 
each other, beginning at ^ 104. 
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oxidation in the air. In general, these metals do not dissolve in acids 
with evolution of hydrogen, or do so with difficulty. Nitric acid is the 
best solvent for all, except for antimony and tin, which are rapidly oxidi/ed 
by it. Antimony may be dissolved by treatment with a little strong nitric 
acid and tartaric acid. The best solvent for tin is hot strong hydrochloric 
acid. Concerning the separation and detection of the metals of these 
groups by electrolysis, see Sehmncker, Z, anorg,, 1894, 5, 199, and Cohen, 
J. Soc. Ind., 1891, 10, 327 (§12). 

§60. Mercury, arsenic, antimony, and tin form, each two otable classes 
of salts. Therefore, the lower oxides, chlorides, etc., of these metals act 
as reducing agents 5 and their higher oxides, chlorides, etc., as oxidizing 
agents, each to the extent of its chemical force. Arsenic, antimony, tin, 
molybdenum, and several of the rare metals of these groups enter into 
acid radicles, which form stable salts. Arsenic, selenium and tellurium 
are metalloids rather than metals. Arsenic, antimony, and bismuth belong 
to the Nitrogen Series of Elements. 

§61. A large proportion of the compounds of these metals are insoluble 
in water. Of the oxides or hydroxides, only the acids of arsenic are 
soluble in water. The only insoluble chlorides, bromides, and iodides are 
in these groups. The siilphides, carbonates, oxalates, phosphates, borates, 
and cyanogen compounds are insoluble. Most of the so-called soliible 
compounds of bismuth, antimony, and tin, and some of those of mercury, 
dissolve only in acidulated water, being decomposed by pure water, with 
formation of insoluble basic salts. 

§52. Among the many soluble double salts of the metals of these groups 
are especially to be mentioned the double iodides with KI and the iodides 
of Pb , Hg , Ag , Bi and Cd . Platinum forms a large number of stable 
double chlorides, soluble and insoluble; and gold forms double chlorides, 
cyanides, etc. 

§63. The oxides of arsenic act as acid anhydrides and form soluble salts 
with the alkalis; oxides of antimony, tin, and lead, are soluble in the fixed 
alkalis; oxides of silver, copper, and cadmium, in ammonium hydroxide. Me- 
tallic lead, like zinc, dissolves in the fixed alkalis with evolution of hydrogen. 

§ 54 . The solubility of certain sulphides in the alkali sulphides forming 
sulpho salts or double sulphides, separates the metals of the second group 
into two divisions. A (copper group) — Hg, Pb, Bi, Cu, Cd, Os, Pd, Rh, 
and Ru; sulphides not soluble in yellow ammonium sulphide; and B 
(tin group) — ^As, Sb, Sn, Ge, Au, Ir, Pt, Se, Te, W, and V; sulphides 
soluble in yellow ammonium sulphide. 

§65. Mercury, antimony, silver, and gold do not form hydroxides. The 
oxides of gold are, very unstable. 

§ 66 . The metals of these groups are all easily reduced to the metallic 
state by ignition on charcoal. Except mercury and arsenic, which vaporize 
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readily, and certain rarer metals difficultly fusible, the reduced metals melt 
to metallic grains on the charcoal. 

The Silver Group (First Group). 

Lead, Mercury (Mercurosum), Silver. 

§57. Lead (Plumbum Pb = 207.30. Valence two and four. 

1 . Properties . — Specific gravity, 11.34 (Reich, J. pr., 1859,78, 328). Melting 
pointy 327.4®. B. circiilar No. 35, 2nd ed., 19i5. Vaporization is said to 
take place at 360® (Demarcay, C. r., 1882, 95 , 183). Boiling point about 1525® 
(H. C. Greenwood, (7. V., 39 , 49). It can be distilled in vacuo, (Schuller, B., 
1883, 16 , 1312). 

Pure lead is almost white, soft, malleable, very slightly ductile; freshly cut 
surfaces tarnish in the air from formation of a film or oxide. The presence of 
traces of most of the other metals makes lead sensibly harder. It is a poor con- 
ductor of heat and electricity, and forms alloys with most metals; lead and tin in 
various proportions form solder and pewter; lead and arsenic form shot metal; 
lead and antimony, type metal; lead, bismuth, tin and cadmium form easily 
fusible alloys of low melting points (minimum 65.6®; Ch, Z., 30 , 1139-1143; 
J. 8oc, Ind,, 26, 1221).; bell metal consists of tin, copper, lead and zinc. 

2 . Occurrence. — It is rarely found native (Ch^man, PhU, Mag., 1886 , ( 4 ), 31 , 
176); the most abundant lead mineral is galena, PbS; it also occurs as cerussite, 
PbCOa; anglesite, PbS04; pyromoi^hite^ Pb6Cl(P04)6; crocoite, PbCr04; and in 
many other minerals in combination with arsenic, antimony, etc. The United 
States produces more lead than any other country. Spain produces about one- 
fourth of the world's supply. 

3. Preparation. — (a) From argentiferous lead ores; after roasting if neces- 
sary, the ore is smelted in a rectagular bl ,^t .furnace with a properly propor- 
tioned mxiture of coke and limestone. The lead (base bullion) produced is de- 
silverized and refined by the Betts (electrolytic) process, or desilverized by the 
Parkes process and subsequently refined in a reverberatory furnace. ( 6 ) From 
galena, by the roasWeaction process in reverberatory furnaces, and ore hearths; 
the ore is roasted with access of air, forming variable quantities of PbS04, PbO, 
and PbS. Air is then excluded and the temperature raised, the sulphur of the 
sulphide then reduces both oxide and sulphate with formation of SO2: 

PbS 04 + -PbO + 2 PbS = 5 Pb -h 3SO2 
In variations of this process carb is used to aid in the reduction. 

4. Oxides. — ^Lead forms four oxides, Pb*0 , PbO , PhO, , and PbsO^ . Lead 
sul)0xide (PbaO) is little known: it is the black powder formed when PbC^O^ is 
heated to 300°, air being excluded. Lead oxide (litharge, or massicot) is formed 
by intensely igniting in the air Pb , PbgO , PbOs , Pb^O^ , Pb(OH )8 , PbCO^ , 
PbC 204 , or Pb(!Kr 0 a) 2 . It has a yellowish-white color, melts at a red heat, and 
is volatile at a white heat. 

Trilead tetrexide (red lead or minium), PbgO* , is formed by heating PbO 
to a dull-red heat with full access of air for several hours. Strong, non-r educ- 
ing acids, such as HNO, , H 2 SO 4 , HCIO, , etc., convert it into a lead salt and 
PbOa (a). But concentrated hot H 2 SO 4 converts the whole into PbS 04 , oxygen 
being evolved ( 6 ). But with the dilute acid and reducing agents, such as 
C 2 H 5 ( 0 H)», CeHxsOo , HSC 2 O 4 , H 8 C 4 H 4 O 8 , Zn, A1 , Od , Mg, As , Pb , etc., 
it is all reduced to the ^ad lead without evolution of oxygen (c), (d), and (e). 
Hydracids usually reduce the lead and are themselves oxidized (f). 

(а) Pb 804 + 2 H 3 SO 4 (dilute) = PbO^ + 2 PbS 04 + 

( б ) 2 Pba 04 -f 6 HaS 04 (concentrated and hot) = 6 PbS 04 6 H 3 O -p O 3 

( 0 ) Pb ,04 + H 8 C 3 O 4 + 6 HNO 3 =3Pb(NrO,)3 -f 4 H 3 O + 200 , 

(d) 10Pb3O4 4- As 4 + SOHaSO* = SOPhSO* + 4H,As04 -f 24 H 3 O 

(e) Pb,04 + Zn -h 4H2SO4 =: 3PhS04 + Z11SO4 + 4H2O 

(f) Pb,04 -f 8HC1 ^ SPhCl, -f Ola -h 4H80 

The valence of Pb,04 is best explained by the theory that it is a union of the 
dyad and tetrad (Pb'" and Pbiv) , Pb» 0 * = 2PbO + Pbivo,.. 
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Leai dioxide or peroxide, PbO, , is formed: (1) by fusion of PbO with KCIO, 
or KWO, ; ( 2 ) by fusing Pb.O, with KOH : (3) by treating any cou^iind of 
Pb" with Cl, Br , KaPe (011)8 , KMnO, , or HaOa in presence of KOH, (4) by 
treating’ PbjO^. with, non-reducing acids: 

PbgOi + 4 HN '03 = PbOa + 3Pb(N03)a 4- SHoO, 

lE-nition forms drst PbaO* and above a red heat PbO, oxygen being given off. 
It dissolves in acids on same conditions as PbjO, . Very strong holntion of 
Dotassium hydroxide, in large excess, dissolves it. with formation of potassium 
nlumbate ” KaPbO, . Lead dioxide is a powerful oxidizing agent, one of the 
strongest known. Digested with ammonium hydro.xide, it forms lead nitrate 
and water. Triturated with one-sixth of sulphur, or tartaric acid, or sugar, 
it takes fire ; with phosphorus, it detonates. 

5 Solubilities.— o.—Jife«^i.— Nitric acid is the proper solvent for metallic lead 
the W niteSrformed is readily soluble in water but insoluble m conceiitratecl 
S acid*; Luce if the concentrated acid be used to dissolve tbe fad, a 
whlie Sue of lead nitrate will be left which dissolves on the addition ef 
water. If concentrated and hot, the nitric add is reduwd to NO which, on contact 
with the oxygen of the air, becomes l^Oa (§241, 6) . The readies are m follows . 

3Pb -f SHNOs = 3Pb(NOs)2-f-2NO + m,0 4NO -f- = NaOs- 

Dilute sulphuric acid is without action, the concentrated acid is almost without 
action in the cold (Calvert and Johnson, J. C., 1863, 16, 66), but the hot concen- 
trated acid slowly changes the metal to the s^phate with evolution of sulphim 
dioxide, a portion of the salt being dissolved in the acii, precipitating on the 
addition of water. The following reac^on takes place (|2W, 6A) . 

Pb-i-2H2S04 « PbS04 + SO 2 + 2 H 2 O. 

Hydrochloric acid very slowly dissolves the metal (more rapidly when warmed), 
evolvinc hydrogen: the chloride formed dissolves m the acid in quantities depend- 
ing upon conditions of temperature and concentration (c). The hdogens readily 
attack the metal forming the corresponchng haloid salts, ^^loys 01 are best 
dissolved by first treating with nitric acid; if a white residue is l^t it is washed 
with water and, if not dissolved, it is then treated with hydrochloric acid, m 
which it will usually be soluble. 

Water used for drinking or cooking purposes should not be allowed to stand 
in lead pipes. Pure water free from air is without action upon lead, but 
water containing air and carbon dioxide very slowly attacks lead, forming the 
hydroxide and basic carbonate. This action is promoted by the presence 01 
salts, as ammonium nitrate, nitrite, chloride, etc.; the action seems to be 
hindered by the presence of sulphates. ^ « 

Zj.— O iTide^.—I^ead oxide, Unmrge, PbO , and the hydroxides, 2 Pb 0 .H; 3 O; 
SPbOHftO, are readily dissolved or tr.ansposed by acids forming the correspond- 
ing salts, i.e., FbO 4 H^SO. = PbSO. -|- H^O . The oxide and hydroxide are 
soluble in about 7000 parts of water, to which they impart an alkaline reaction. 
They are soluble in the fixed alkalis forming plumb ites; soluble lu certain salts 
as NH 4 OI, CaCls, and SrCla (Andr 6 , C. r., 1883, 96, 435; 1887, 10^ 359); very 
soluble in lead acetate, forming a strongly alkaline solution of basic lead acetate. 

I*ead dioxide, PbOs , lea^ perosoide, is insoluble in water or nitric acid; it is 
dissolved by the halogen hydraoids with liberation of the halogen and reducticm 
of the lead forming a dyad salt: PbOs + 4HC1 = PbCl 2 -j- OI 2 + SH^O; it is 
attacked by hot concentrated sulphuric acid, forming the sulphate and liberat- 
ing oxygen; it is soluble in glacial acetic acid forming Pb(C 3 H, 02 ) 4 , unstable 
(Hutchinson and Pollard, J. O'., 1896, 69, 212 ). Some of the salts of the tetrad 
lead seem to be formed when the peroxide is treated with certain acids in the 
cold. They are, however, very unstable, being decomposed to the dyad salt 
upon warming (Fischer, J. 0., 1879, 35, 282; Nickels, A* 1867, (4), 10, 328). 
The peroxide is slowly soluble in the fixed alkali hydroxides forming plum- 
bates, 1 e., PbO; 4- 2 KOH: = K^PbO, + . 

Tiilead tetroxide, Pb ,04 , red lead, ntlfiiim, is insoluble in water, is at- 
tacked by nearly all acids in the cold forming the corresponding dyad lead 
* The solubility of a salt is lessened by the presence of another substance having an ion in 
common with it (5 45). In some cases, as with Pbis and KI, this Is offset In concentrated 
solution by the formation of a complex compotmd. 
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salt and ead peroxide, PbO^ . Upon further treatment with the acids using 
heat the lead peroxide is decomposed as described above. The presence of 
many reducing agents, as alcohol, oxalic acid, hydrogen peroxide, etc., ^eatly 
facilitates the solution of red lead or lead peroxide in acids, i. e., nitric acid 
does not dissolve lead peroxide, but if a few drops of alcohol be added the 
solution is readily obtained upon warming, the lead being reduced and then 
converted into the soluble nitrate. 

c. — Salts. — The carbonate, borate, cyanide, ferrocyanide, phosphate, sul- 
phide, sulphite, iodate, chromate, and tannate are insoluble in water. 
The sulphate is soluble in about 21,000 parts of water at 18° (Kohlrausch 
and Eose, Z. pliys. Oh., 1893, 12, 241), the presence of HITO3 or HCl in- 
creasing its solubility in water; it is insoluble in alcohol even when quite 
dilute; sparingly soluble in concentrated HgSO^, from which solution it i ♦ 
precipitated by the addition of water or alcohol; less soluble in dilute H^SO^ 
than in water; soluble in G82 parts 10 per cent HCl, in 35 parts 31.5 per 
cent (Eodwell, J. 0., 1862, 15, 59); transposed and dissolved by excess of 
HCl, HBr, or HI forming the corresponding haloid salt; insoluble in 
HF (Ditte, A. Oh., 1878, (5), 14, 190); soluble in ammonium sulphate, 
nitrate, acetate, tartrate and citrate, and. from these solutions not readily 
precipitated by ammonium hydroxide or sulphate (Fleischer, J. (7., 1876, 
29, 190; Woehler, A., 1840, 34, 236). The sulphate is almost completely 
transposed to the nitrate by standing several days with cold concentrated 
nitric acid ^odwell, 1. c.). The oxalate is sparingly soluble in water, insol- 
uble in alcohol. The ferricyanide is very slightly soluble in cold water, more 
soluble in hot water. The chloride is soluble in 85 parts water at 20° and in 
32 parts at 80° (Ditte, 0. r., 1881, 92, 718). The bromide is soluble in 166 
parts water at 10°, in about 45 parts at 80®. The iodide is soluble in 1235 
parts water at ordinary temperature, and in 194 parts at 100® (Denot, J. 
pr., 1834, 1, 425). The chloride is less soluble in dilute HCl or HgSO^ than 
in water, but is more soluble in the concentrated acids (Ditte, 1. c.) ; HHOg 
increases the solubility of the chloride more and more as the HHO3 is 
stronger. The chloride is less soluble in a solution of KTaCl than in water 
(Field, J. (7., 1873, 26, 575); soluble in NH^Cl — 90^grams dissolving in 200 
grams NH 4 CI with 200 cc. water (Andre, 0. r., 1893, 96, 435). The chloride, 
bromide, and iodide are insoluble in alcohol. The iodide is moderately 
soluble in solutions of alkali iodides; it is decomposed by ether. The 
basic acetates are permanently soluble if carbonic acid is strictly excluded. 
The basic nitrates are but slightly soluble in water, and are precipitated 
on adding solutions of KHO3 to a solution of basic lead acetate. 

The relative insolubility of PbClg in cold water or in dilute HCl makes 
it possible to precipitate the most of the lead (by means of HCl) from 
solutions containing also the other metals of the Silver Group; while its 
solubility in hot water is the means of its separation from the other 
chlorides of that group (§61). The lead is separated and identified in 
the second group as the insoluble sulphate. (§96). 
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6. Eeactions. a. — ^Fixed alkali hydroxides precipitate, from solutions of 
lead salts, lasic lead hydroxide (i), Pb20(0H)2 (Sehaffner, A., 1844, 51, 175), 
white, soluble * in excess of the reagent as plumbite {2) (distinction from 
silver, mercury, bismuth, copper, and cadmium). The normal lead hy- 
droxide, Pb(OH), , may be formed by adding a solution of a lead salt to 
a solution of a fixed alkali hydroxide. 

(1) 2Pb(NOa)i. + 4KOH = Pb>0(0H), + 4KNOs + HjO 

(2) PboO(OH)o + 4KOH = 2K2PbOa + SH^O . 

Ammonium hydroxide precipitates white basic salts, insoluble in water 
and in excess of the reagent (distinction from silver, copper, and cad- 
mium); with the chloride the precipitate, insoluble in water, is 
PbCl2.PbO.HoO (Wood and Bordeu, C. N., 1885, 52, 43); with the nitrate 
2Pb0.Pb(N03)2 (-D., 2, 2, 558). With the acetate, in solutions of ordinary 
strength, excess of ammonium hydroxide (free from carbonate) gives no 
precipitate, the soluble tribasic acetate being formed. 

Alkali carbonates precipitate la^ lead carbonate, white, the composition 
varying with the conditions of precipitation. With excess of the reagent 
and in hot concentrated solutions the precipitate consists chiefly of 
Pb3(0H)2(C03)o - Precipitation in the cold approaches more nearly to the 
normal carbonate (Lefort, Pharm. J., 1885, (3), 15, 26). Solutions of lead 
salts when boiled with freshly precipitated barium carbo7iafe are com- 
pletely precipitated. Carbon dioxide precipitates the basic acetate but 
not completely. 

i. — Oxalic acid and alkali oxalates precipitate lead oxalate, PbCgO^, white, 
from solutions of lead salts, soluble m nitric acid, insoluble in acetic acid. 
A solution of lead acetate precipitates a large number — ^and a solution of 
lead subacetate a still larger number — of organic acids, color substances, 
resins, gums, and neutral principles. Indeed it is a rule, with few excep- 
tions, that lead subacetate removes organic acids (not formic, acetic, 
butyric, valeric, or lactic). Tannic acid precipitates solutions of lead 
acetate, and of the nitrate incompletely, as yellow-gray lead tannate, 
soluble in acids. 

Soluble cyauideB precipitate lead cyanide, !Pb(CN)2 , white, sparingly soluble 
in a large excess of the reagent and reprecipitated on boiling. Potassium ferro- 
eyanide precipitates lead ferrocyanide, Pb4Fe(CN)e , white, insoluble in water 
or dilute acids. Potassium ferricyanide precipitates from solutions, not too 
dilute, lead ferricyanide, Pbs(Pe(ON)6)2, white, sparingly soluble in water, soluble 
in nitric acid. Solutions of lead salts are precipitated by potassium sulpho- 
cyanate as lead sulphocyanate, Pb(ONS)2, white, soluble in excess of the reagent 
and in nitric acid. 

c. — Lead nitrate is very soluble in water, the solution dissolving the oxide to 
form a basic nitrate, which may also be formed by precipitating lead acetate with 

* Nearly all the salts are soluble In the fixed alkali hydroxides, PbS forming almost the only 
notable exception. 
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potassium nitrate. The solubility of lead nitrate is greatly increased by the 
presence of the nitrates of the alkalis and of the alkaline earths, a complex 
compound being formed (Le Blanc and Noyes, Z. phys, Ch.y 1890, 6, 385). 

d , — The higher oxides of lead are all reduced by hypophosphorous acid, lead 
phosphate being formed. Lead phosphite, PbEPO^ , white, is formed by 
nearly neutralizing phosphorous acid with lead carbonate or precipitating 
NasHPOs with Pb(!Nr03)3 (Amat, G. r., 1890, 110, 901). Sodium phosphate, 
Na^HPO^ , precipitates from solutions of lead acetate the trihasic lead phosphate, 
Pb8(P04)2 , white, insoluble in the acetic acid which is set free (/)., 2 , 2, 562): 
3Pb(C3H802)2 + 2Na2HP04 = Pbs(P04)2 + 4NaC3H302 + .^HC^HgOo. The same 
precipitate is formed when sodium phosphate is added to lead nitrate, soluble 
in nitric acid, insoluble in acetic acid. Lead phosphate is also precipitated 
upon the addition of phosphoric acid to solutions of lead acetate or lead nitrate. 
The pyrophosphate, PbaPoO^ , white, amorphous, is formed by precipitating a 
lead solution with Na4P207 , soluble in excess of the precipitant, in nitric acid, 
and in potassium hydroxide; insoluble in ammonium hydroxide and in acetic 
acid (Gerhardt, A. Ch., 1849, (3), 25 , 305). The metaphosphate, Pb(P08)2 , 
white, crystalline, is obtained by the action of NaPOg upon Pb(NOs)3 in excess. 


6. — ^Hydrosulphuric acid and the soluble sulphides precipitate — ^from 
neutral, acid, or alkaline solutions of lead salts — lead sulphide^ PbS , 
brownish black, insoluble in dilute acids, in alkali hydroxides, carbonates, 
or sulphides. Freshly precipitated CdS, MnS, FeS, CoS, and NiS also 
give the same precipitate. Hydrosulphuric acid and the soluble sulphides 
transpose all freshly precipitated lead salts to lead sulphide.* Moder- 
ately dilute nitric acid — 15 to 20 per cent — dissolves lead sulphide with 
separation of sulphur (1), some of the sulphur, especially if the nitric acid 
be concentrated, is oxidized to sulphuric acid, which precipitates a portion 
of the lead (j^), unless the nitric acid be sufficiently concentrated to hold 
that amount of lead sulphate in solution. The oxidation of sulphur always 
occurs when nitric acid acts upon sulphides, and in degree proportional 
to the strength of acid, temperature, and duration of contact. 

(1) 6PbS + I6HNO3 = 6Pb(N08)2 + 3S2 + 4NO + 8H2O 

(2) 3PbS + 8HNO3 = 3PbS04 + 8NO + 4H3O 

In solutions too strongly acidulated, especially with hydrochloric acid, 
either no precipitation takes place, or a brick-red double salt, Pb^SCla , 


* The condition for equilibrium is that a certain ratio of concentration exist between the ions, 
in the case of PbS04 between the S ions and the SO4 ions. These concentrations are the same 
as those in a solution obtained by digesting the two salts, PbSO* and PbS, together in water. 
PbS04 dissolves more freely than PbS, and for equilibrium therefore ,i must be corres- 
pondingly greater than But adding H3S or a soluble sulphide to PbS04 gives just the 

opposite of this condition, and transformation accordingly results, increasing the 804^^ con- 
centration by formation of soluble sulphate and decreasing the S''' concentration by precipita- 
tion of PbS, Tmtil the equilibrium-ratio is produced or, if the quantity of PbS04 present is in- 
suflftclent for this, until aU the PbS04 has been transformed to sulphide On the other hand, 
treatment of PbS with a very large excess of H3SO4 will cause the reverse action, S ions going 
into solution until the same equilibrium results as before. 

The general principle is then that unless a comstituent of the more soluble substance is in great 
preponderance in the solution the least soluble of two or more possible products will always be 
formed. This principle determines the direction %n which a reaction takes pla^e; 

AgCl-(- KI - Agl-{- KGl ; CaS 04 -I- Na»C 0 i-CaC 0 «+Na«S 04 (il44). 
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is formed, the precipitation being incomplete. In neutral solutions con- 
taining 100,000 parts of water lead is revealed as the sulphide; a test 
which is much more delicate than the formation of the sulphate. 

Ferric chloride decomposes lead sulphide, forming* lead chloride, ferrous 
chloride' and sulphur. The reaction takes place in the cold and rapidly when 
warmed (Gabba, C, <0., 1889, 667). 

When galena, PbS , is pulverized with fused KHSO^ , H^S is evolved (Jan- 
nettaz, J. C., 1874, 27, 188). 

Lead tMos'iiVpliate, PbSsOg , white, is precipitated by adding sodium thiosul- 
phate to solutions of lead salts; the precipitate is readily dissolved in an excess 
of the reagent, forming the double salt, PbS20s,2Na2S20a (Lenz, A,, 1841, 40, 
94); on boiling, all the lead is slowly precipitated as sulphide (Vohl, A., 1855, 
96, 237). 

Sodium sulphite precipitates lead sulphite, PhSO^ , white, less soluble in 
water than the sulphate, slightly soluble in sulphurous acid ; decomposed 
by sulphuric, nitric, hydrochloric, and hydrosulphuric acids and by alkali 
sulphides; not decomposed by cold phosphoric and acetic acids. 

Sulphuric acid and soluble sulphates precipitate from neutral or acid 
solutions, lead sulphate^ PbS 04 , white, not readily changed or permanently 
dissolved by acids, except hydrosulphuric acid, yet slightly soluble in 
strong acids {be). Soluble in the fixed alkalis and in most ammonium 
salts, especially the acetate, tartrate, and citrate (Woehler, .4., 1840, 34, 
235). Soluble in warm sodium thiosulphate solution, in hot solution 
decomposed, lead sulphide, insoluble in thiosulphate, being formed (dis- 
tinction and separation from barium sulphate, which does not dissolve in 
thiosulphates). 

The test for lead as a sulphate is from five to ten times less delicate 
than that with hydrosulphuric acid; but lead is quantitatively separated 
as a sulphate, by precipitation with sulphuric acid in the presence of 
alcohol, and washing with alcohol. When heated with potassium chromate 
transposition takes place and yellow lead chromate is formed Qi), Excess 
of potassium iodide transposes lead sulphate {f), a distinction of lead from 
barium. Repeated washing of lead sulphate Avith a solution of sodium 
chloride completely transposes the lead to the chloride (Matthey, J. 0., 
1879, 36, 124). See footnote on previous page, 

f. — ^Hydrochloric acid and soluble chlorides precipitate, from solutions 
not too dilute, lead chloride, PhClg , white. This reaction constitutes lead 
a member of the FIRST GROUP — as it also is of the second. The solu- 
bility of the precipitate is such (5^?) that the filtrate obtained in the cold 
gives marked reactions with hydrosulphuric acid, sulphuric acid, chro- 
mates, etc.; and that it can be quite accurately separated from silver 
chloride and mercurous chloride by much hot water. Also, small propor- 
tions of lead escape detection in the first group, while its removal is 
necessarily accomplished in the second group. 
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Hydrobromic acid and soluble bromides precipitate lead bromide^ PbBig , 
white, somewhat less soluble in water than the chloride (5c); soluble in 
excess of concentrated potassium bromide, as 2 KBr.PbBr 2 , which is decom- 
posed and PbBrg precipitated by dilution with water. 

Hydriodic acid and soluble iodides precipitate lead iodide^ Pblg ^ bright 
yellow and crystalline, much less soluble in water than the chloride or 
bromide (5c); soluble in hot moderately concentrated nitric acid and in 
solution of the fixed alkalis; soluble in excess of the alkali iodides, by 
forming double iodides, KlPblg with small excess of KI, and 4KI.Pbl2 
with greater excess of KI ; these double iodides are decomposed by addi- 
tion of water with precipitation of the lead iodide. Lead iodide is not 
precipitated in presence of sodium citrate; alkali acetates also hold it in 
solution to some extent, so that it is less perfectly precipitated from the 
acetate than from the nitrate. Freshly precipitated lead peroxide, PbOg , 
gives free iodine when treated with potassium iodide (Ditte, C. r., 1881, 
93, 64 and 67). 

In detecting lead as an iodide in solutions of the chloride by precipita- 
tion with potassium iodide and recrystallization of the yellow precipitate 
from hot water, care must be taken that the potassium iodide be not 
added in excess to form the soluble double iodides. 

g. — Arsenous acid does not precipitate neutral solutions of lead salts; from 
alkaline solutions or with soluble arsenites a bulky white precipitate of lead 
arsenite is formed, insoluble in water, but readily soluble in all acids and in the 
fixed alkali hydroxides. Arsenic acid and soluble arsenates precipitate lead 
arsenate, white, from neutral or alkaline solutions of lead salts, soluble in the 
fixed alkali hydroxides and in nitric acid, insoluble in acetic acid. For the 
composition of the arsenites and arsenates of lead see (D., 2, 3, 565). Hot 
potassium stannite (SnClj in solution by KOH) gives with lead salts or lead 
hydroxide a black precipitate of metallic lead. 

h — Chromic acid and soluble chromates — ^both KgCrO^ and — 

precipitate lead chromate, PbCrO^, yellow, soluble in the fixed alkali 
hydroxides (distinction from bismuth), insoluble in excess of chromic acid 
(distinction from barium), insoluble in ammonium hydroxide (distinction 
from silver), decomposed by moderately concentrated nitric and hydro- 
ichloric acids, insoluble in acetic acid. The precipitate is formed as follows : 

PbCla + KaCraOr + H 2 O = PbCr04 + H2Gr04 + 2KCL 

7. Ignition. — ^Insoluble lead salts may be tested by fusion in a porcelain 
crucible with sodium carbonate. The lead is converted into lead oxide, 
PbO (a) , After fusion and digestion with warm water, the aqueous solution 
is tested for acids, and the residue for bases after dissolving in nitric or 
acetic acid. If charcoal (or some organic* compounds as sugar, tartrates, 
etc.) be present, metallic lead is formed (6) ; and with excess of charcoal 
the acid radicle may also be changed (c). If the fusion with sodium carbo- 
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nate is made on a piece of charcoal, instead of in a crucible, using the re- 
ducing flame of the blowpipe, globules of metallic lead are produced and at 
the same time the charcoal is covered with a yellow incrustation of lead 

oxide, PbO. 

(a) PbCla + liTa^COa = 2]SraCl + PbO + CO, 

(&) 2PbS04 - 1 - 2N’a,CO, -h c = 2Pb + 2Na3SO, + 3CO, 

(c) 2PbS04 4- 2N’a,COs + 5C == 2Pb + 2]Sra,S + 7CO, 

8 . Detection. — Lead is precipitated, incompletely, from its solutions by 
HCl as PbClg ; separated from AgCl and HgCl by hot water, and confirmed 
by H2S , H2SO4 , KgOrO^ , and KI . It is separated (in the second group) 
from As , Sb , Sn , etc., by non-solubility of the sulphide in ; 

from HgS by HNO3 ; from Bi, Cu, and Cd by precipitation with dilute 
sulphuric acid. Insoluble compounds are transposed by an alkali sulphide, 
being then treated as lead in the second group, or they are examined by 
ignition as described in (7). 


9. Estimation. — (<i) As an oxide into which it is converted by ignition (if a 
carbonate or nitrate), or by precipitation and subsequent ignition. ( 6 ) As a 
sulphate. Add to the solution twice its volume of alcohol, precipitate with 
H 2 SO 4 , and after washing with alcohol ignite and weigh, (c) It is converted 
into an acetate, or sodium acetate is added to the solution, then precipitated 
with KgOrsOy , and after drying at 100°, weighed as Pb 0 rO 4 . (d) It is con- 

verted into PbS , free sulphur added, and after ignition in hydrogen gas 
weighed as PbS . (e) The lead is precipitated with standardized sodium iodate 

and the excess of iodate is determined by retitration. Lead iodate is less 
soluble in water than lead sulphate (Cameron, J, <7., 1879, 36, 484). (f) In 

presence of bismuth, ignite the halogen compound, or convert into a sulphide 
and ignite in a current of bromine. The haloid salts of bismuth sublime upon 
ignition (Steen, Z, angeto., 1895, 530). (g) Gas volumetric method. Precipitate as 

a chromate, filter, wash and transfer to an azotometer with dilute sulphuric 
acid and estimate the amount of chromium by the volume of oxygen set free 
by hydrogen peroxide (Baumann, Z. angew., 1891, 329). 

10. Oxidation. — Metallic lead precipitates the free metals from solutions 
of Hg , Ag , An , Pt , Bi , and Cn . Lead as a dyad is oxidized to the 
tetrad as stated in (4), also electrolytically in separation from Cn (Nissen- 
son, Z. angew., 1893, 646). Pb^ is reduced to Pb*’ in presence of dilute 
H2SO4 by nascent hydrogen, and by all metals capable of producing nascent 
hydrogen (such as A1 , Zn , Sn , Mg , Fe), and to Pb" by soluble compounds 
of Hg', Sn", Sb'", As'", (AsHa gas), Cn', Fe", Cr'", Mn", Mn'", Mn^^, 
Mn^i. Also by H2C2O4 , HHO2 , H3PO2 , H3PO3 , P , SO^ , H2S , HCl , HBr , 
HI , HCH , HCHS , H4Fe(Cir)6 ^ glycerine, tartaric acid, sugar, urea, and 
very many other organic compounds. In many cases the reduction to 
Pb" or to Pb® takes place in presence of KOH . The freshly precipitated 
peroxide oxidizes ammonia, NH^ , to nitrite and nitrate in the course of a 
few hours (Pollacci, Arch. Fharm., 1886, 224, 176). 

From lead solutions Zn ^ Mgr , ^ , Co and Cd precipitate metallic lead. 



58, Sa. 


MBBCVRT. 


3 ^ 


§58. Mercury (Hydrargyrum) Hg = 200.0 . Valence one and two. 

1. Properties . — Specific gravity, liquid, 13.5953 (Volkmann, W, J.., 1881, 13, 209); 
solid, 14.1932 (Mallet, Proc. R, Soc., 1877, 26, 71). Melting {freezing) point, — 38.85° 
(Mallet, PML Mag., 1877, (5), 4, 145). Boiling point, 357.33° at 760 mm. (Ramsay 
and Young, J. 0., 1885, 47, 657). It is the only metal which is a liquid at 
ordinary temperatures, white when pure, with a slightly bluish tinge, and 
having a brilliant silvery lustre. The precipitated or finely divided mercury 
appears as a dark gray powder. Mercury may be “ extinguished ” or “ dead- 
ened,” i. e., reduced to the finely divided state, by shaking with sugar, grease, 
chalk, turpentine, ether, etc. It is slightly volatile even at — 13° (Eegnault, 
C. r., 1881, 93, 308); is not oxidized by air or oxygen at ordinary temperature 
(Shenstone and Cundall, J. G., 1887, 51, 619). The solid metal is composed of 
octahedral and needle-shaped crystals, is very ductile and is easily cut with a 
knife. Owing to its very strong cohesive property it forms a convex surface 
with glass, etc. It is a good conductor of electricity, and forms amalgams with 
A1 , Ba , Bi , Cd , Cs , Ca , Cr , Co , Cu , Au , Pe , Pb , Mg , Mn , Ni , Os , 
Pd , Pt , K , Ag , Na , Tl , Sn , and Zn . Amalgams with special alloys of gold, 
silver, tin, and zinc are used for filling teeth. 

2. Occurrence. — Occasionally found native in small globules associated with 
cinnabar, in the containing gangue, and as amalgam (Ag2Hg3 to AgseHg): the 
principal mercury mineral is cinnabar, HgS. It occurs also as calomel, BgCl, 
generally associated with cinnabar. 

Found in Austria, Spain, Peru, China, Russia, California, Texas and Oregon. 

3. Preparation. —The extraction of mercury from cinnabar, which may be 

considered as practically the pnly ore of this metal, is effected: (a) by oxidation 
with a regulated supply of air, and volatilization of the liberated metal, which 
distils over and is condensed : HgS + 02== Hg + SO2 ; (6) by mixing the ore 
with lime, and distilling: 4HgS + 40aO = 4Hg + 3CaS + CaS04 . (c) The 

ore is heated with iron (smithy scales): Hg, FeS , and SO2 are produced. The 
mercury is usually condensed in a trough of water. Commercial mercury is 
freed from dirt and other impurities by pressing through leather or by passing 
through a cone of writing or filter paper having a small pin-hole in the apex. 
For the separation of mercury from small quantities of Pb , Sn , Zn , and Ag 
without distilling, see Bruhl (R., 1879, 12, 204), Meyer (R., 1879, 12, 437) 
and Crafts {Bl, 1888, (2), 49, 856). 

4. Oxides. — Mercury forms two oxides, HgoO and HgO . Mercurous ocaide, 
Hg,0, is a black powder formed by the action of fixed alkalis on mercurous 
salts. It is converted by gentle heat into Hg and HgO and by a higher (red) 
heat, to Hgr and O . Mercuric oxide, HgO , is made (Jf) by keeping Hg at its 
boiling point for a month or longer in a flask filled with air; (2) by heating 
HgNOs or Hg(N 03)2 with about an equal weight of metallic mercury: 
Hg(!N’08)2 + 3Hg = 4HgO + 2110; (S) by precipitating mercuric salts with 
KOH or HaOH . Made by (i) and (2) it is red, by (3) yellow. On heating it 
changes to Vermillion red, then black, and on cooling regains its original color. 
A red heat decomposes it completely into Hg and 0 . Mercury forms no 
hydroxides. 

5. Solubilities. — a. — Metal . — Unaffected by treatment with alkalis. The most 
effective solvent of mercury is nitric acid. It dissolves readily in the dilute 
acid hot or cold; with the strong acid, heat is soon generated; and with con- 
siderable quantities of material, the action acquires an explosive violence. At 
ordinary temperatures, nitric acid, when appHed in excess, produces normal 
mercuric nitrate, but when the mercury is in excess, and the acid is cold and 
dilute, mercurous nitrate is formed; in aT cases, chiefly nitric oxide gas is generated. 
Both mercurous and mercuric nitrates require a little free nitric acid to hold them 
in solution. This free nitric acid gradually oxidizes mercurous to mercuric, 
maldng a clear solution of Hg(N08)2 , if there is sufficient HNO3 present, other- 
wise a basic mercuric nitrate may precipitate. A solution of mercurous nitrate 
may be kept free from mercuric nitrate by placing some metallic mercury in 
the bottle containing it; still after standing some weeks a basic mercurous nitrate 
crystallizes out, which a fresh supply of nitric acid will dissolve. Sulphur 
attacks mercury even in the barometric vacuum, forming HgS (Schrotter, 
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J C 1873,26, 476). H 2 SO 4 , concentrated at 25® has no action on Hg (Pitman. 
J. Am. Soc., 1898, 20, 100). With the hot concentrate acid SO 3 is evolved and 
SO. is formed if Hg be in great excess: HgS 04 if the HgSO* be in excess. 
HShloric acid gas at 200 ° is without action (Berthelot, A. Gh 1856, (3), 46, 
402 ); also the acid sp. gr., 1 . 20 . Hailey and Fowler {J. 0., 1888, 58, 759) say that 
dry in drochloric acid gas in presence of oxygen and mercury, at ordinary tem- 
l>c inline for tliree weeks, forms HgaOOL without evolution of hydrogen: 
2 lig + 2HC1 + 0, = Hg.OCh.HaO . Hydrobromic and hydriodic acids, gases, 
both jLtta<*k mei-cury, evol\'e H, and form respectively HgBr and Hgl (Ber- 
thelot, 7 . c.). Hydrosnlphuric acid, dry gas, at 100 ° does not attack dry Hg 
(Berthelot, l.c,), Hydrosnlphuric acid, in solution, and alkali sulphides form 
HgS . Chlorine, bromiT'e nnd iodine, dry or moist, attack the metal: mercurous 
salts are formed if the rr ercury be in excess, mercuric salts if the halogen be in excess, 
5 . — Oxides . — Mercurous oxide, Hg 20 , is a black powder insoluble in water or 
alkalis. Hydrochloric acid forms HgCl ; sulphuric acid forms Hg 2 S 04 , changed 
by boiling with excess of acid to HJSO 4 ; nitric acid forms HgNOs , changed by 
excess of acid to Hg(N 03)2 . Mercuric oxide is soluble in acids, insoluble in 
alkalis, soluble in 20,000 to 30,000 parts water (Bineau, C. r., 1855, 41, 509). 
It is red when produced by heating in the dry way and orange yellow when 
formed by precipitation with alkalis. It is decomposed by alkali chlorides 
forming HgCl 2 * (Mialhe, A. Ch., 1842, (3), 6 , 177)^ soluble in NH 4 CI , from 
which solution NH 4 OH produces the white precipitate NH 4 Cl,NHgH 2 Gl + 
l^HgCl (Ditte, C. r., 1891, 112, 859), soluble in KI 2 forming 2 El,Hgl 2 (Jehn, 
J. C., 1872, 26, 987). 


c. — Salts . — Mercury forms two well marked classes of salts — merenrous. 
monovalent, and mercuric^ divalent — ^most mercurous compounds are per- 
manent in the air, but are changed by powerful oxidizing agents to 
mercuric compounds. The latter are somewhat more stable, but are 
changed by many reducing agents, first to mercurous compounds and then 
to metallic mercury (10). Solutions of mercury salts redden litmus. 
Many of the salts of mercury are either insoluble in water, or require the 
presence of free acid to keep them in solution, being decomposed by water 
at a certain degree of dilution, precipitating a basic salt and leaving an 
acid salt in solution. Mercurous chloride, bromide, and iodide are insolu- 
ble in water; the sulphate is soluble in 500 parts cold and 300 parts hot 
water, soluble in dilute nitric acid (Wackenroder, A., 1842, 41, 319). The 
acetate has about the same solubilities as the sulphate. Mercurous nitrate 
is completely soluble in water. On standing it gradually changes to 
mercuric nitrate, prevented by the presence of free mercury, but if free 
mercury be present a precipitate of basic mercurous nitrate gradually 
forms. Mercuric chloride is soluble in 16 parts of cold water and 3 parts 


* The Law of Mass-Action requires that where the constituents of a slightly-ionized substance 
are present that substance shaU form at the expense of those more strongly ionized. Such a 
slightly-ionized body is HgCla. When H§pO is brought into contact with KOI solution and 
Cl combine to form the non-dissociated HgCl,, leaving K and O, which unite with water, im- 
parting to the solution a strong alkaline reaction. KBr and KI act even more strongly. 1^0, 
although from the ready decomposition of its salts by water and from its easy reducibili^ a 
weak base, yet wiU replace the alkali metals where a little-dissociated Hg compound results. 
An excess of Hg(jrOa)a dissolves chloride, bromide, and iodide of Hg and Ag owing to the 
same cause, the Hg' ions of the strongly dissociated nitrate decreasing the already slight 
dissociation of the mercuric haloids (§ 44). The failure of HgOl^ to give many of the pre- 
cipitation-reactions obtainable with other soluble mercuric salts Is of course due to the 
fact— the slight concentration of Hg" ions (| A5). 
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warm water; the bromide is soluble in 94 parts water at 9® and 4--5 parts 
at 100®, decomposed by warm nitric or sulphuric acids; the iodide is 
soluble in about 25,000 parts water (Bourgoin, A. Gh., 1884 (6), 3 , 429), 
soluble in NagSgOa (Eder and Ulen, J, (7., 1882, 42, 806), and in many 
alkali salts, forming double salts. E’ormal mercuric sulphate is decom- 
posed by water into a soluble acid sulphate and the basic sulphate, HgS04 , 
2HgO , which is practically insoluble (soluble in 43,478 parts water at 
16®, Cameron, Analyst^ 1880, 144). The normal nitrate is deliquescent^ 
very soluble in a small amount of water, but more water precipitates the 
nearly insoluble basic nitrate, SHgO.NgOg , changed by repeated washing 
into the oxide, HgO (Millon, A. Ch., 1846 (3), 18, 361). The basic nitrate 
is soluble in dilute nitric acid. The cyanide is soluble in eight parts water 
at 15®. The acetate is readily soluble, the chromate and citrate sparingly, 
and the sulphide, iodide, iodate, basic carbonate, oxalate, phosphate, arse- 
nate, arsenite, ferrocyanide, and tartrate are insoluble in water. 

6 . Eeactions. a, — ^Fixed alkali hydroxides precipitate, from solutions of 
mercurous salts, mercurous oxide, Hg.O , black, insoluble in alkalis, readily 
transposed by acids; from solutions of mercuric salts, the alkali, added 
short of saturation, precipitates reddish-brown basic salts; when added in 
excess, the orange-yellow mercuric oxide, HgO, is precipitated. If the 
solution of mercuric salt be strongly acid no precipitate will be obtained 
owing to the combination of the mercuric salt with the alkali salt formed, 
producing a double salt in which the mercury is present in the acid ion un- 
aifected by the hydroxyl ion. Ammonium hydroxide and carbonate pre- 
cipitate from solutions of mercurous salts, black mixtures of mercury 
and mercuric ammonium compounds. The same is true of the action of 
ammonium hydroxide on insoluble mercurous salts : 2HgCl + SMH^OH 
= Hg + NH,HgCl + 2H2O -f NH4CI ; eHgNOg + 6NH4OH = 3Hg + 
-f 4NH4NO, + m,0 ; 4Hg3S04 + 8NH4OH = 4Hg + 
(HgH2lI)2S04.2Hg0 + 3(1^4)2804 -f- 6H2O ; or uniting the salt in dif- 
ferent manner, 4HgCl + 4:irE,OB. = 2Hg + Hg2HCl.NH4Cl -f 2^401 
-j- 4H2O . Examination with a microscope reveals the presence of Hg® . 
The mercuric ammonium precipitate dissolves in a saturated solution of 
(NH.) 2SO4 containing ammonium hydroxide and can thus be separated 
from the Hg (Francois, J. Pharm., 1897 (6), 5, 388; Turi, Gazzetta, 1893, 
23 , ii, 231; Pesci, Gazzetta, 1891, 21 , ii, 569; Barfoed, /. pr., 1889, (2), 39 , 
201). With mercuric salts ammonium hydroxide produces white precipi- 
tate,^^ recognizable in very dilute solutions; that with cold neutral solu- 
tions of mercuric chloride being mercurammonium chloride, (lIH2Hg)Cl , 
also called nitrogen dihydrogen mercuric chloride (a) ; with hot solution 
and excess of ammonium hydroxide, dimercurammonium chloride, 
ITHg^Ol, also called nitrogen dimercuric chloride (J) is formed. Treat- 
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ing with fixed alkali hydroxide until no more ammonia is evolved changes 
the former compound to the latter (Pesci, 1. c.). The precipitates are 
easily soluble in hydrochloric acid, slightly soluble in strong ammonium 
hydroxide, and more or less soluble in ammonium salts, especially am- 
monium nitrate and carbonate (Johnson, C. N ,, 1889, 59, 234). A soluble 
combination of ammonium chloride with mercuric chloride, 2 NH 4 CI 
HgClg , or ammonium mercuric chloride, called sal alembroth,^^ is not 
precipitated by ammonium hydroxide, but potassium hydroxide precipi- 
tates therefrom the white mercurammonium chloride, (lTH 3 )oHgClo (c) : 

(а) HgCla + 2NH4OH = ITHaHgOl + NH4CI + BH-O 

(б) 2Hga, + 4N’H40H = NHgsOl + 3NH4CI 4H,0 

(c) aNH^CLHgOla -h 2KOH = (NHg) + 2KC1 -f 

A solution of HgCl^ in KI with an excess of KOH (Nessler^s Reagent) is 
precipitated by ITH 4 OH (or by ammonium salts), as ]N’lIg 2 ^ (§^^*^5 6 ^)* 


Fixed alkali carbonates precipitate from mercurous salts an unstable n\er- 
curous carbonate, HgaCO, , gray, blackening to basic carbonate and oxide when 
heated Carbonates of barium, strontium, calcium and magnesium precipitate 
mercurous carbonate in the cold. Mercuric salts are precipitated as red-brown 
Msic salts, which, by excess of the reagent with heat, are converted into the 
yellow mercuric oxide. The basic salt formed with mercuric chloride is an oxy- 
chloride, H:gOl2,(HgO)2 , s, or 4,* with mercuric nitrate, a basic carbonate, 
(Hg0)3HgC03. Barium carbonate precipitates a basic salt in the cold, from 
the nitrate, but not from the chloride. 

b —Oxalic acid and soluble oxalates precipitate from solutions of mercurous 
salts mercvrous omlate, , white, slightly soluble in nUric acid; from 

solutions of mercuric salts, except HgCl^ , mercxinc omlate, HgC,04 , white, 
easily soluble in hydrochloric acid, diflRcultly soluble in nitric acid. A solution 
of HgCla boiled in the sunlight with (1^4)20,04 gives HgCl and 00s • 

Hydrocyanic acid and alkali cyanides decompose mercurous salts into me- 
tallic mercury, a gray precipitate, and mercuric cyanide, which remains in 
solution. Mercuric salts are not precipitated, since the cyanide is readily 
soluble in water. Soluble ferrocyanides form with mercurous salts a white ge- 
latinous precipitate, soon turning bluish green; mth mercuric salts a white pr^ 
cipitate, soon turning blue. Soluble ferric^anides form with mercurous salts 
a yellowish green precipitate; with mercuric salts a green precipitate, soluble, 
in hydrochloric acid. Potassium thiocyanate precipitates mercurous toocyanate, 
HgCNS , white, from solutions of mercurous salts (Cla^, 1838, 15, 4Qb ) ; 

from solutions of mercuric salts, mercuric thiocyanate, Hg(CNS)2 , white, soiuDie 
in hot water (Phihpp, Z Ch., 1867, 553). 

c, ^Nitric acid never acts as a precipitant of mercury salts, the salts being 

more soluble in strong nitric acid than in water or the dilute acid; also nitric 
acid dissolves all insoluble salts of mercury except HgS , which is insoluble in 
the hot acid (sp,, gr, 1.42) (Howe, Am., 1887, 8, 75). HgCl is slowly dissolved by 
nitric acid on boiling. All mercurous salts are oxidized to mercuric salts by 
excess of nitric acid. 


d . — Hypophosphorous acid reduces mercuric salts to Hg®, but the presence of 
hydrogen peroxide causes the formation of HgCl from HgCl^ and is of vaUie 
as a quantitative method for estimation of mercury (Vanino and Treubert, /?,, 
1897, SO, 1999) . Phosphorus acid also reduces HgCl2 to HgCl . 

Phosphoric acid and alkali phosphates precipitate, from mercurous salts, 
mercurous phosphate, , white, if the reagent be in excess; but if HgNOa 

be in excess, Hgr.P0,.HglI0, , white, with a yellowish tinge. Mercurous phos- 
phate is soluble in dilute HNO, , insoluble in HsPO^ , Prom mercuric nitrate, 
mercuric fhosphate, Hg3(P04)2, white, is precipitated, soluble in HKO®, HOI, 
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and ammoniunGL salts, insoluble in HgPO^ . Phosphoric acid does not precipitate 
HgCl, , and Ka 2 HP 04 does not precipitate the white Hg 8 (P 04)2 from HgCls , 
but on standing a portion of the mercury separates as a dark brown pre- 
cipitate (Haack, J. (7., 1891, 60, 400; 1892, 62, 530). 


e . — Hydrosnlphuric acid and soluble sulphides, precipitate from mer- 
curous salts, mercuric sulphide, HgS , black, and mercury, gray. Mercurous 
sulphide, HgoS, does not exist at ordinary temperatures. According to 
Antony and Sestini {Gazzetta, 1894, 24, i, 193), it is formed at — 10° by 
the action of HgS on HgCl , decomposing at 0 ° into HgS and Hg . From 
mercuric salts there is formed, first, a white precipitate, soluble in acids 
and excess of the mercuric salts, on further additions of the reagent, the 
precipitate becomes yellow-orange, then brown, and finally black. This 
progressive variation of color is characteristic of mercury. The final and 
stable black precipitate is mercuric sulphide, HgS ; the lighter colored 
precipitates consist of unions of the original mercuric salt with mercxiric 
sulphide, as HgClg.HgS, the proportion of HgS being greater with the 
darker precipitates. When sublimed and triturated, the black mercuric 
sulphide is converted to the red (vermillion), without chemical change. 
Mercuric sulphide is insoluble in dilute HHO 3 (distinction from all other 
metallic sulphides) ; insoluble in HCl (Field, J . C., 1860, 12, 158); soluble in 
chlorine (nitro-hydrochloric acid) ; insoluble in ( 1014)28 except when KOH 
or NaOH be present (Volhard, A., 1891, 255, 252); soluble in K.S (Ditte, 
C. r., 1884, 98, 1271), more readily if KOH be present (separation from 
Pb , Ag , Bi , and Cu) (Polstorlf and Billow, Arch, Pharm., 3891, 229, 292). 
A little HgS ( 0 , 5 - 1.0 mg.) may dissolve in ammonium polysulphide when 
a large amount of mercury is present (A. A. Noyes, J., Am, Cliem, 80 c,, 
29, 170). It is soluble in KgCSs (one part S , two parts CS 2 , and 23 parts 
KOH, sp, gr, 1.13) (separation from Ph, Cu, and Bi) ; reprecipitated as 
sulphide by HCl (Eosenbladt, Z,, 1887, 26, 15). 


Mercurous nitrate forms with sodium thiosulphate a grayish black precipi- 
tate part of the mercury remaining in solution. Mercurous chloride forms 
metallic mercury and some mercury salt in solution as double salt (Schnauss, 
J C 1876, 29, 342). Mercuric chloride added to sodium thiosulphate forms a 
white precipitate, which blackens on standing; if the mercuric chloride be 
added in excess a bright yellow precipitate is formed, which blackens when 
boiled with water, nitric acid or sulphuric acid, but does not dissolve or 
blacken on boiling with hydrochloric acid. Sodium thiosulphate added to 
mercuric chloride forms a white precipitate, which blackens on standing or on 
adding excess of thiosulphate, but if excess of thiosulphate be rapidly added to 
HgCla no precipitate is formed; boiling or long standing produces the black 
precipitate. Mercuric salts are not completely precipitated by sodium thio- 
sulphate. The black precipitate is HgS. 

Sulphurous acid and soluble sulphites form from mercurous solutions a 
black precipitate of complex sulphite (Divers and Shimidzu, J. C., 1886, 49, 
567). Mercuric nitrate with sulphurous acid forms slowly a flocculent white 
precipitate soluble in nitric acid. The precipitate and solution contain mer- 
curosW as evidenced by HOI . Mercuric nitrate with soluble sulphites forms 
a voluminous white precipitate, soluble in HNOs and contaimng mercurosum. 
Mercuric chloride is not precipitated by sulphurous acid or sulphites in the 
cold, but is reduced, by boiling with sulphurous acid, to HgOl and then to Hg 
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Snlpliuric acid and soluble sulphates precipitate from mercurous solu- 
tions not too dilute, mercurous sulphate^ Hg2S04, white, decomposed by 
boiling water, sparingly soluble in cold water (5c), soluble in nitric acid 
and blackened by alkalis. Mercuric salts are not precipitated by sulphuric 
acid or sulphates. For action of H2SO4 on HgClg see next paragraph and 
(§269, 8, footnote). 

f, — ^Hydrochloric acid and soluble chlorides precipitate from solutions of 
mercurous salts, mercurous chloride^ HgCl , Calomel,” white, insoluble in 
water, slowly soluble in hot concentrated HCl . Boiling nitric acid slowly 
dissolves it, forming Hg(B’03)2 and HgClg ; dissolved by chlorine or nitro- 
hydrochloric acid to HgClj ; soluble in Hg(N03)2 (5& footnote) (Dreschsel, 
J. 0., 1882, 42, 18). This precipitation of mercurous salts by hydro- 
chloric acid is a sharp separation from mercuric salts and places mer- 
curous mercury in the Fibst (Silver) Group of Metals. Mercuric salts 
are not precipitated by hydrochloric acid or soluble chlorides, unless the 
mercuric solution is more concentrated than possible for a mercuric 
chloride solution under the same conditions, L a., a strong solution of 
Hg(H03)2 gives a precipitate of HgClj on addition of HCl, soluble on 
addition of water. Mercuric chloride is not decomposed by sulphuric 
acid. A compound HgCl2.H2S04 is formed which sublimes undecom- 
posed. The same compound is formed when HgS04 is treated with HCl 
and distilled (Ditte, A. Ch., 1879, (5), 17, 120). 

Hydrobromic acid and soluble bromides precipitate, from solutions of 
mercurous salts, mercurous Iromide, HgBr, yellowish white, insoluble in 
water, alcohol, and dilute nitric acid; from concentrated solutions of 
mercuric salts, mercuric bromide, HgBr^, white, decomposed by concen- 
trated nitric acid. Mercuric bromide is soluble in excess of mercuric salts 
(5& footnote), or in excess of the precipitant; hence, unless added in 
suitable proportions, no precipitate will be produced. Sulphuric acid docs 
not transpose HgBr^ but forms compounds exactly analogous to those 
with HgClj . Excess of concentrated H2SO4 gives some Br with HgBrg . 

Hydriodic acid. and soluble iodides precipitate from solutions of mer- 
curous salts, mercurous iodide, Hgl, greenish yellow — ^^^the green iodide 
of mercury ” — ^nearly insoluble in water, insoluble in alcohol (distinction 
from mercuric iodide), soluble in mercurous and mercuric nitrates; decom- 
posed by soluble iodides with formation of Hg and Hglg , the latter being 
dissolved as a double salt with the soluble iodide: 2HgI + 2KI = Hg + 
HgI..2KI. Mercurous chloride is transposed by HI or HI to form Hgl , 
excess of the reagent reacts according to the above equation (D., 2, 2, 867). 
Ammonium hydroxide in the cold decomposes Hgl into Hg and Hgl, 
(Francois, J. Pharm., 1897, (6), 6, 388). 

Hercnric salts are precipitated as mercuric iodide, Hgl,, first reddish- 
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yellow then red, soluble in 24,814 parts of water at 17.5° (Bourgoin, A. Gh., 
1884, (6), 3, 429), soluble in concentrated nitric and hydrochloric acids; 
quickly soluble in solutions of the iodides of all the more positive metals, 
t. e. in excess of its precipitant, by formation of soluble double iodides; as 
(KI),HgI, variable to KIHgl, . A bot concentrated solution of potas- 
sium iodide dissolves SHgla for every 2IQ . The first crystals from this 
solution are KIHglj. These are decomposed by pure water, and require 
a little alkali iodide for perfect solution, but they are soluble in alcohol 
and ether. A solution of dipotasshim mercuric tetraiodide, K 2 H[gl 4 = 
(KI) 2 Hgl 2 (sometimes designated the iodo-hydrargyrate of potassium), is 
precipitated by ammonium hydroxide as mercurammonium iodide, NHggl 
(Nessler’s test), and by the alkaloids (Mayer^s reagent). 

Potassium bromate precipitates, from solutions of mercurous nitrate, mer- 
curous bromate, HgBrOa , white, soluble in excess of mercurous nitrate and 
in nitric acid; from solutions of mercuric nitrate, mercuric bromate, Hg(Br03)2, 
white, soluble in nitric acid, hydrochloric acid, and in excess of mercuric nitrat- . 
in 650 parts of cold and 64 parts of hot water (Rammelsberg, Pogg.^ 

66, 79). No precipitate is formed Mhen i.OLabbxuAU bromate is added to mercuric 
chloride (57), footnote). Iodic acid and soluble iodates precipitate solutions 
of mercurous salts as mercurous iodatc, HglO, , white with j^ellowish tint, solu- 
ble with difficulty in dilute nitric acid, readily soluble in HCl by oxidation to 
mercuric salt. Mercuric nitrate is precipitated as mercuric iodate, Hg(I08)3, 
white, soluble in HCl , insoluble in HHOs and H2SO4 , soluble in NH4CI , trans- 
posed and then dissolved by KI . Mercuric chloride is not precipitated by 
KIO3 (56, footnote) (Cameron, C. N., 1876, 33, 253). 

g , — Arsenous acid or arsenites form a white precipitate with mercurous 
nitrate, soluble in HNOs (Simon, Pogg,, 1837, 40, 442). Mercuric hitrate is 
precipitated by a solution of arsenous acid; the precipitate is soluble in HNOj 
(2)., 3, 2, 920). Arsenic acid or Ka2HAs04 precipitates from mercurous nitrate 
SHgsAsO^.HgHOs.HsO , light yellow if the HgNOs be in excess (D., 2, 2, 921) ; 
dark red HggAsO^ if the arsenate be in excess. Hg^AsO^ is changed by cold 
HCl to HgCl and Hs ASO4 , by boiling with HCl to Hgo , HgCls , and Hs AsO* ; 
and is soluble unchanged in cold HHOg , insoluble in water and acetic acid 
(Simon, Pogg,f 1837, 41, 424). Arsenic acid and soluble arsenates precipitate 
from mercuric nitrate, Hg,(As04)2 , white, soluble in HHO, and HCl , slightly 
soluble in water. Arsenic acid and potassium arsenate do not precipitate 
mercuric chloride from its solutions. 


Stannous chloride precipitates solutions of mercuric salts (by reduction), 
as mercurous chloride, white; or if the stannous chloride be in excess, 
as metallic mercury, gray to black (a valuable final test for mercuric salts) (10) . 

/^.-^oluble chromates precipitate from mercurous solutions merowrous 
chromate f HgjCrO* , brick-red, insoluble in water, readily transposed by HCl to 
HgCl and H3Cr04 , soluble with difficulty in HNOs without oxidation (Richter, 
R., 1882, 15, 1489). Mercuric nitrate is precipitated by soluble chromates as a 
light yellow precipitate, rapidly turning dark brown, easily soluble in dilute 
acids and in HgCl,. Mercuric chloride forms a precipitate with normal chro- 
mates, but not with KsCtsOt . 

7. Igniition. — ^Mercury from all its compounds is volatilized by heat as 
the undecomposed salt or as the free metul. Mercurous chloride (Dehray, 



44 


MBBCURY. 


58, 8. 

J. C,, 1877, 31, 47) and bromide and mercuric cHoride and iodide sublime 
(in glass tubes) nndecomposed — the sublimate condensing (in the cold part 
of the tube) without change. Most other compounds of mercury are 
decomposed by vaporization, and give a sublimate of metallic mercuiy 
(mixed with sulphur, if from the sulphide, etc.). All compounds of mer- 
cury, dry and intimately mixed with dry sodium carbonate, and heated in 
a glass tube closed at one end, give a sublimate of metallic mercury as a 
gray mirror coat on the inner surface of the cold part of the tube. Under 
the magnifier, the coating is seen to consist ot globules, and by gently 
rubbing with a glass rod or a wire, globules visible to the unaided eye are 
obtained. 

8. Detection. — ^Mercury in the mercurous condition belongs to the fiest 
OBOUP (silver group), and is completely precipitated by HCl . It is iden- 
tified by the action of ammonium hydroxide, changing the white precipi- 
tate of mercurous chloride to the black precipitate of metallic mercury 
and nitrogen dihydrogen mercuric chloride (a delicate and characteristic 
test for Hg'). Mercury in the mercuric condition belongs to the secokb 
GBOUT (tin and copper group), and is separated from all other metals of 
that group by the non-solubility of the sulphide in ( 2 ra^) 2 S, and in dilute 
TrTr o^ . The sulphide is dissolved in nitrohydrochloric acid, and the pres- 
ence of mercury confirmed by the precipitation of Hg° on a copper wire, or 
by the reduction to HgCl or Hg® by SnCl^ . 

9 . Estimation.— (u) As metallic mercury. The mercury is reduced by means 

of CaO in a combustion-tube at a red heat in a current of CO, . The sublimed 
mercury is condensed in a flask of water, and, after decanting the water, dried 
in a bell- jar over sulphuric acid without application of heat. The mercury may 
also be reduced from its solution by SnCl, (or HsPO, at 100®) and dried as 
above. ( 6 ) As mercurous chloride. It is first reduced to Kg' by HgPOs (Uslar, 
Z., 1895, 34 , 391), which must not be heated above 60®, otherwise metallic mer- 
cury will be formed; and after precipitation by HCl and drying on a weighed 
filter at 100®, it is weighed as HgCl . Or enough HCl is added to combine with 
the mercury, then the Hg" is reduced to Kg' by PeSO^ in presence of NaOH : 
2 HgO + 2 FeO + SHaO = Hg^O + 2 Ee(OH),. H^SO^ is added, which causes the 
formation of HgCl , which is dried on a weighed filter at 100 ®. (o) As HgS . 

It is precipitated by HjS, and weighed in same manner as the chloride. Any 
free sulphur mixed with the precipitate should be removed by CS 2 . (d) As 

HgO , by heating the nitrate in a bulb-tube in a current of dry air not hot 
enough to decompose the HgO. (e) Volumetrically, by HasSjOs; from the 
nitrate the precipitate is yellctOf from the chloride it is tohitei 

3Hg(HO,), -h -|- SHaO = Hg.S^CNO,)* -f -P 4HHO, 

SHgCl, -f 2Na,S20, -f- 2 H 2 O = Hg^S^Cl* -f + 4HC1 . 

(f) Volumetrically, HgCl, is reduced to HgsO by FeSO* in presence of KOH , 
and after acidulating vsrith HaS 04 the excess of FeS 04 is determined by KaCrjOy 
or KM 11 O 4 (Jiiptner, C, C., 1882, 727). (p) By iodine. It is converted into HgCl 
and then dissolved in a graduated solution of I dissolved in KI : 2 HgCl -f- 6 KI -h 
I, = 2 X 2 Hgl 4 -h 2EC1 . The excess of iodine is determined by , (h) 

The measured solution of HgCl, is added to a graduated solution of KI: 
4KI -f- HgCl^ = K 2 Hgl 4 + 2KC1 i The instant the amount of HgCl, shovvn 
in the equation is exceeded a red precipitate of Hgl, appears, (i) VolumetriCj 
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by adding a few drops of ammonium hydroxide to HgCla and then titrating 
with standard KCN , the ammonium hydroxide precipitate disappears when the 
mercury becomes Hg(CN)j (Hannay, /. C., 1873, 26, 570; Tuson, J. 0., 1877, 32, 
679). (;) Electrolytically, by obtaining the mercury as HgNOj , HgCNOa),, 

or HgjSO^ and precipitating as Hg° on platinum by the electric current. 
Mercuric chloride cannot be used, as it is partly reduced to HgOl, and that 
is not readily reduced to Hg® by the electric current (Hannay, 1. c.). 

10. Oxidation. — Free mercury (Hg°) precipitates Ag , An ^ and Pt from 
their solutions, and reduces mercuric salts to mercurous salts (Hada, J . C., 
1896, 69, J667). Potassium permanganate in the cold oxidizes the metal 
to HggO , when hot to HgO (Kirchmann, J. C., 1873, 26, 476). Mercury 
and mercurous salts are oxidized to mercuric salts by Br , Cl , I , HNOg , 
HoSO^ (concentrated and hot), and HClOg . 

Reducing agents, as Pb , Sn , Sn", Bi , Cn , Cu', Cd , A1 , Pe , Co , Zn , 
ThS Mg , H 3 PO 2 , H 3 PO 3 and HgSOg , precipitate, from the solutions of 
mercuric and mercurous nitrates, dark-gray Hg*^ ; from solution of mer- 
curic chloride, or in presence of chlorides, first the white, HgCl , then gray 
Hg®. Strong acidulation with nitric acid interferes with the reduction, 
and heating promotes it. 

The reducing agent most frequently employed is stannous chloride: 

2 HgCl, + SnCla = SHgCl + SnCl* 

2 HgCl -f S 11 CI 3 = SHg -h S 11 CI 4 
or HgCl* + SnCl* = Hg + SnCl^ 

also 2 Hg(HO ,)3 + SnCl* = 2 HgCl +■ Sn(N-0,)^ 

A clean strip of copper, placed in a slightly acid solution of a salt of mer- 
cury, becomes coated with metallic mercury, and when gently rubbed 
with cloth or paper presents the tin-white lustre of the metal, the coating 
being driven off by heat; ^HglTOg -|- Cu = 2Hg Cu(lf 08 ) 2 . Formic acid 
reduces mercuric to mercurous chloride, and in the cold does not affect 
further reduction. Dry mercuric chloride, moistened with alcohol, is 
reduced by metallic iron, a bright strip of which is corroded soon after 
immersion into the powder tested (a delicate distinction from mercurous 
chloride). . 


§59. Silver (Argentum) Ag = 107.88. Monovalent. 

1 . VroveTtlea.— Specific gravity 10.512 heated in vacuo (Dumas, €. 37., 1878, 87, 

82). Melting point, 960.7® (Heycock and Neville, J. C., 1895, 67, 1024), Does not 
appreciably vaporize at 1567® (V. and C. Meyer, J5., 1879, 12, 1428). It is the 
whitest of metals, harder than gold and softer than copper. Silver is hardened 
by copper; United States silver coin contains 90 per cent silver and 10 per cent 
copper. In malleability and ductility it is inferior only to gold; and as a con- 
ductor of heat and electricity it exceeds all other metals. t,-!- • 

2. Occurrence. — ^Found in a free state in United IStatcs,. Mexico, Peru, Siberia, 
etc.;* alone, and with gold as a component of other minerals, e. g,, galena, pynte, 
chslcopyrite, and many other ores. The most important ' silver minorals m 

iReid, C, N.r 1805, 12, '242; ’Heumann, J. C,, 1876, 28, 132, 
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argentite, Ag 2 S, stephanite, Ag 5 SbS 4 , pyrargyrite, AgsSbS^, prousfcite, AgsAsSs , 

3. ^eps^ation. — {a) Argentiferous ores are smelted with lead ores, coke and 

limestone in a blast furnace; silver (and gold) alloys with the reduced lead, ana 
is subsequently separated from it by Parkes’ or Betts process, (a) It is 
amalgamated with mercury and the mercury separated by distillation. it 

is brought into solution and the metal precipitated by copper, (a) It is very 
easily reduced from the oxide or carbonate by heat alone, and froni all its) com- 
pounds by ignition with hydrogen, carbon, carbon monoxide and orgamc compounds. 

4. Oxides.— fifiirer oxide, Ag,0, argentic oxide, is formed by the action of 
alkali hydroxides on silver salts or by heating the carbonate to 200 • It is a 
brown powder, a strong oxidizing agent, decomposed at .‘300 into metallic silver 
and oxygen. Concerning the existence of argentous oxide, A^O , and silver 
peroxide, AgjOa , and their properties, see Muthmann (B,, 1887, 20, 983); Pford- 
ten (/?., 1SS7,‘'26, 1458) and Bailey (C. N., 1887, 56, 263). 

5 Solubilities. — a.— The -fixed alkalis do not act upon silver, hence 
silver crucibles are used instead of platinum for fusion vrith caustic alkalis. 
Ammonium hydroxide dissolves finely divided silver, no action if air be excluded. 
Acetic acid is without action (Lea, Am. S., 1892, 144, 444). Nitric acid is the 
ordinary solvent for silver, the 50 per cent acid being most effective, while the 
dilute acid free from nitrous acid has little or no action (Lea, 1. c.); silver 
nitrate is formed, nitrogen peroxide being the chief product of the reduction 
of the nitric acid (Higley and Davis, Am., 1897, 18, 587). SUver is not oxidized 
by water or air at any temperature; it is attacked by phosphorus or by sub- 
stances easily liberating phosphorus; it is tarnished in contact with hydrosul- 
phuric acid, soluble sulphides, and many organic compounds containing sulphur; 
except that pure dry hydrosulphuric acid is without action upon pure dry silver 
(Cabell, C. N.. 1884, 60, 208). Dilute sulphuric acid slowly dissolves finely 
divided silver (Lea, 1. c.), a sulphate being formed while, with the hot concen- 
trated acid, sulphur dioxide is evolved. Hydrochloric acid, sp. gr., 1.20, is without 
action upon pure silver, but the metal is readily attacked by chlorine, bromine 
or iodine. 6.— Silver oxide, AgaO , soluble in 3000 parts of water, com- 
bines with nearly all acids, except OOg , forming the corresponding salts. The 
hydroxide is not known. 

c, — Salts. — Silver forms a greater number of insoluble salts than any 
Other known metal, though in this respect mercury and lead are quite 
similar. The nitrate is very soluble in water, 100 parts water dissolv- 
ing 227.3 parts at 19.5®, soluble in glycerol, and sparingly soluble in 
alcohol and ether. The chlorate dissolves in about ten parts cold water; 
the acetate in 100 paris; the sulphate in about 200 parts cold water and 
88 parts at lOG®, and is more soluble in nitric or sulphuric acid than in 
water; the borate, thiosulphate, and citrate are sparingly soluble in water. 
The oxalate, tartrate, carbonate, cyanide, f errocyanide, ferricyanide, phos- 
phate, sulphide, sulphite, chloride, bromide, iodide, iodate, arsenite, arse- 
nate, and chromate are insoluble in water. 

The chloride is soluble in 244 parts HCl , but its solubility is very much 
lessened by the presence of mercurous chloride (Ruyssen and Varenne, i)7., 
1881, 36 , 5), If a solution of silver nitrate be dropped into concentrated 
hydrochlorio acid no precipitate appears until one half per- cent of the 
HCl becomes AgCl (Pierre, J, G., 187^2, 26 , 123). Concentrated nitric acid 
upon long continued boilmg scarcely attacks As® (Thorpe, J. (7., 1872, 25 , 
453) ; sulphuric acid, sp. gr. 1.84, completely transposes eten the fused 
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chloride on long boiling (Sauer, 7. C., 1874, 27 , 335). Silver chloride is 
also soluble in ammonium hydroxide and carbonate; in sodium chloride 
forming a double salt; in a concentrated solution of mercuric nitrate 
(§ 68 , 1; § 58 , 55 footnote); and in many other metallic chlorides and 
alkali salts to a greater or less extent. All the salts of silver which are 
insoluble in water are soluble in ammonium hydroxide, except the sulphide 
and iodide; in ammonium carbonate, except the bromide, iodide, and 
sulphide, the bromide very slightly soluble; in cold dilute nitric acid, 
except the chloride, bromide, bromate, iodide, iodate, cyanide, and thio- 
cyanate ; in a solution of potassium cyanide (and by many other cyanides) 
except the sulphide; and in alkali thiosulphates almost without exception. 

6. Eeactions. a. — The fixed alkali hydroxides precipitate from solu- 
tions of silver salts (in absence of citrates), silver oxide, AgjO, grayish 
brown, insoluble in excess of the reagents; soluble in acids, alkali cyanides, 
and thiosulphates; somewhat soluble in ammonium salts. Most silver 
salts are transposed on boiling with the fixed alkalis, except the iodide, 
which is not thus transposed (Vogel, J. 0., 1871, 24, 313). 

Ammoniimi hydroxide, in neutral solutions of silver salts, forms the 
same precipitate, Ag^O , very easily dissolving in excess, by formation of 
silver ammonium hydroxide, HHaAgOH : AgNOg + = NHgAgOH 

+ + 2^2® (Prescott, J. Am. Soc., 1880, 2, 32). In solutions con- 

taining much free acid, all precipitation is prevented by the ammonixim salt 
formed with the formation of silver ammonium nitrate, NH3AgN03 or in 
the presence of excess of ammonia as (lffH 3 ) 2 AgN 0 s . 

Alkali carbonates precipitate silver carbonate, Ag^OO^ , white or yellow- 
ish white, very slightly soluble in water and in the fixed alkali carbonates, 
readily soluble in ammonium hydroxide and carbonate, transposed by 
inorganic acids forming the corresponding salts. Carbon dioxide does 
not transpose silver salts. 

6. — Oxalic acid and soluble oxalates precipitate Moer oxalate, , white, 

slightly soluble in water, soluble with difficulty in dilute nitric or sulphuric 
acids, readily soluble in ammonium hydroxide. When heated it decomposes 
with detonation, forming metallic silver. 

Potassium cyanide precipitates from neutral or slightly acid solutions 
silver cyanide, AgClT, white, quickly soluble in excess of the reagent as 
silver potassium cyanide, AgCH.EICN . Hydrocyanic acid precipitates 
solutions of silver salts but the precipitate does not dissolve in excess of 
the reagent. Silver cyanide is transposed by H2SO4 or HCl and is soluble 
in ammonium hydroxide and carbonate (Schneider, J. pr., 1868, 104^ 83). 
The ready solubility of nearly all silver compounds in potassium cyanide 
(6c) affords a means of separating silver from many minerals. 

Potassium ferroc^nlde precipitates silver ferrooyaaiHe, Ag 4 Pe(CK)« , yellow- 
white, soluble with diffilculty in ammonium hydroxide and carbonate; 
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metallic silver separates on boiling and a ferricyanide is formed. The fe^- 
cyanide is not decomposed by hydrochloric acid, but it is changed to tne 
ferricyanide by nitric acid. Exposure to the air it a blue 

sium ferricyanide precipitates silver ferriGyanide, Ag8!Fe(C!N)« , reddish yellow, 
readily soluble in ammonium hydroxide and carbonate. Potassium thiocyanate 
gives silver thiocyanate, AgClTS , white, soluble in ammonium ^ydro^de and 
carbonate, insoluble in dilute acids. Concentrated sulphuric acid with the aid 
of heat dissolves silver thiocyanate when some free silver nitrate is presenl^ 
may be used as a separation from silver chloride, which is transposed by not 
concentrated sulphuric acid only on long-continued boiling (5c). To OTect this 
separation a little silver nitrate should be added to the silver precipitates and 
then concentrated sulphuric acid and heat. To avoid danger of decomi>osition 
of the chloride the mixture should not be heated above 200®. The pure silver 
thiocyanate (silver nitrate being absent) is decomposed by hot concentrated 
sulphuric acid with formation of a black precipitate containing 

e.— Silver nitrate is soluble in 500 parts of concentrated nitnc acid (bchultz, 
Z. Ch., 1869, 531), and is precipitated from its concentrated water solutions by 
the addition of concentrated nitric acid. d. — ^Disodium phosphate precipitates 
silver phosphate, Ag^PO^ , yellow, soluble in dilute nitric acid, m phosphoric 
acid, and in ammonium hydroxide and carbonate; but little soluble in dilute 
acetic acid. Sodium pyrophosphate precipitates silver pyrophosphate, white, same 
solubilities as the orthophosphate. 

e , — ^Hydrosulphurio acid and soluble sulphides precipitate from neutral, 
acid or alkaline solutions silver sulphide ^ AggS , black, soluble in moderately 
strong nitric acid (distinction from mercury), slightly soluble in potassium 
cyanide (distinction from copper), insoluble in alkali sulphides (distinction 
from arsenic, antimony, and tin) . Certain insoluble sulphides form silver 
sulphide from solutions of silver nitrate,* e. g., cupric sulphide gives silver 
sulphide, cuprous sulphide gives silver sulphide and metallic silver, in both 
cases cupric nitrate resulting (Schneider, J. C., 1875, 28, 133 and 612). 

Thiosulphates precipitate silver thiosulphate, Ag2S20s , white, unstable, readily 
soluble in excess of the precipitant, by formation of double thiosulpahtes; 
with excess of sodium thiosulphate Ka4Ag2(S20s)s is formed (Cohen, J . C., 1896, 
70, ii, 167). Silver thiosulphate turns black on standing or heating; Ag 2 S 203 -+• 
H 2 O * Ag 2 S -f- B^S 04 . Sulphurous acid and soluble sulphites precipitate 
silv&r sidphite, AgsSOs , wlute, reac^y soluble in excess of alkali sulphite or in 
dilute nitric acid; on boiling precipitated as metaUic silver with formation of 
sulphuric acid, sulphuric acid and soluble svlphtaes precipitate silver sul- 
phate, AgiSO^ , white, from concentrated solutions of the nitrate or chlorate; 
sparingly soluble in water, quite soluble in concentrated sulphuric acid. 

— ^Hydrochloric acid and soluble chlorides precipitate silver chloride, 
AgCl, white, curdy; separated on shaking the solution; turning violet to 
brown on exposure to the light; fusible without decomposition; very 
easily soluble in ammonium hydroxide as ammonia silver chloride, 
(NH 3 )g(AgCl )2 (Jarry, C, 1897, 124, 288), according to the following 
equation : 

2AgCl + 3NH4OH * 3NH» . 2Ag01 + SHaO. 

On acidifying the solution with nitric acid the silver chloride is repre- 
cipitated as follows: 

3NHt .2AgCl + 3HKO2 « 2AgCl + 3KH4NO3. 

If mercurous chloride be present with silver chloride the solubility in ammo- 
nium hydroxide is greatly lessened, in fact a great excess of mercurous 

* AgtS Is one of the least soluble of the sulphides. See $ 57, 6e, footnote. 
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chloride may entirely prevent the solution of silver chloride in ammonium 
hydroxide by forming metallic silver. AgCl + BHgCl + 4 NH 4 OH = 
Ag + 2 Hg + 2 NH 2 HgCl + 2im^Cl + Silver chloride is quite 

soluble in a solution of mercuric nitrate, which, if present in large excess, 
may entirely prevent the precipitation of the silver chloride by hydrochloric 
acid. The precipitation by hydrochloric acid (in absence of a great excess 
of Hg(lT 08 ) 2 ) is the most delicate of the ordinary tests for silver, being 
recognized in 250,000 parts of water. As mercuric salts are not at all pre- 
cipitated by HCl and lead salts only imperfectly, silver is the only metal 
which belongs exclusively to the fiest or silver group of bases (§16). 

Hydrobromic acid and soluble hromides precipitate sil/oer dromidey AgBr , 
white, with a slight yellowish tint; but slightly soluble in excess of alkali 
bromides, and much less easily soluble in ammonium hydroxide than silver 
chloride. If silver nitrate be added to a bromide containing an excess of am- 
monium hydroxide, the precipitate which first forms readily dissolves on shak- 
ing; no solution is obtained with the iodide. 

Hydriodic acid and soluble iodides precipitate silver iodidCy Agl , pale yellow, 
soluble in excess of the concentrated reagents by formation of double iodides* 
as KIAgI , which are decomposed by dilution with much water. The precipi- 
tate dissolves in 26,000 parts of ten per cent ammonium hydroxide; not at all in 
a five per cent solution (Longl, Q-azzettay 1883, 13, 87). It is insoluble in dilute 
acids, but is decomposed by hot concentrated nitric or sulphuric acids. 

Silver 'bromate formed by adding potassium bromate to silver nitrate is soluble 
in about 600 parts water and in 320.4 parts nitric acid (sp. pr., 1,21) at 25®, and 
readily soluble in ammonium hydroxide. Silver iodate formed in manner simi- 
lar to the bromate is soluble in about 28,000 parts water and in 1044.3 parts 
nitric acid (sp. pr., 1.21) at 25®, and readily soluble in ammonium hydroxide 
(Longi, I, c .) . 

— Soluble arsenites precipitate silver arserdte, AgaAsO , , yellow, very readfl*/^, 
soluble in dilute acids and in ammonium hydroxide. Soluble arsenates precipi- 
tate silver arsenatCy Ag^AsO^ , red-brown, soluble in ammonium hydroxide, 
nitric acid, arsenic acid, and almost insoluble in acetic acid. 


A solution of alkali stannite — as — ^precipitates metallic silver 

from solutions of silver salts. A solution of silver nitrate in a great 
excess of ammonium hydroxide constitutes a very delicate reagent to 
detect the presence of tin in the stannous condition in the presence of fixed 
alkalis; antimony does not interfere if a great excess of ammonium hy- 
droxide be present. 


Ti.^Chromates and dichromates, as and X^Cr^Or , precipitate silver 

ehrcmate, Aga^rO^ , dull-red, sparingly soluble in water and in &lute nitric 
acid, soluble in ammonium hydroxide. 

7. Ignition.— Silver nitrate melts undecomposed at 218®, at a red heat it is 
decomposed into Ag® , O , IT, and NO (Fischer, Pogg.y 1848, TA 120). Silver 
chloride fuses at 451®, the bromide at 427®, and the iodide at 527®. On charcoal 
with sodium carbonate, silver is reduced from all its compounds by the blow- 
pipe, attested by a bright malleable globule. Lead and zinc, and elements more 
volatile, may be separated from silver by their gradual volatilization under 
the blow-pipe, or in the assay furnace (see Cupellation in works on the assay 
of the precious metals). 
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SILVER. 


§59, s. 


8. Detection. — Silver is identified by its precipitation with hydrochloric 
acid, the insolubility of the precipitate in hot water, and its solubility in 
ammonium hydroxide, with reprecipitation on rendering acid with nitric 
acid (§61). 


9 Bstimatioii. — (a) As metallic silver, into which it is converted hy diiwt 
ienition if it is the oxide or carbonate, or by ignition in hydrogen if the 
chloride, bromide, iodide or sulphide (Vogel, J. 0., 1871, 24, 1009). (6) K is 

precipitated as AgCa , and after igniting to incipient fusion, weighed, (c) It is 
inverted into aITs by H,S , and weighed after drying at 100 ; in^missible 
in case of an acid that mig-ht liberate free sulphur, (d) Add KCN until a 
solution of KAg’fCN')- is formed, precipitate with HlTOs , and after drying at 
100°, weigh as AgCN. (e) Volumetrieally, by adding a graduated solution of 
NaCl until a precipitate is no longer formed. This may^be varied by adding 
the measured silver solution to the graduated IKTaCl solution, cont^ning a few 
drops of K 2 Cr 04 , until the red precipitate begins to form, (f) yolumetrn^lly, 
add a graduated solution of ammonium thiocyanate, containing fei^c sulphate, 
until the red color ceases to disappear, (ff) Add the measured silver soluteon 
to a standard solution of KCN until a permanent white precipitate is formed. 


10. Oxidation. — Metallic silver precipitates gold and platinum from 
their solutions, reduces cupric chloride to cuprous chloride/ mercuric 
chloride to mercurous chloride, and permanganates to manganese dioxide 
Silver is precipitated from its solutions by: Pb, PbS^ Hg, As% AsH^ , 
Sb;, SbHg, Sn, Sn", Bi, Cu, Cu'», Cd, Te, Fe, PeS^ Al, Mn, Zn , Mg, 
P% PH3 , H3PO2 , HjSOa , and H (very slowly)^ 

In alkaline mixture silver is also reduced by Hg', As'", Sb'", Bi'", and 
Mn", An amalgam of mercury and tin reduces insoluble compounds of 
silver in the wet way, the silver amalgamates with the mercury and the 
tin becomes Sn^ (Laur, <7. r., 188^, 95, 38). 


Ferrous sulphate in the cold incompletely reduces silver salts; ou boiling, the 
ferric salt formed is reduced and the silver dissolved (Lea, 1. c.). In the gradual 
reduction of silver by certain organic reagents, the metal is obtained as a bright 
silver coating or mirror upon the inner surface of the test tube or other glass 
vessel. Usually a slightly ammoniacal solution of silver nitrate is used and 
allowed to stand some time v^ith the reagent; such as alcoholic solution of oil 
of cloves or cassia, formic acid, aldehyde, chloral, tartaric acid, etc. Gentle 
warming facilitates the result. If a good mirror is desired, great care must be 
taken to free the inner surface of the glass from all organic impurities by 
careful washing with ether, chloroform, etc. In these deoxidations, generally 
the nitric acid radical of the silver nitrate is not decomposed, but nitric acid is 
left: 4AgNO, + = 4Ag + 4HNOs . 

Light acts upon nearly all salts of silver when mixed with gelatine oj^vOtheT 
organic substances used in preparing photographic plates, etc. “These plates 
contain various silver salts, frequently the bromide or iodide, or both together. 
The nature of the chemical change is not fully understood. It has been -shown, 
however, that silver chloride on exposure to the light loses chlorine, and there 
is considerable evidence to prove that when the silver halides are acted upon 
by light, a subhalide such as Ag^Cl , AgsBr or Ag2l is formed. When the plate 
which has been exposed to light is treated with a reducing agent, the reduc- 
tion of the silver is carried to the metallic state, the black silver producing the 
image. The nitrate in crystal or pure water solution, the phosphate, bromide, 


1 Lea, Am, S., 1890, 144, 4M, *2?., 2, 2, 769. • Skey, C, JV., 1871, 23, 282. “ Sendeiens, O. r., 1887, 
104, 176- « D., 2, 1, 466. « Riegler, J. C,, 1896, 70. li, 471. ^ Pellet, B., 1874, 7, 656 ; Schwarzenbach 
and Krltschewsky, Z,^ 1886, 26, 374 ; Cooke, O. N., 1888, 58, 108. • Millon, Am, A, 1863, 80, 417. 



§60. Oomparison of Certain Beaotions of First’Cronp (Silver Grronp) Metals. 
Taken in Solution of their Nitrates or Acetates. 


§60. C0MPABI80N OF REACTIONS OF METALS OF THE SILVER GROUP. 5l 




§61. Table fob Analysis of the Silyer Group (First Group). See §312. 

The precipitate is washed on the filter with one or two small portions of cold waier (§62); then treated with hot water 

and filtered (§64). 


TABLE FOB A2fAL7SI8 OF THE SILTEB OB FIB'ST OBOUP. §61, 
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♦ If lead is found, waSh with small portions of hot water and teat for lead until precipitate is free from this metal. 

t In precipitating the lead chloride with potassium iodide avoid an excess of the reagent and dissolve the precipitate in hot water, obtaining 
(he golden yellow scales of Pbls on cooling. 



§63, t’.e. DIBUCTIOSS FOR ANALYSIS WITH NOTES. S3 

iodide ijind cyamde are not decomposed by light alone; but light greatly hastens 
their d ecomposition by organic substances, or other reducing agents, as of solution 
of silver nitrate in rain water, or written as an ink upon fabrics. Silver is the base 
of moslt indelible inks, 

DlRi^OTIONS ROE THE ANALYSIS OF THE MeTALS OE THE PiRST GrOUP. 

§62. Manipulation. — To the solution acid with nitric acid add hydro- 
chloric' acid (w'henever directions call for the addition of a reagent it 
is to I e used reagent strength unless otherwise stated) drop by drop 
(§32) until no further precipitate is formed and the solution is 
distinctly acid to litmus (§36). The precipitate will consist of the 
chlorides of Pb^ Hg', and Ag. Shake thoroughly and allow to stand 
a few' moments before filtering; if the solution is warm it should 
be cooled^ to the temperature of the room. Decant the solution and 
precipitate upon a filter paper previously wetted (§35) with water and 
wash two or three times with cold water or until the filtrate is not strongly 
acid to litmus. The washings with cold water should be added to the 
first filtrate and the whole marked and set aside to he tested for the 
metals of the remaining groups (§16). 

§63. Notes. — 1. Failure to obtain a precipitate upon the addition of HCl to 
an acid reaction is proof of the absence of Kg' and Ag , but a solution of a 
lead salt may be present, of such a degree of dilution that the lead chloride 
formed will be soluble in the dilute acid (§57, 5c). 

2. The solution should not be strongly acid with nitric acid, as it forms 
nitrohydrochloric acid with the hydrochloric acid, causing oxidation of the 
Kg' (§58, 5c). Lead chloride is also more soluble in nitric acid than in dilute 
hydrochloric acid (§57, 5c). By a study of the solubilities of the silver group 
metals it will be seen that HaSO^ , HCl , HBr or HI cannot be used in prepar- 
ing a solution for analysis when these metals are present. 

3. A great excess of acid is to be avoided, as it may interfere with the reac- 
tion in Group n. (§67, 6e). Complete precipitation should be assured by 
testing the filtrate with a drop of HCl , when no further precipitation should 
occur (§32). If a white precipitate is formed by adding a drop of HCl to 
the filtrate it is evident that the precipitation was not complete and more 
HCl should be added and the group separation repeated (^11). 

4. The presence of a slight excess of dilute acid does not aid or hinder the 
precipitation of the Hg' or Ag, but as PbCls is less soluble in dilute HCl 
than in water, a moderate excess of the acid causes a more complete precipita- 
tion of that metal in the first group. 

5. Concentrated HCl dissolves the chlorides of the first group quite appre- 
ciably (§59, 6c). 

6. Hydrochloric acid added to certain solutions may cause a precipitate 
when none of the first group metals are present. Some of the more important 
conditions are mentioned. It will be noted that a number of these are alkaline 
solutions and will give precipitates with other acids than HCl. It is advisable 
in these cases to acidify with HNOs before adding HCl in order to avoid error 
from this source. 

a. A concentrated solution of BaClj is precipitated without change by the 
addition of HCl , readily soluble in water (§186, 5c), 

b. An acid solution of Sb , Bi , or Sn , with some other acid than HCl , 
and saturated with water as far as possible without precipitation, on the 
addition of HCl, precipitates the oxychloride of the corresponding metal 
(§76, 6/). These precipitates are readily soluble in an excess of the HOI. It 
must, however, be remembered that a trace of AgCl will also be dissolved by 
an excess of HCl (§59, 5c). 
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c. Solutions of metallic oxides in the alkaH hv^o:ddes precipitat ed when 

neutralized with acids, e. g.^ + 2HC^ * V Se nnd Te'J 

d. Ihe sulphides of As , Sb , Sn, Au, Pt, Mo ^ ^ i 

in solution with the alkali polysulphides are reprecipitated together with 

sulphur on the addition of HCl (§69, 6e). ^ «iilr^hiir 

e. Soluble polysulphides and thiosulphates give a precipitate of sulphur, 

white, with HOI (§266, 3a). 

f. Certain soluble double cyanides, as !iri(CI3r)a.2KClT , are precipitated 
as insoluble cyanides, 1X1(01!) a , on the addition of HCl (§133, 

g. Solutions of silicates (§249, 4), borates, tungstates, moly bda i,es , also 
benzoates, salicylates, urates, and certain other organic salts, are precipitated 
by acidulation with HCl , many of the precipitates being soluble o:a further 

addition of the acid. , j x* 

h. Acidulation wdth HCl may induce changes of oxidation or reduction, 
which in certain mixtures may result in precipitation: for example,, Cu salts 
with KCIXS in ammoniacal solution (§77, 66); mixture of solutions of KI and 

KlOa (§280, 6, B, 7), etc. ^ i x- 

7. If the precipitate, obtained by the addition of HCl to^ the soluton, is 
colored or does not give further reactions which are conclusive TiUd perfectly 
satisfactory in every respect, it should be separated by filtration, and treated 
as a solid substance taken for examination (see conversion of solids into 


liquids, §301). , , , . . .j x 

8. Compounds of the first group metals insoluble in water or acids are trans- 
posed to sulphides by digestion with an alkali sulphide. ^ The lead and silver 
sulphides thus formed are readily soluble in hot dilute nitric acid. The mer- 
curous compounds are changed to mercuric sulphide (§58, 5a and 66), a second 
group mercury compound insoluble in HNTOa . 

9. If but one metal of the first group be present, the action of IXH4O.H. 
determines which it is; rbOl* does not change color or dissolve; HgCl blackens; 
and AgCl dissolves (§60). 


§64. Manipiilation.— The precipitate (white) on the filter should now 
be washed once or twice with hot water. The first hot water should be 
poured upon the precipitate a second time. This hot filtrate is divided 
into four portions and each portion tested separately for lead with the 
following reagents, H 2 SO 4 , HgS, K^CTsOj, and KI (§57, 6 a, h, and /) 
giving white, black, and yellow precipitates : 

The yellow precipitate with potassium iodide (the KI must not be used 
in great excess (§67, 5c)) should be allowed to settle, the liquid decanted, 
and the precipitate redissolved in hot water, to a colorless solution which 
upon cooling deposits beautiful yellow crystalline scales of Pblg (charact- 
teristic of lead). 


§65. Notes- — 1. Lead is never completely precipitated in the first group 
(§57, 6f). The presence of a moderate excess of dilute HCl and the cooling of 
the solution both favor the precipitation. 

2. Lead can be completely separated from the second group metals by sul- 
phuric acid applied to the original solution (§67, 66, §96 and §98), but that 
would necessitate a regrouping of the metals; as, Ba, Sr, and Oa would also 
be precipitated (Zettnow, Z., 1867, 6, 438). 

3. In order to precipitate the lead chloride, not removed in the first group, in 
the second group with HjS , the solutions must not be strongly acid, either 
the excess of HCl should be removed by evaporation or the solution should be 
diluted (§67, 6e, and §81, 3, 5 and 9). 

4. If the lead chloride is not all washed out with hot water it is changed to 
an insoluble basic salt (white) by the HH4OH , part remaining on the filter 
and part carried through mechanically which causes turbidity to the am- 
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monium hydroxide solution of the AgCl and makes necessary the filtration of that 
solution before the addition of HNO3 , otherwise it does not interfere. 

5. The precipitation of lead as the sulphide while not chaiaoteristic of lead, 
is exceedingly delicate, much more so than the formation of the white PbSO* 
(§57, 5c). In extremely dilute solutions no precipitate occurs, merely a brown 
coloration to the solution. The presence of free acid lessens the delicacy 0 ^ 
the test. 

6. PbCrO* is blackened by alkali sulphides and dissolved by the fixed alkalis 
(important distinction from BaCrO^) ; the solubility in the fixed alkalis is also 
an important distinction from bismuth chromate (§76, Qh). 

7. Other tests for lead by reduction on charcoal before the blow-pipe, or in 
the wet way by Zn, should not be omitted (§57, 7 and 10). If to a solution of 
lead salt nearly neutral a strip of zinc be added, the lead will soon be deposited 
on the zinc as a spongy mass. 

§66. Manipulation. — The white precipitate remaining on the filter after 
washing with hot water consists of l^Cl and AgCl , and some PbOlg if it 
has not been well washed^. To this precipitate inE 40 Hj one or two cc. 
is added and allowed to pass through the filter into a clean test-tube. An 
instantaneous blackening of the precipitate is evidence of the presence of 
mercurous mercury. 

The AgCl is dissolved by the NH^OH, and is found in the filtrate; its 
presence being confirmed by its reprecipitation on rendering the solution 
acid with . 

§67. Notes, — ^Mercury. — 1. The black precipitate on the fiQter, caused by the 
addition of NH4OH to the HgCl may be examined under the microscope for 
the detection of globules of Bfe®, or the precipitate may be digested with con- 
centrated solution of (HHih SO4, which dissolves the l^HgCl , leaving the 
Hg® unattacked (§68, 6a). 

2. If the original solution contains no interfering metals, the distinctive 
reactions of mercurous salts with iodides, chromates and phosphates should 
be obtained (§68, 6e, h and d). 

3. Mercury has but few soluble mercurous compounds, and in preparing 
solutions of the insoluble compounds for analysis, oxidizing agents are usually 
employed and the mercury is then found entirely in the second group as a 
sulphide (§96 and §97). 

4. Additional proof may be obtained by mixing a portion of the black residue 
with sodium carbonate, drying and heating in a glass tube (read §58, 7, also 
§97, 7). 

§68. Silver. — 1. The presence of a large excess of Hg(!NrOs)3 prevents the 
precipitation of AgCl from solutions of silver salts by HCl (§59, 5c). In this 
case the metals should be precipitated by HaS and the well-washed precipitate 
digested with hot dilute HNOg . The silver is dissolved as AglSTO, , while the 
mercury is unattacked: eAg^S -|- leHKO* = 12Ag]Sr08 -f 38, 4NO + SHjO . 
After evaporation of the excess of HNO, the so-lution may be treated with 
HCl as an original solution. 

2. A small amount of AgCl with a large amount of HgCl is not dissolved by 
NH4OH , but is reduced to Ag° by the Hg® formed hy the addition of the 
NH,OH to the HgCl (§58, 6a, §59, 6/, 10 and §60). 

3. If Hg' be present and Ag is not detected the black precipitate on the 
filter should be digested for some time with (NH4),S , washed, aud boiled with 
hot dilute nitric acid. The Ag , if any be present, is dissolved and separated 
from the HgS : 

HH,HgCl -h (NH4),S -f 2H,0 = HgS -f NH4CI + 2HH4OH 
Hg + (NH4)3 Sx = HgS -H 
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The sUver may also be detected by treating the prmpitete oi %01 and 
Aga^tth an acfd oxidising awnt such as HOI and KCIO,, The HgCl be 
OTdized to HgClj and dissolved while the ^01 remains undissolved. 

The silver may also be detected as follows: Boil the ongi^l srfution with 
KjSaO* until the Hg' is oxidized to Hg" then add ^dmp .of M 11 SO 4 and more 
^SsOt and boil, if the manganese is oxidized to HMn 04 it proves that silver 
jjin proscut 

4 . If only a trace of silver be present, its detection by adding* HWTOa to the 

NHxOH solution of the chloride may fail, unless the excess of the NH 4 OH: be 
first removed by evaporation (because of the solubility of the AgCl in the 
ammonium salt, §69, 5c). . .4 ^ 

5. As a further test for silver, the chloride, precipitated by the nitric acid, 
may be reduced to the metal by zinc; by adding to the ammoniacal solution 
a few drops of potassium stannite (§71, 6a and 8); by w'arming with grape 
sugar in alkaline mixture. In all cases the well-washed grayish black metal 

may be dissolved in nitric acid as AgNOg . . , • la-M-n / a 

6 . To identify the acid of silver salts which are insoluble in HJN O 3 (-“-gt;! , 
AeBr, AffI), (1) Add metallic zinc and a drop of HgSO^; when the silver is all 
reduced test for the acid in the filtrate. (2) Fuse with N^CO* , add 

and test the filtrate for acids. (3) Add H^S , or an /Ikab sulphide d^e^ 
warm for a few minutes, filter and test filtrate for acids. (-J) Boil vnth 
or JSTaOH (free from HCl), and test the filtrate in the same manner. It must 
not be overlooked that by the first three methods, 
bromates and iodates are reduced to bromides and iodides (§»o7, 6.S). 


The Tin and Copper Q-eotjp (Second Group). 

Arsenic, Antimony, Tin, Gold, Platinum, Molylidenum, Mercury, Lead, 
Bismuth, Copper, Cadmium (Ruthenium, Rhodium, Palladium, Iridium, 
Osmium, Tungsten, Vanadium, Germanium, Tellurium, Selenium). 

The Tin Group (Second Group, Division A). 

Arsenic, Antimony, Tin, Gold, Platinum, Molybdenum (Iridium, Tungs- 
ten, Vanadium, Germanium, Selenium, Tellurium). 

§69. Arsenic. As = 74.96. Valence three and five. 

1 . Properties. — Specific gravity, pure crystalline 6.727 at 14®; amorphous 
4.716 (Bettendorff, A., 1867, 144, 110). Melting point, 500® (Burgess, Wash. 
Acad, of Sc., 1-18); between the melting point of antimony and silver (Mallet, 
C. N., 1872, 26, 97). Volatilizes in an atmosphere of coal gas without melting 
at 450® (Conechy, C. N. 1880 41, 189). Vapor aensity (H =* 1 ), 147.2 (Deville 
and Froost C. r., 1863, 66, 891); therefore the molecule is assumed to con- 
tain four atoms (AS 4 ). At a white heat the vapor densty is less, but the dis- 
sociation is not low enough to indicate Ass (Mensching and V. Meyer, R., 1887, 
20 1833). Arsenic exists in two forms, crystalline and amorphous. The crys- 
tafiine arsenic is steel-gray with a metallic luster, brittle and easily pulverizable ; 
forms beautiful rhombic crystals on sublimation with slow condensation. For 
ductility, malleability, etc., see D., 2 , 1 , 161. Amorphous arsenic is grayish 
black, of less specific gravity than the crystalline; long heatmg changes it to 
the crystalline form (Engel, (7, r., 1883, 96, 1314). The vapor of arsenic is citron- 
yellow (Le Roux, C. r., 1860, 61, 171), with an oppressive and poisonous alli- 
aceous odor. It is slowly oxidizea in moist (not in dry) air at ordinary temper- 
ature; when heated in the air, it burns with a bluish flame and becomes the 
white arsenous anhydride, A 82 OS . The burning metal evolves a strong garlic 
odor, not noticed when the pure arsenous anhydride is sublimed. In its phys- 
ical properties arsenic is a metal, but its failure to act as a base with oxyacids 
classes it chemically with the non-metallic elements (Adie, J. C.,’1889, 66, 
157; Stavenhagen, Z. angew,, 1893, 283). Its chief use as a metal is in mixing 
with lead for making shot. 
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'2. Occurrance. — Ar^nic is very widely distributed geographically. It is 
occasionally found native; the chief arsenic minerals are realgar, AsS, and orpi- 
ment, AS2S3 ; it is an essential constituent of many other minerals, e. g,y 
niccolite, NiAs ; cobaltite, GoAsS ; smaltite, (Go,Ni)A82 ; arsenopyrite, FeAsS ; 
Ibllinmte, PeAs2 ; proustite, AgsAsSa ; enargite, C113ASS4 ; erythrite, C03 
(As 0^28H20 , and many others. Many sulphide ores of zinc and iron 
contain arsenic, hence arsenic is frequently found in these metals and in sul- 
phuric acid made from the sulphur, and also in the products made therefrom. 

3. Preparation. — (1) Reduced from its cade by ignition with carbon; 2AS2O3 

+ 30 = As 4 + 3GO2 . (2) From arsenopyrite, FeAsS , by simple ignition, air 

being excluded; 4FeAsS = 4PeS + AS4 . (3) From orpiment, AS2S3 , by fusion 

with sodium carbonate and potassium cyanide; , 2AS2S3 4- eNa^COs + 6KGN 
- Aa4 + 6Nft2S 4- 6K0N0 + 6OO2 . 

4. Oxides. — ^Arsenic forms two oxides: arsenous oxide or anhydride, AsgOa 
(Biltz, Z. phys. Ch., 1896, 19, 385; O. C7., 1896, 793), and arsenic oxide or anhydride, 
As^Os . Arsenous oxide, As^O, (white arsenic, arsenous anhydride, arsenous add, 
arsenic triocdde), is usually prepared by burning arsenic; it may also be prepared 
by heating arsenic in sulphuric acid till SO* is evolved, or by decomposing 
AsCls with H2O . It sublimes easily on gradually heating, forming beautiful 
octahedral and tetrahedral crystals. On suddenly heating under pressure it 
melts, and on cooling forms the opaque arsenic glass. It is very poisonous, 
usually producing violent vomiting. One hundred fifty milligrams are con- 
sidered a fatal dose for an adult. No acids (hydroxides) of arsenous anhydride 
(oxide) have been isolated; but it reacts with bases, forming salts, arsenites, 
as if derived from the meta, ortho, and pyro arsenous acids. The alkali 
arsenites are usually meta compounds; the arsenites of the alkaline earths and 
heavy metals are usually ortho compounds (D., 2, 1, 170). 

Arsenic pentoxide, ASsO^ (a/rsenic anhydride, arsenic oxide), is formed by heat- 
ing arsenic acid, HjAsO^ (Berzelius, A. Ch,, 1819, 11, 225). It is a white 
amorphous mass, melts at a dull red heat, is slowly deliquescent, combining 
with water to form H3ASO4 . The pentoxide, As^O^ , forms three acids or 
hydroxides: meta -arsenic acid, HAsOg == AsOs^OH); ortho-arsenic acid, 
H3ASO4 = AsO(OH) 8; and pyro-arsenio acid, H4AS2O7 = As30a(0H)4; each 
of these forming a distinct class of arsenates with bases. Ortho-arsenic acid is 
formed by adding water to arsenic anhydride, ASaOs + SHaO = 2HsAs04 , 
or by oxidizing arsenic or arsenous anhydride with nitric acid. Pyro-arsenic 
acid is formed by heating the ortho acid to between 140® and 180®: 2HgAs04 = 
H4AS2O7 4- H2O . The meta acid is formed by heating the ortho or pyro acid 
to 206®: H3ASO4 = HAsOs 4" HgO (D., 1. c.). 

5. Solubilities. — a, — Metal , — Arsenic is insoluble in pure water. It is readily 
attacked by dry chlorine and bromine upon contact and by iodine with the aid 
of heat. Arsenous chloride, bromide and iodide are formed. It combines 
with sulphur, forming from ASjSs to AS2S5 , depending upon the proportion of 
sulphur present (Gelis, A. Ch., 1873, (4), 30, 114). Chlorine and bromine in 
presence of water oxidize it, first to arsenous then to arsenic acid (Millon, 
A. Ch., 1842, (3), 6, 101): AS4 + IOCI3 4- lOHjO = 4H3As04 4 - 20HC1 . It is not 
attacked by concentrated hydrochloric acid at ordinary temperature and but 
slowly by the hot acid in presence of air forming ASaO, , then AsCl, ; nitric 
acid readily oxidizes it first to AS2O3 then to H8ASO4 ; upon fusion with 'KNO^ 
it becomes K3ASO4; readily soluble as H3ASO4 by nitrohydrochloric acid; 
sulphuric acid, dilute and cold, is without action; with heat and the more con- 
centrated acid AsaOs is formed and the sulphuric acid is reduced to SO3 . 
Ammonium hydroxide is without action (Guenez, C, r,, 1892, 114, 1186). Hot 
solution of potassium or sodium hydroxide dissolves it as arsenite: AS4 + 
4KOH + 4H2O = 4KASO2 4 - 6H2 . 

6. — Oxides. — Arsenous oxide exists in two forms, crystalline and amorphous, the 
solubilities of which differ considerably (§27). At ordinary temperature 100 
parts of water dissolve 3.7 parts of the amorphous and 1.7 parts of the crys*^- 
line, several hours being necessary to effect the solution. 100 parts of boiling 
water dissolve 11.46 parts of the amorphous and 10.14 parts of the crystalline 
oxide in three hours (Winkler, J. pr., 1885, (2), 31, 247). The presence of acids 
greatly increases the solubility in water (Schultz-Sellac, B., 1871, 4, 109). 
Arsenous oxide is readily soluble in alkali hydroxides or carbonates to arsenites 
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(Clayton, C. N*, 1891, 64, 27). Arsenie ^pefUoande, Ab^O^ » is deliquescent, soluble 
in water forming* HgAsO^ . The meta and pyro acids are easily soluble in 
water forming the ortho acid (Kopp, A. Ch., 1856, (3), 48, 106). 

—Arsenic does not act as a base with oxyacids, but its oxides combine 
with the metallic oxides to form two classes of salts, arsenitw and arsenates, 
Arsc 7 iites of the alkalis are soluble in water, all others are insoluble or only 
partially so; all are easily soluble in acids. Alkali arsenates, and acid arsenates 
of the alkaline earths, are soluble in water; all are soluble in mineral acids, 
including HaAsO* (LeFevre, C. r., 1889, 108, 1058). See also under the respec- 
tive metals. 

Arsenous sulphide, As^Sa , is insoluble in water when prepared in the dry- 
way ; when prepared in the moist way it may be transformed into the soluble 
colloidal * form by treatment with pure water, from which solutions it is 
precipitated by solutions of most inorganic salts or acids (Schulze, J. pr., 
1882 (2), 26, 431). The presence of acids or solutions of salts prevents 
the solubility of As^Ss in water. Boiling water slowjy decomposes the 
sulphide forming As^Oa and H^S (Field, (7. N., 1861, 3, 115; Wand, Arch. 
Phar., 1873, 203, 296). It is completely decomposed by gaseous HCl form- 
ing AsCla (Piloty and Stock, B., 1897, 30, 1649), very slightly decomposed 
and the arsenic dissolved by hot concen-fcrated acid (Field, 1. e.). Chlorine 
water and nitric acid decompose it readily wi-th formation of HjAsO,; 
with sulphuric acid As^O, and SO 2 are formed (Rose, Pogg., 1837, 42, 536). 
The alkali hydroxides or carbonates dissolve it readily with formation of 
EAsO^ and EAsS^ (E = K , Na and inij D., 2, 1, 183) ; soluble in alkali 
sulphides and poly-sulphides forming E.As^S, , and EASS 2 (Berzelius, 
Pogg., 1826, 7, 137; ISTilsson, J. (1, 1872, 25, 599). Whether the ortho, meta 
or pyro salt is formed, depends upon the amount of alkali sulphide present 

Arsenic sulphide, ASjSg, is insoluble in water; soluble in HCl gas, as 
AsCl, ; insoluble in dilute HCl ,' solutjle in HNOg or chlorine water, as 
HjAsO,, ; soluble in alkali hydroxides and carbonates, as E,AsS,i and 
E3ASO3S : AS2S3 -j- eSH^OH = (HHJjAsS, (HHJaAsO.S + 3H3O (Mc- 
Cay, Ch. Z., 1891, 15, 476); soluble in alkali sulphides, as EjAsS. (Nilsson, 
J. pr., 1876 (2), 14, 171). 

Arsenous chloride, bromide and iodide (AsCl, , AsSr. , AsXg) are decomposed 
by small amounts of water into the corresponding oxyhalogen compounds, 
AsOCl, etc. A further addition of water decomposes these compounds into 
arsenous oxide and the halogen acids. 

6. IReactions. — a-. — The alkali hydroxides and carbonates unite with arsenous 
and arsenic o(Bidea (acids), the latter with evolution of carbon dioxide, forming 
soluble alkali arsenites and arsenates. These alkali salts are chiefly meta arse- 
nites and ortho arsenates (Bloxam, J", C., 1862, 16, 281; Graham, Pogg., 1834, 32, 
47). 

* Colloids is a name given ty Grakam "to a class of glue-like bodies in distinction to the crystal- 
loids, whioh have a well-defined solid form. The colloids are indefinitely soluble In water, 
giving the little-understood “ pseudo-solutions,” whioh stand midway between the mechanical 
suspension or emulsion and the true solution. Gelatine, starch, the metallic sulphides, silicic 
acid, and the hydroxides of iron and aluminum are some of the substances that may take on the 
colloid form. colloid solution? are as a rule breken up by addition of an acid or a neutral 

salt, 
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&. — Oxalic acid does not reduce arsenic acid* (Naylor and Braithwaite, PJiarm. 
J. Trans,, 1883, (3), 13 , 4G4). Potassium ferricyanide in alkaline solution oxi- 
dizes arsenous compounds to arsenic compounds, very rapidly when gfently 
warmed, c. Nitric acid readily oxidizes all other compounds of arsenic to 
arsenic acid, d, Hypophosphites in presence of concentrated hydrochloric acid 
reduce all oxy compounds of arsenic to the metallic state. 0.00001 gram of 
arsenic may be detected by boiling with 10 cc. strong hydrochloric acid and 0.2 
gram calcium hypophosphite (Engel and Bernard, C, r., 1896, 123 , 390; Thiele 
and Loof, C. (7., 1890, 1 , 877 and 1078; and Hager, J, 0., 1874, 27 , 868 ). 

e , — ^Hydrosulphnric acid precipitates the lemon-yellow arsenous sulphide^ 
ASgSg , from acidulated solutions of arsenous acid. The precipitate forms 
in presence of concentrated hydrochloric acid. Citric acid and other 
organic compounds hinder the formation of the precipitate, hut do not 
wholly prevent it if strong hydrochloric acid he present., ISTitrie acid 
should not he present in strong excess as it decomposes hydrosulphuric 
acid, with precipitation of sulphur. 

In aqueous solutions of arsenous acid the sulphide forms more as a 
yellow color than as a precipitate, being soluble to quite an extent in pure 
water, especially when boiled (5^) : ASoSg -f- SHgO = ASgOg + SHgS . This 
has been given as a method of separating arsenous sulphide from all other 
heavy metal sulphides (Clermont and Frommel, J, (7., 1879, 36, 13). The 
precipitate is not formed in solutions of the arsenites except upon acidu- 
lation. The hydrogen sulphide converts the oxy salts of arsenic into the 
thio salt, which is decomposed by acid with precipitation oi the sulphide 
of arsenic : 

NasAsOs " 1 ” SBCsS ~ IST&sAsSs -f- , 

2NasAsSs + 6HC1 = AsaS, -f SHsS v 

Alkali sulphides produce and, by further addition, dissolve the precipi- 
tate (5c) : f 

2AsOl3 + 3(NH4)2S - AS 2 S 3 -h^Cl 

AsaSs + 2 (NH 4 )^S = (NH 4 ) 4 As 2 S 6 or A 2 S 3 + - 2 NH 4 ASS 2 

Arsenons sulphide is also soluble in alkali hydroxides and carbonates, with 
evolution of COg, forming arsenites and thioarsenites (5c). The thioarse- 
nites are precipitated by acids forming ASgSg ; (NH4)4As2S5 4HC1 = 
As^Sg + 2H2S + 4NH4CI or 2NH4ASS, ± 2HC1 = As^S^ + H^S + 
sira^ci . 

The solubility of the sulphides of arsenic in yellow ammonium sulphide 
separates arsenic with antimony and tin from the other more common 
metals of the second group; and the solubility in ammonium carbonate 
effects an approximate separation from antimony and tin (Hager, J. G,, 
1885, 48, 838). Arsenous sulphide is soluble in solutions of alkali sul- 
phites containing free sulphurous acid (separation from antimony and 
tin): 4AS2S3 + 32KHS0s = SZAsO. + ISK^S^Og + 3So + I4SO2 + leH^O. 
It may also be separated from antimony and tin by boiling with strong 
hydrochloric acid, the As^Sg remaining practically insoluble; the sulphides 
of antimony and tin being dissolved. It is easily dissolved by strong 

* PatrouiUard (PAorm. J. Trans., 1883, (3), 13, 362) claims tbe reduction of Asv to As"' by 
acid; and Hager (C7. C.. 1882, 690) reports a microscopic test for arsenic by reduction to 
toetaJUc arsenic on boUi^ with oxalic and sulphuric adds. Experiments in the authors’ ish. 
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hydrochloric acid, the As S. remaining practically insoluble; the sulphides 
of antimony and tin being dissolved. It is easily dissolved by strong 
nitric acid, and by free chlorine or nitrohydrochloric acid, as arsenic acid: 
6AsA + 20KSO, + 8H2O = I2H3ASO, + 9So + 20NO ; 2AS2S3 + lOCl, 
+ I6H2O = 4B[3 As 04 -f 3S2 + 20HC1 . Usually a portion of the sulphur 
is oxidized to sulphuric acid, completely if the nitric acid or chlorine be in 
great excess and heat be applied : As^Sg -(- + 20HoO = 2H3ASO4 + 

3H2SO4 + 28HC1 . 

Arsenic peritasulphide, ASgSg , is formed by passing HoS for a long time 
into a solution of alkali arsenate and then adding acid (McCay, Am., 1891, 
12 , 547) ; by saturating a solution of arsenic acid with HoS and placing, in 
stoppered bottle, in boiling water for one hour; or by passing a rapid 
stream of HgS into an HCl solution of H3ASO4 (Bunsen, A., 1878, 192, 305; 
Brauner and Tomicek, J. 0., 1888, 53, 146); 2H3ASO4 ^^2^ "4" xHCl = 
AsoSg + 8H3O 4- xHCl . Carbon disulphide extracts no sulphur from the 
precipitate, indicating the absence of free sulphur. The presence of 
FeClg or heating the solution does not reduce the ASgSg to ASgSg . If there 
be a small amount of HCl and the HgS be passed in slowly about 15 per 
cent of AS2S3 is formed: 2H3ASO4 -|- SHaS + xHCl = AS2S3 + So + 
8H0O + xHOl , If NH4CI be present more AsoSg is formed. According 
to Thiele (U 0., 1890, 1, 877), arsenic acid cold treated with a slow stream 
of HgS gives arsenous sulphide, while the hot acid with a rapid stream ol 
the gas gives the pentasulphide. Arsenic sulphide has the same solubili' 
ties as arsenous sulphide. When distilled with hydrochloric acid gas 
and a reducing agent, arsenous chloride is formed (AsClg is not known 
to exist). The solutions in the alkali hydroxides, carbonates and sul- 
phides form arsenates and thioarsenates (5o). AmmoiiiiLiii sulphide added 
to a neutral or alkaline solution of arsenic acid forms arsenic sulphide 
which remains in solution as ammonium thioarsenate (5c). The addition 
of acid at once forms arsenic sulphide, not arsenous sulphide and sulphur. 
The reaction is much more rapid than with hydrosulphuric acid and is 
facilitated by warming. 

Arsine, , does not combine with hydrosulphuric acid until heated 
to 230®, while stibine, SbHg , combines at the ordinary temperature (Brunn, 
B., 1889, 22, 3202). 

Acidulated solutions of arsenic boiled with thiosulphates form arsenous 
sulphide (separation from Sb and Sn) (Lesser, Z., 1888, 27, 218). Arsenic 
may be removed from sulphuric acid by boiling with barium thiosulphate 
and no foreign material is introduced into the acid : AS2O3 + SBaSgOg =::: 
AS 2 S 3 + 3BaS04 ; 2 H 3 ASO 4 + SNa^SsOg = As^Sg + SHa^SO^ + + SH.O. 

(Thom, J. C., 1876, 29, 517; Wagner, Dingt, 1875, 218, 321). 

Sulphurous acid readily reduces arsenic acid to arsenous acid: H3ASO4 + 
H2SO3 = E3ASO3 + H2SO4 (Woehler, A., 1839, 30, 224). 
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/. — The arsenic from all arsenical compounds treated with concentrated 
hydrochloric acid and then distilled in a current of hydrochloric acid gas, 
passes into the distillate as arsenous chloride, AsClg . IN'early all of the 
arsenic will be carried over in the first 50 cc. of the distillate. This is a 
very accurate quantitative separation of arsenic from antimony and tin 
and from other non-volatile organic and inorganic material. The AsClg 
passes over at 132°, condenses with HCl and may be tested with SnClg 
{g), or, after decomposition with water {he) by the usual tests for arsenous 
acid (Hnfschmidt, B., 1884, 17, 2245; Beckurts, Arch. Pharm., 1884, 222 , 
684; Piloty and Stock, B., 1897, 30, 1649). 

Hydrobromic acid in dilute solutions is without action upon the acids 
of arsenic. The concentrated acid reduces arsenic acid to arsenous acid: 
HgAsO^ 4 ” SHBr = HgAsOg -f Brg + HgO. Hydriodic acid reduces 
arsenic acid to arsenous acid with liberation of iodine. This is a method 
of detecting As''^ in the presence of As'^'. 0.0001 gram of H 3 ASO 4 may be 

detected in the presence of one gram of As^Og : 2 H 3 ASO 4 -}- = As^Oj 

+ 2 I 2 -f SHgO (Naylor, J. G., 1880, 38, 421). 

Chloric and bromic acids oxidize arsenous compounds to arsenic acid with 
formation of the corresponding* hydracid: SAssO, + 2HBr08 9H2O = 
GHsAsO^ 4“ 2HBr. Jodie acid oxidizes arsenous compounds to arsenic acid 
with liberation of iodine: SASsO, -}- 4HI08 -j- ISHaO = lOHgAsO^ + 2ls . 

g. — Stannous chloride, SnClj , reduces all compounds of arsenic from their 
hot concentrated hydrochloric acid solutions, as flocculent, black-brown, metal- 
loidal airseniOt containing three or four per cent of tin. The arsenic, in solution 
with the concentrated hydrochloric acid, acts as arsenous chloride: 4ASCI3 4- 
6S11CI3 = AS4 4- 6SnCl4 . The hydrochloric acid should be 25 to 33 per cent; if 
not over 15 to 20 per cent, the reaction is slow and imperfect. 

In a wide test-tube place 0.1 to 0.2 gram of the (oxidized) solid or solution 
to be tested, add about 1 gram of sodium chloride^ and 2 or 3 cc. of sulphuric 
acid, then about 1 gram of crystallized starmous chloride', agitate, and heat to 
boiling several times, and set aside for a few minutes. Traces of arsenic give 
only a brown color; notable proportions give the flocculent precipitate. A 
dark gray precipitate may be due to mercury (§58, 6^;), capable of being gath- 
ered into globules. If a precipitate or a darkening occurs, obtain conclusive 
evidence whether it contains arsenic or not, as follows: Dilute the mixture 
with ten to fifteen volumes of about 12 per cent hydrochloric acid; set aside, 
decant; gather the precipitate in a wet filter, wash it with a mixture of hydro- 
chloric acid and alcohol, then with alcohol, then writh a little ether, and dry in 
a warm place. A portion of this dry precipitate is now dropped into a small 
hard-glass tube, drawn out and closed at one end, and heated in the flame; 
arsenic is identified by its mirror (7), easily distinguished from mercury 
(§58, 7). Antimony is not reduced by stannous chloride; other reducible 
metals give no mirror in the reduction-tube. Small proportions of organic 
material impair the delicacy of this reaction, but do not prevent it. It is 
especially applicable to the hydrochloric acid distillate, obtained in separation 
of arsenic, according to f. 

h. — Chromates boiled with arsenites and sodium bicarbonate give chromium 
arsenate (Tarugi, J. O., 1896, 70, ii, 340 and 390). 

1. — magnesium salts with ammonium chloride and ammonium hydroxide 
precipitate from solutions of arsenates, magnesium ammonium> arsenfite, 
IIIgNH4As04 , white, easily soluble in acids. The reagents should be first 
mixed together, and used in a clear solution (“ magnesia mixture ”) to make 
sure that enough ammonium salt is present to prevent the precipitaHon of 
magnesium hydroxide -by the ammonium hydroxide. The crystalline precipi- 
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tate forms slowly but completely. Compare with the corresponding: ma^esium 
ammonium phosphate (§189, 6d5). MagneMum ar/ienite is insoluble in water, but 
is soluble in ammonium hydroxide and in ammonium chloride (distinction from 

arsenates). , , j. -a 

j \ — Silver nitrate solution precipitates from neutral solutions of arsenites, or 
ammonio-silver nitrate * precipitates from a water solution of arsenous oxide, 
silver arsenite, AggAsOg , yellow, readily soluble in dilute acids or in ammonium 
hydroxide (§59, dg). Neutral solutions of arsenates are precipitated as silver 
arsenate, Ag3As04 , reddish brown, having the same solubilities as the arsenite. 

jfc. — Copper sulphate solution precipitates from neutral solutions of arsenites, 
or ammonio-copper sulphate (prepared in the same manner as the ammonio- 
silver oxide described above) precipitates from water solutions of arsenous 
oxide, the grem copper arsenite, CuHAsOs (Scheele’s green), soluble in ammo- 
nium hydroxide and in dilute acids. Copper acetat^ solution, pr^ 

cipitates the green copper aceto-arsenite (CvLOA8z'Oi)sOu(02lS.zO>i)2 (Schwemfurt 
green), soluble in ammonium hydroxide and in acids. Both these salts are 
often designated as Paris green (§77, 6^7). Copper sulphate with excess of free 
alkali is reduced to cuprous oxide with formation of alkali arsenate K}^)- 
E:,AsO, + 2CuSO« + 4K0H = KsAsO. + 2KjS04 + Cu^O + 2H,0 . S^utions 
of arsenates are precipitated by copper sulphate as copper arsenate, CimAsU4 , 
greenish blue, the solubilities and conditions of precipitation being the same 

as for the arsenites. . j. ^ • 

I , — Ferric salts precipitate from arsenites, and freshly precipitated ferric 
hydroxide (used as an antidote, Wormley, 246), forms v^th arsenous oxide, 
variable basic ferric arsenites, scarcely soluble in acetic acid, soluble in hyd^- 
chloric acid. Water slowly and sparingly dissolves from the precipitate the 
arsenous anhydride; but a large excess of the ferric hydroxide holds nearly all 
the arsenic insoluble. To some extent the basic ferric arsenites are trans- 
posed into basic ferrous arsenates, insoluble in vrater, in accorda/nce with the 
reducing power of arsenous oxide. In the presence of alkali acetates, arsenic 
acid, or acidulated solutions of arsenates, are precipitated by ferric salts as ferric 


1 (compare §126, 6d). 

;id solution, when slightly 


arsenate, FeAsOi, yellowish white, insoluble in acetic acid ( 

m * — Ammonium molybdate, (NH4)2Mo04, in nitric acid auiuwou, oAigixwv 

warmed with a solution of arsenic acid or of arsenates gives a yellow precipitate of 
arnTnoniuTTi arserio-'^Tnolybdatej of variable composition. No precipitate is formed with 
As'". This precipate is very similar in appearance and properties to the ammonium 
phospho-molybdate; except the latter precipitates completely in the cold. 

6\ Special Reactions, a. — Marsh's Test. — This is an extremely deli- 
cate test for arsenic, especially adapted for the detection of this ele- 
ment when present in small quantities, even when large quantities of 
.otlier elements are present. Arsenic, from all of its soluble com- 
pounds, is reduced by the action of dilute sulphuric or hydrochloric 
acid on wtio, forming at first metallic arsenic and then arsenous hydride, 
AsHg, gaseous: As^Og -f 6Zn + = 3ASH3 -f GZnSO^ + ; 

H3ASO4 + 4 Zn -f 4H2SO4 = AsHa -f 4ZnS04 + 4H2O . The arsenic is 
precipitated with the other metals of the second group by hydrogen 
sulphide, separated with antimony, tin (gold, platinum and molybdenum) 
by yellow ammonium sulphide. This solution is precipitated by dilute 
hydrochloric acid and the mixed sulphides, weU. washed,] are dissolved in 
hydrochloric acid using as small an amount of potassium chlorate crystals 
as possible. The solution is boiled (till it does not bleach litmus paper) 


'►Prepared by adding ammonium hydroxide to a solution of silver nitrate till the precipitate 
at first produced is nearly all redissolved. 

t If the ammonium salts are not thoroughly removed by washing there is danger of the for- 
mation of the very explosive chloride of nitrogen (§869, 1) when the prooipit%te is treated 
with hydrochloric acid i>otas^um<}lilorate. 
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to remove excess of chlorine and is then ready for the Ularsh apparatus. 
This apparatus consists of a strong Erlenmeyer flask of about 125 cc. 
capacity fitted with a two hole rubber stopper. Through one hole is passed 
a thistle (safety) tube, reaching nearly to the bottom of the flask; in the 
other is fitted a three-inch Marehand calcium chloride tube, which projects 
just through the stopper and is filled with glass-wool and granular calcium 
chloride to dry the gases generated in the flask. To the other end of 
the Marehand tube is fitted, with a small cork or rubber stopper, a piece 
of hard glass tubing of six mm. diameter and one foot long. This tube 
should be constricted one-half, for about two inches, beginning at the 
middle of the tube and extending toward the end not fastened to the 
calcium chloride tube. The outer end of the tube should also be con- 
stricted to about one mm. inner diameter. A short piece of rubber tubing 
should connect this constricted end with a piece of .ordinary glass tubing, 
dipping into a test tube about two-thirds filled with a two per cent solu- 
tion of silver nitrate. The rubber tubing should make a close joint with 
the constricted end of the hard glass tube, and yet not fit so snug but that 
it can be easily removed. 

From 10 to 20 grams of gpranixlated zinc * are placed in the flask with 
sufficient water to cover the end of the thistle tube. Four or five cubic 
centimeters of reagent sodium carbonate are added and the stopper 
tightly fitted to the flask. Dilute sulphuric acid (one of acid to three of 
water) should now be added, very carefully at first, f until a moderate 
evolution of hydrogen is obtained. 

The hydrogen should be allowed to bubble through the silver nitrate 
for about five minutes. There should be no appreciable blackening of 
the solution (§ 69 , 10), thus proving the absence of arsenic from the zinc 
and the sulphuric acid. The purity of the reagents having been estab- 
lished the solution containing the arsenic may be added in small amounts 
at a time through the thistle tube. If arsenic be present there will be 
almost immediate blackening of the silver nitrate solution. 

eAglTOs + AsHs + SH^O = 6Ag •+■ HsAsOg -h eHNO* 

The hard glass tube should now be heated J to redness by a flame from 


♦ The zinc and all the reagents should he absolute! y free from arsenic. If the zinc be strictly 
chemically pure it 'will be but slowly attacked by the acid. It should be platinized (§ai9, 4a) or 
should contain traces of iron. Hote f-1. Oh., 1884, C6i, 3, 141) removes arsenic from zinc by addii^ 
anhydrous to the molten metal, AsClg being evolved The zinc purified in this way is 

readily attacked by acids. ... 

t The acid first added decomposes the alkali carbonate forming* carbon dioxide which rapidly 
displaces the air and greatly lessens the danger of explosion when the gas is ignited. If too 
much acid be added before the carbonate is decomposed violent frothing may take place and 
the liquid contents of the flask forced into the calcium chloride tube. 

$ Before ^ op ting the tube or Igniting the gas, a towel should be wrapped around the flask to 
insure safety in case of an explosion due to the imperfect removal of the air ; or the tube con- 
necting the hard glass tube with the Marehand tube should be of larger size and pK)vlded with 
a plug of wire gauze (made of 10 or 20 circles of gauze the size of the tube). A flame cannot 
pass such a plug of wire gauze 
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a Bunsen burner provided with a flame spreader. The flame should be 
applied to the tube between the calcium chloride tube and the constricted 
portion. The tube should be supported to prevent sagging in case the 
glass softens, and it is customary to wrap a few turns of wire gauze around 
the portion of the tube receiving the heat. The heat of the flame decom- 
poses the arsine and a mirror of metallic arsenic is deposited in the con- 
stricted portion of the tube just beyond the heated portion. This may 
be tested as described under c 1. When a sufficient mirror has been 
obtained the flame is withdrawn, and, removing the rubber tube, the 
escaping gas * is ignited. As small a quantity of arsenic as 0.002 mg. 
will produce a visible mirror and if 20 g. of material is nsed for analysis, 
this would represent one part of arsenic in 10,000,000 parts. 

&. Arsenous Hydride (arsine), ASH3 , burns when a stream of it is ignited 
where it enters the air, and explodes when its mixture with air is ignited. 
It burns with a somewhat luminous and slightly bluish flame (distinction 
from hydrogen) ; the hydrogen being first oxidized, and the liberated 
arsenic becoming incandescent, and then undergoing oxidation ; the vapors 
of water and arsenous anhydride passing into the air: 2ASH3 + = 

AS2O3 + SHgO , If present in considerable quantily a white powder may 
be observed settling on a piece of black paper placed beneath the flame. 
If the cold surface of a porcelain dish he brought in contact with the 
flame the oxidation is prevented and lustrous black or brownish-black 
spots of metallic arsenic are deposited on the porcelain surface; 4ASH3 + 
3O2 = As^ + 6H2O . A number of spots should be obtained and all the 
tests for metallic arsenic applied. The arsenic in the silver nitrate solu- 
tion is present as arsenous acid and can be detected by the usual tests (6e) 
by first removing the excess of silver nitrate with dilute hydrochloric acid 
or calcium chloride, or by cautiously neutralizing with ammonia the 
arsenic may be precipitated as the yellow silvery arsenite (6/), 

To generate arsine, magnesmm or iron f may be used, instead of zinc, and 
hydrochloric acid instead of sulphuric acid. Arsine cannot be formed in the 
presence of oxidizing agents as the halogens, nitric acid, chlorates, hypo- 
chlorites, etc. Arsinuretted hydrogen (arsine) may also be produced from 
arsenous com'pounds by nascent hydrogen generated in alkaline solution. Sodium 
amalgam, t zinc (or zinc and magnesiuni) and potassium hydroxide or alumi- 
num and potassium hydroxide may be used as the reducing agent. There is 

* Arsine is an exceedingrly poisonous gras, the inhalation of the unmixed gas heinjg quickly 
fatal. Its dissemination In the air of the laboratory, even In the small portions which are not 
appreciably poisonous, should be avoided. Furthermore, as It Is recognized or determined, In 
its various analytical reactions, only by its decomposition, to permit it to escape undeoomposed 
Is so far to fall in the ob^eot of its production. The evolved gas should be constantly run Into 
stiver nitrate solution, or kept bumlng. 

t According to Thiele (O. O., 1890, 1, 877) arsenic maybe separated from antimony in the Harsh 
test by using electrolytipally deposited iron instead of zinc. Stibine is not evolved. According 
to Sautermelster (Analyst, 1891, ZIS) arsine is not produced when hydrochloric acid acta upon 
iron containing arsenic, but if several grams of zinc be added a very small amount of arsenic in 
the iron may be detected. 

t Sodium amalgam is conveniently prepared by adding (in small pieces at a time) one part of 
sodium to eight parts (by weight) of dry mercury warmed on the water bath. When cold, the 
amalgam becomes soUd and is easily broken. It should be preserved in well stoppered bottlef. 
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no reaction with As'^, or with compounds of antimony (§70, Gj); hence when 
the arsenic is present in the triad condition (AsV may be reduced to As"' by 
SOo) the use of one of the above reagents serves admirably for the detection 
of arsenic in the presence of antimony. This experiment may be made in a 
test-tube, the arsenic being detected by covering the tube with a piece of filter 
paper moistened with silver nitrate. It is very difficult to drive over the last 
traces of the arsenic and therefore the method is not satisfactory for quanti- 
tative work (Hager, J, (7., 1885, 48, 838; Johnson, 0. N., 1878, 38, 301; and Clark, 
J. (7., 1893, 63, 884). 

If ferrous sulphide contains metallic iron and arsenic, arsine may be gen- 
erated with the hydrogen sulphide. It cannot be removed by washing the 
gases with hydrochloric acid (Otto, jB., 1883, 16, 2947). 

Arsine does not combine with hydrogen sulphide until heated to 230®, while 
stihine, SbHs , combines at ordinary temperature (method of separation) 
(Brunn, H., 1889, 23, 3202; Myers, J. C7., 1871, 24, 889). As dry hydrogen sul- 
phide is without action upon dry iodine, it may be freed from arsine by passing 
the mixture of the dried gases through a tube filled with glass %vool inter- 
spersed with dry iodine. AsHg -|- = Asia + 3HI (Jacobson, B., 1887, 20, 

1999). Arsenous hydride is decomposed by passing through a tube heated to 
redness (mirror In Marsh test) 4ASH3 = !As 4 + 6H2 . Nitric acid oxidizes it 
to arsenic acid, SAsHa + 8HNO3 = 3H3ASO4 + 8NO + 42120; and may be used 
instead of silver nitrate to effect a separation of arsine and stibine in the 
Marsh test. The nitric acid solution is evaporated to dryness and the residue 
thoroughly washed with water. Test the solution for. arsenic with silver 
nitrate and ammonium hydroxide (AgaAsO* , reddish brown precipitate, 6/). 
Dissolve the residue in hydrochloric or nitrohydrochloric acid and test for 
antimony with hydrogen sulphide (Ansell, J. (7., 1853, 5, 210). 

c . — Comparison of the mirrors and spots obtained with arsenic and anti- 
mony. — 1. Both the mirror and spots obtained in the Marsh test exhibit 
the properties of elemental arsenic (5a). The reactions of these deposits 
having analytical interest are such as distinguish arsenic from antimony. 

Aesenic Miekok. Antimony Mieeoe. 

Deposited beyond the flame; ar- Deposited before or on both sides 
sene not being decomposed much be- of the flame ; stibine being decom- 
low a red heat. posed considerably below a red heat. 

Volatilizes in absence of air at The mirror melts to minute glob- 
450® (1), allowing the mirror to be ules at 630®, and is then driven at 
driven along the tube; it does not a red heat, 
melt. 

By vaporization in the stream of The vapor has no odor, 
gas, escapes with a garlic odor. 

By slow vaporization in a cur- By vaporization in a current of 
rent of air a deposit of octahedral air, a white amorphous coating is 
and tetrahedral crystals is obtained, obtained; insoluble in water, soluble 
forming a white coating soluble in in hydrochloric acid, and giving re- 
water and giving the reactions for actions for antimonous oxide, 
arsenous oxide. 
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The heated mirror combines with 
hydrogen sulphide, forming the 
lemon-yellow arsenous sulphide, 
which, being volatile, is driven to 
the cooler portion of the tube. 

The dry sulphide is not readily 
attacked by dry hydrochloric acid 
gas (6/). 

Arsenic Spots. 

Of a steel gray to black lustre. 

Volatile by oxidation to arsenous 
oxide at 218°. 

Dissolve in hypochlorite.* 

Warmed with a drop of ammon- 
ium sulphide form yellow spots, 
soluble in ammonium carbonate, in- 
soluble in hydrochloric acid (6e). 

With a drop of hot nitric acid, 
dissolve clear. The clear solution, 
with a drop of solution of silver 
nitrate, when treated with vapor of 
ammonia, gives a brick-red precipi- 
tate. 

The solution gives a yellow pre- 
cipitate when warmed with a drop 
of ammonium molybdate. 

With vapor of iodine, color yel- 
low, by formation of arsenous 
iodide, readily volatile when heated. 


The heated mirror combines with 
hydrogen sulphide forming the 
orange antimonous sulphide, which 
is not readily volatile. 

The sulphide is readily decom- 
posed by dry hydrochloric acid gas, 
forming antimonous chloride which 
is volatile, and may be driven over 
the unattacked arsenous sulphide. 

Antimony Spots. 

Of a velvety brown to black sur- 
face. 

Volatile, by oxidation to anti- 
monous oxide, at a red heat. 

Do not dissolve in hypochlorite. 

Warmed with ammonium sul- 
phide, form orange-yellow spots, in- 
soluble in ammonium carbonate, 
soluble in hydrochloric acid (§70. 
6e). 

With a drop of hot dilute nitric 
acid, turn white. The white fleck, 
by action of nitric acid treated with 
silver nitrate and vapor of ammo- 
nia, gives no color until warmed 
with a drop of ammonium hydrox- 
ide, then gives a black precipitate. 

With the white fleck no further 
action on addition of ammonium 
molybdate. 

With vapor of iodine, color more 
or less carmine-red, by formation 
of antimonous iodide, not readily 
volatile by heat. 


* The hypochlorite reagent, nsuaUy KaOlO, decomposes in the air and light on standing. 
It should instantly and perfectly bleach litmus paper (not redden it). It dissolves arsenic b}/ 
oxidation to arsenic acid. -f lOHaClO + 6H,0 «* 4 H,A «04 + lOKaCl. 
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2. To the spot obtained on the porcelain surface, add a few drops of 
nitric acid and heat; then add a drop of ammonium molybdate. A yellow 
precipitate indicates arsenic. Antimony may give a white precipitate 
with the nitric acid, but gives no further change with the ammonium 
molybdate (Deniges, C. r., 1890, 111 , 824). 

3. Oxidize the arsenic spot with nitric acid and evaporate to dryness. 
Add a drop of silver nitrate or ammonio-silver nitrate (6;). A reddish- 
brown precipitate indicates arsenic. 

4. After the formation of the mirror in Marshes test the generating 
flask may be disconnected and a stream of dry hydrogen sulphide passed 
over the heated mirror. If the mirror consists of both arsenic and anti- 
mony, the sulphides of both these metals will be formed, and as the 
arsenous sulphide is volatile when heated, it will be deposited in the cooler 
portion of the tube. The sulphides being thus separated can readily be 
distinguished by the color. If now a current of dry hydrochloric acid 
gas be substituted for the hydrogen sulphide the antimonous sulphide 
will be decomposed to the white antimonous chloride which volatilizes and 
may be driven past the unchanged arsenous sulphide {6c). 

5. The tube containing the mirror is cut so as to leave about two inches 
on each side of the mirror and left open at both ends. Incline the tube 
and beginning at the lower edge of the mirror gently heat, driving the 
mirror along the tube. The mirror will disappear and if much arsenic 
be present a white powder will be seen forming a ring just above the 
heated portion of the tube. This powder consists of crystals of arsenous 
oxide, and should be carefully examined under the microscope and iden- 
tified by their crystalline form (Wormley, 270). 

6. The crystals of arsenous oxide obtained above are dissolved in water 
and treated with ammonio-silver nitrate forming the yellow silver arse- 
nite (6;): or with ammonio-copper sulphate forming the green copper 
arsenite {6h) (Wormley, 259). Any other test for arsenous oxide may be 
applied as desired. 

7. Magnesia mixture (6i) is added to the solution of the mirror or spots 

in nitric acid. The solution must be strongly alkaline. A white crystalline 
precipitate of magnesium ammonium arsenate, ^ is formed 

(Wormley, 316), 

d. — ^Reinscli^s Test. — If a solution of arsenic be boiled with hydrochloric acid 
and a strip of bright copper foil, the arsenic is deposited on the copper as a 
gray film. Hager (C. C., 1886, 680) recommends the use of brass foil instead of 
copper foil. When a large amount of arsenic is present the coating of arsenic 
separates from the copper in scales. The film does not consist of pure metallic 
arsenic, but appears to be an alloy of arsenic and copper. Arsenous compounds 
are reduced much more readily than arsenic compounds. The hydrochloric 
acid should compose at least one-tenth the volume of the solution. The arsenic 
is not deposited if the acid is not present. This serves as one of the most 
satisfactory methods of determining the presence or absence of arsenic in 
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hydrocliloric sbcid* Dilute tlie concentrated acid witli five parts^ of water and 
boil witb a tbin strip of bright copper foil. A trace of arsenic if present will 
soon appear on the foil. For further identification of the deposit, wash the 
foil with distilled water, dry, and heat in a hard glass tube, as for the oxida- 
tion of the arsenic mirror (6'c, 5). The crystals may be identified by the mic- 
roscope and by any other tests for arsenous oxide. It is important that the 
surface of the copper should be bright. This is obtained by^ rubbing the sur- 
face of the foil with a file, a piece of pumice or sand-paper just before using. 
The copper should not contain arsenic, but if it does contain a small amount 
no film will be deposited due to its presence unless agente are present which 
cause partial solution of the foil. If a strip of the foil, upon boiling wi h 
hydrochloric acid for ten minutes, shows no dimming of the bnghtness ot 
the copper surface; the purity of both acid and copper may be relied upon for 
the most exact work. Antimony, mercury, silver, bismuth, platinum, palladium 
and gold are deposited upon copper when boiled with hydrochloric acid. Under 
certain conditions most of these deposits may closely resemble that of arsenic. 
Of these metals mercury is the only one that forms a sublimate when heated 
in the reduction tube (7), and this is readily distinguished from arsenic by 
examination under the microscope. Antimony may be volatilized as an amor- 
phous powder at a very high heat. Organic material may sometimes give a 
deposit on the copper which also yields a sublimate, but this is amorphous and 
does not sho-w the octahedral crystals when examined under the microscope 
(Wormley, 269 and ft.\ Clark, J. 0., 1893, 63, 886). , 

e. Detection in Case of Poisoning.— Arsenic in its various compounds is 

largely used as a poison for bugs, rodents, etc., and frequently cases ar^e of 
accidental arsenical poisoning. It is also used for intentional poisoning, chiefly 
suicidal. It is usually taken in the form of arsenous oxide (white arsenic), or 
“Fowler’s Solution” (a solution of the oxide in alkali carbonate). One hun- 
dred fifty to two hundred milligrams (two to three grains) are usually sufficient 
to produce death. Violent vomiting is a usual symptom and death occurs m 
from three to six hours. lu cases of suspected poisoning vomiting should be 
induced as soon as possible by using an emetic followed by demulcent drinks, 
or the stomach should be emptied by a stomach pump. Freshly prepared ferric 
hydroxide is the usual antidote, of which twenty-five to fifty grams (one to 
two ounces) may be given. The antidote may be prepared by adding magnesia 
(magnesium oxide), ammonium hydroxide, or cooking soda (sodium bicarbo- 
nate) to ferric chloride or muriate tincture of iron: straining in a clean piece 
of muslin, and washing several times. If magnesia be used it is not necessary 
to wash, as the magnesium chloride formed is helpful rather than injurious. 
A portion of the ferric hydroxide oxidizes some of the arsenous compound, 
being itself reduced to the ferrous condition, and forming an insoluble ferrous 
arsenate. When the ferric oxide is in excess the ferrous arsenate does not 
appear to be acted upon by the acids of the stomach. Of course it will be seen 
that the ferric hydroxide will have no effect upon the arsenic which has 


entered into the circulation. 

It frequently becomes necessary for the chemist to analyze portions of sus- 
pected food, contents of the stomach, urine; or, if death has ensued, portions 
of the stomach, intestines, liver, or other parts of the body. At first a careful 
examination should be made of the material at hand for solid white particles, 
that would indicate arsenous oxide. If particles be found they can at once be 
identified by the usual tests. Liquid food or liquid contents of the stomach 
should be boiled with dilute hydrochloric acid, filtered and washed and the 
filtrate precipitated with hydrogen sulphide, etc. When solid food or portions 
of tissue are to be analyzed, it is necessary first to destroy the organic material. 
Several methods have been proposed: 

(1) Method of Fresenlus and Babo.— The ti^ue is cut into small pieces and 
about an equal weight of pure hydrochloric acid added to this, enough water 
should be added to form a thin paste and dilute the hydrochloric acid five or 
six times. The mass is heated on the water bath and crystals of potassium 
chlorate added in small amounts at a time with stirring until a clear yellow 
liquid is obtained containing a very small amount of solid particles. The 
heating is continued until there is no odor of chlorine, but concentration should 
be avoided by the addition of water. The solution should be cooled an<j filteredj 
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the arsenic now being* present in the filtrate as arsenic acid. This solution 
should be treated with sodium bisulphite or sulphur dioxide to reduce the 
arsenic acid to arsenous acid and then the arsenic may be ])recipitatcd with 
hydrogen sulphide. It is advisable to pass the hydrogen sulphide through the 
warm liquid for twenty-four hours to insure complete precipitation. A yel- 
lowish precipitate of organic matter will usually be obtained even if arsenic 
be absent. The precipitate should be filtered, washed, and then dissolved in 
dilute ammonium hydroxide, which separates it from other sulphides of the 
silver, tin and copper groups, that may be present. A portion at least of the 
precipitated organic matter will dissolve in the ammonium hydroxide. The 
filtrate should be acidulated with hydrochloric acid, filtered and washed. 
Dissolve the precipitate in concentrated nitric acid and evaporate to dryness. 
Redissolve in a small amount of water, add a drop of nitric acid, filter and test 
the filtrate by Marsh’s test or any of the other tests for arsenic. 

(2) Hydrochloric acid diluted alone may be used for the disintegration of 
the soft animal tissues. The solution will usually be dark colored and viscous 
and not at all suited for further treatment with hydrogen sulphide; but may 
be at once subjected to the Eeinsch test (6''d). 

(3) Method of Danger and Plandin. — The tissue may be destro 3 'ed bj' heat- 
ing in a porcelain dish with about one-fourth its weight of concentrated sul- 
phuric acid. When the mass becomes dry and carbonaceous it is cooled, 
treated with concentrated nitric acid and evaporated to dryness. Moisten with 
water, add nitric acid, and again evaporate to dryness; and repeat until the 
mass is colorle'ss. Dissolve in a small amount of water and test for arsenic by 
the usual tests. This method is objectionable if chlorides are present as the 
volatile arsenous chloride will be formed. 

(4) Method by distillation, with hydrochloric acid. The finely' divided tissue 
is treated, in a retort, with its own weight of concentrated hydrochloric acid 
and distilled on the sand bath. Salt and sulphuric acid may be used instead of 
hydrochloric acid. A receiver containing a small amount of water is connected 
to the retort and the mass distilled nearly to dryness. If preferred, gaseous 
hydrochloric acid may be conducted into the retort during the process of dis- 
tillation, in which ease all the arsenic (even from arsenous sulphide (5c)) will 
be carried over in the first 100 cc. of the distillate. The receiver contains the 
arsenic, a great excess of hydrochloric acid and a small amount of organic 
matter. To a portion of this solution the Eeinsch test may be applied at once 
and other portions maj’* be diluted and tested with hydrogen sulphide or the 
solution may at once be tested in the Marsh apparatus. 

For more detailed instructions concerning the detection and estimation of 
arsenic in organic matter, special works on Toxicology and Legal Medicine 
must be consulted. The following are valuable works on this subject: Medical 
Jurisprudence. — Forensic Medicine and Toxicology, Witthaus and Becker, Vol. 
iv, 1911; Laboratory Manual for the Detection of Poisons and Powerful Drugs, 
Dr. Wilhelm Autenreith (translated by Wm. H. Warren), 1915; Allen’s Commer- 
cial Organic Analysis, Vol. vi (4th edition, 1912); The Qualitative Analysis of 
Medicinal Preparations, H. C Fuller, 1912; Elementary Chemical Micros- 
copy, Emile M. Chamot, 1915: Biochemisches Handlexikon, V. Band, Dr. 
Emil Abderhalden, 1911: Mikrochemische Analyse, 1 and 11 Teil, P. D. C. Edey, 
1916; Medical Jurisprudence, Taylor; Ermittelung von Gif ten, Dragendorff. 

7. Ignition, — Metallic arsenic is obtained by igniting any compound 
containing arsenic with potassium carbonate and charcoal,* or with potas- 
sium cyanide: 

2 AS 3 O 3 + 6KClSr = As^ 4- 6KCHO 

2As2Ss -h 6KCH = AS4 + 6KCNS 

2 AS 2 S 3 + GHaaCO, 4- 6 KCH = As^ 4- GNaaS 4“ GKCNO -f 600* . 

4 H 3 ASO 4 -j~ 50 As^ 4“ SCOa 4" GHaO 

* A very awatable carbon for the reduction of arsenic Is obtained by igniting* an alkali tartrate 
In absence of air to complete carbonization. 
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If this ignition be performed in a small reduction-tube * (a hard glass tube 
about 7 mm. in diameter, dra^vn out and sealed at one end), the reduced 
arsenic sublimes and condenses as a mirror in the cool part of the tube. 
The test may be performed in the presence of mercury compounds, Inxt 
more conveniently after their removal; in presence of organic material, it 
is altogether unreliable. If much free sulphur be present the arsenic 
should be removed by oxidation to arsenic acid by nitric acid or hydro- 
chloric acid and potassium chlorate, then precipitation after addition »f 
ammonium hydroxide by magnesium mixture and thoroughly drying before 
mixing with the cyanide or other reducing agent. 

8. Detection. — Arsenic is precipitated, from the solution acidulated with 
hydrochloric acid, in the second group by hydrosulphuric acid as the 
sulphide (6e). By its solution in (yellow) ammonium sulphide it is sepa- 
rated from Hg, Pb, Bi, Cu, and Cd. By reduction to amine in the 
Marsh apparatus it is separated with antimony from the remaining second 
group metals. The decomposition of the arsine and stihine with silver 
nitrate precipitates the antimony, thus effecting a separation from the 
arsenic, which passes into solution as arsenous acid. The excess of AgNOg 
is removed by HCl or CaClj and the presence of arsenic confirmed by its 
precipitation with HjS . For other methods of detection consult the text 
(6, 6' and 7). For distinction between As^ and As'" see (6 and §88, 4). 

9. Estimation.— (7). As lead arsenate, Pb (ABO4), . To a weighed portion 

of the solution containing arsenic acid, a weighed amount of PbO is added. 
After evaporation and ignition at a dull red heat the residue is weighed 
as PbsCAsO^)^ from which the weight of the added PbO is subtracted. 
The difference shows the amount of arsenic present reckoned as Aafis • 
(2). It is precipitated by ICgSO^ in presence of NH^OH and NH4OI , and 
after drying at 103°, weighed as MgNH^AsO^.HaO ; antimony is not 
precipitated if a tartrate be present (Lesser, Z., 1888, 27, 218). (S). The 

HglTH^AsO* is converted ty ignition into ? ^^nd weighed. (Jf), 

The solution of arsenous acid containing HCl is precipitated hy HgS . 

* As much of the reduction-glass tubing contains arsenic (?) Fresenlus (J?., 20, 631 and 22, 897) 
recommends the following modification of the above method : A piece of reduction tubing about 
10 mm. diameter and 16 cm. long is drawn out to a narrow tube at one end. The other end of the 
tube is connected with a suitable apparatus for generating and drying carbon dioxide. The 
sample to be tested Is thoroughly dried and mixed with the dry cyanide (or charcoal) and car- 
bonate, placed in a small porcelain combustion boat and put in the middle of the reduction 
tube. The air is then driven from the tube by the dry carbon dioxide and the whole heated 
gently until all moisture is expellf'd. The tube is then heated to redness near the point of con- 
striction and when this is .done the boat la heated, gently at first to avoid spattering of the fus- 
ing mass, then to a full redness till all the arsenic has been driven out. During the whole of the 
experiment a gentle stream of carbon dioxide is passed through the tube. The arsenic collects 
as a mirror in the narrow part of the tube just beyond the heated portion. The small end of the 
tube may now be sealed, the mirror collected by a gentle flame, driven to any desired portion of 
tho tube and tested with the usual tests (6' c5). Compounds of antimony when treated In this 
way do not give a mirror. As small an amount as 0.00001 gram of AsaO, will give a distinct nur* 
xor by this method* 
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The precipitate is separated from free sulphur by solution in and 

reprecipitated with HCl . It is then dried at 100° and weighed as ASgSj . 
(5). By precipitation as in (4) and removal of sulphur by washing with 
CSg . Dry at 100° and weigh as ASgSg . (d). Uranyl acetate, in presence of 
ammonium salts, precipitates NH4TJO2ASO4 ; by ignition this is converted 
into uranyl pyroarsenate (TJ02)2As207 , and weighed as such. (7). Small 
amounts may be converted into the metallic arsenic mirror by the Marsh 
apparatus and weighed or compared with standard mirrors (Gooch and 
Moseley, C. N., 1891, 70, 207). (8). As'" is converted into As''' by a 

graduated solution of iodine in presence of NaH003 . The end of the 
reaction is shown by the blue color imparted to starch. (9). As'" is oxi- 
dized to As''' by a graduated solution of Z2Cr207, and the excess of 
KgOroO^ determined by a graduated solution of FeSO^ . (10). As"' is con- 

verted to As''' by a weighed quantity of KgOrgO^ with HCl , and the excess 
of chlorine is determined by HI and NagSgOg . (il). As'" is oxidized to 

As''' by a graduated solution of KMnO^ . The end of the reaction is indi- 
cated by the color of the KMnO^ . (1;^). As"'' is reduced to As'" by a grad- 

uated solution of HI . The action takes place in acid solutions. (1^). In 
neutral solution, as arsenate, add an excess of standard AgBro, , and in an 
aliquot part estimate the excess of AgHOj vdth standard HaCl . (14-). His- 
tillation as AsCl^ (Piloty and Stock, J5., 1897, 30, 1649; see also 6'e 4). 
(15). The arsenic compound is converted into AsHg and this passed into a 
solution of standard silver nitrate, the excess of which is estimated with 
standard HaCl or the excess of AgHOg is removed and the arsenous acid 
titrated as in methods (9) or (11). (Id). Small amounts are determined 

by conversion to AsHg and the stain produced on mercury bromide paper 
compared with the stain produced by known amounts of arsenic. (Seeker 
and Smith, 27. S. Bull, Ho. 147, p. 212-214). Many other methods have 
been recommended. 

10. Oxidation. — ^As^"H3 is oxidized to As'" by AgHOg , H2SO3 , H2SO4 , 
and HIO3 ; and to As''' by KMnO^ (Tivoli, Gazzetta, 1889, 19, 630), HHO2 . 
HHO3 , Cl and Br (Parsons, C. 17., 1877, 35, 235). As° is oxidized to As'" 
by H2O2 (Clark, J. (7., 1893, 63, 886), HHO3 , H2SP4 hot. Cl , HCIO , HCIO3 , 
Br , ICBrOg , HlOg , Ag:' (Senderens, C. r., 1887, 104, 175), and to As^ by 
the same reagents in excess except HgSO^ and Ag', which oxidize to As'" 
only. As'" is also oxidized to As''' in presence of acid by PbOj , Cr^; by 
compounds of Co, Hi, and Mn, with more than two bonds; and in 
alkaline mixture by PbOg , Hg20 , HgO , CuO , K2Cr04 , K8Fe(CH)g , etc. 
(Mayer, J, pr.^ 1880 (2), 22, 103). Arsine is oxidized to metallic arsenic by 
HgCl2 (Magencon and Bergeret, J, (7., 1874, 27, 1008), and by As'", the As"' 
also becoming As° (Tivoli, O. 0., 1887, 1097). As''' and As'" are reduced to 
metallic arsenic by fusion with CO , with free carbon, or with carbon com- 
bined, as H2C2O4 , KCH , etc. (7). By SnCl2 (6g) and H3PO2 (6iZ) in strong 
HCl solution; also with greater or less completeness by some free metals, 
such as Cu , Cd , Zn , Mg, etc. Bideal CC, 1885* 51i 292) recommends 
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HCl solution ; also with greater or less completeness hy some free metals, 
such as Cu , Cd , Zn , Mg , etc. Eideal, {C. N., 1885, 51, 292) recommends 
the use of the copper-iron wire couple for the detection of small quantities 
of arsenic by reduction to the elemental state. 0.00000^5 grams may be 
detected. In solution is reduced to As'" by H^POo , H^S , H0SO3 , 
(6e), HCl, HBr, HI (6/), HCHS, etc. As^ and As'" are reduced 
to As"^"H 3 by nascent hydrogen generated by the action of Zu and dilute 
HoSO,, or, in general, by any metal and acid which will give a ready 
generation of hydrogen, as Zn, Sn, Fe, Mg, etc., and HgSO^ and HCl 
(Draper, Dingl, 1872, 204, 320). As'" is reduced to As”'"H3 by nascent 
hydrogen generated in alkaline solution as, A1 and HOH , Zn and HOH , 
sodium amalgam, etc. (separation from antimony) (Davy, Ph. (7., 1876, 
17, 275; Johnson, C. N., 1878, 38, 301). 

§70. Antimony (Stibium) Sb = 120.2. Valence three and five (§11). 

1. Properties. — Specific Gravity, 6.62 (Z. anorgan. Chem., 1902, 177). Melting 
point, 630° (Cir, B. S., 36, 1915). Boiling point, between 1500° and 1700° {B., 
1889, 725). Its molecular weight is unknown, as its vapor density has not been 
taken. Antimony is a lustrous, silver white, brittle and readily pulverizable 
metal. It is but little tarnished in dry air and oxidizes slowly in moist air, forming 
a blackish gray mixture of antimony and antimonous oxide. At a red heat it 
burns in the air or in oxygen with incandescence, forming white inodorous (dis- 
tinction from arsenic) vapors of antimonous oxide. 

2. Occurrence. — Native in considerable quantities in northern Queensland, 
Australia (Mac Ivor, C. N., 1888, 67, 64); as stibnite, SbsSa; as valentinite, Sb^Oj; 
in very many minerals usually combined with other metals as a double sulphide 
(Campbell, PUl, Mag,, 1860, (4), 20, 304; 21, 318). 

3. Preparation. — (a) The sulphide is converted into the oxide by roasting in 

the air, and then reduced by fusion with coal or charcoal. (6) The sulphide is 
fused with charcoal and sodium carbonate: 2Sb2S3 + eWagCOg -|- 3C = 4Sb -\~ 
elTaaS -1- 9CO3 . (c) It is reduced by metallic iron: SbaSs -f 3Pe = 2Sb 4- 3FeS . 

(d) To separate it from other metals with which it is frequently combined 
requires a special process according to the nature of the ore (Dexter, J, pr., 
1839, 18, 449; Pfeifer, A„ 1881, 209, 161). 

4. Osddes. — ^Antimony forms three oxides, SbaOg , Sb204 , and SboOs . (a) 

Antimonous oxide, SbaOg , is formed (i) by the action of dilute nitric acid upon 
Sb®; (2) by precipitating SbCla with NaaCOg or (5) by dissolving Sb® 

in concentrated H2SO4 and precipitating with NaaCOs; (4) by burning antimony 
at a red heat in air or oxygen; (5) by heating Sb204 or SbaOg to 800® (Baubigny, 
C, r., 1897, 124, 499, and 560). It is a white powder, turning yellow upon heat- 
ing and white again upon cooling; melts at a full red heat, becoming crystalline 
upon cooling; slightly soluble in water, fairly soluble in glycerine (56). Anti- 
monous oxide sometimes acts as an acid, SbaOs + 2NraOH = 2!N'aSb02 + HgO; 
but more commonly as a base. Ortho and pyro antimonous acids are known 
in the free state. The meta compound exists only in its salts (£>., 2, 1, 198). 
(6) Diantimony tetroxide, Sb2 04 , is formed by heating Sb® , SbaSg , SbaO^ , 
or Sb205 in the air at a dull red heat for a long time. The antimony in this 
compound is probably not a tetrad, but a chemical union of the triad and 
pentad; 2Sb204 z=: 2Sh'"Shv04 == ShaOs.SbaO^ . It is found native as antimony 
ochre. (<?) Antimonic oxide, ShgOg , is formed by treating Sb® , SbaOa or 
SbaO* with concentrated nitric acid. When heated to 300® it loses oxygen, 
forming Sb204 (Geuther, J, pr., 1871, (2), 4, 438). It is a citron-yellow powder, 
insoluble in water but reddening moist lilue litmus paper. Antimonic acid 
exists in the three * forms, analogous to the arsenic and phosphoric acids, 

♦ Beilstein and Blaose (0. C., 1889, 803) have prepared a number of antlmonates and conclude 
that the acid is always the mota, H SbO, . 
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t. e.y ortho, meta and pyro (Geuther, 1. c., ajid Conrad, G. N.y 1879, 40, 198). The 
ortho acid, HsShO^ is formed by the decomposition of the pentachloride with 
water and washing* until the chloride is all removed (Conrad, 1. c., and Dan- 
bra wa, A.i 1877, 186, 110). The most of the antimonates formed in the wet way 
by precipitation from the acid solution of antimonic chloride are the ortho 
antimonates. By heating* the ortho acid to 200® the meta acid, HShO, , is 
formed. Strong- ignition of ShuOa with potassium nitrate and extraction with 
water gives the potassium metantimonate, KSbOs , and by adding nitric acid 
to a solution of this salt the free acid is formed. The ortho acid dried at 100® 
gives the pyro acid: 2H:sSb04 = H^SbaGy + HaO (Conrad, Z. c.), which upon 
further heating to 200° gives the meta acid. The py^roantimonic acid forms 
two series of salts, M4Sb207 and MaH^ShsOr . The sodium salt WasHjSbaO, 
is insoluble in water and is formed in the quantitative estimation of antimony 
(9), and also in a method for the detection of sodium (§206, 6g). For the latter 
the soluble potassium salt KaHoSb^O, is used as the reagent. It is prepared 
by fusing antimonic acid with a large excess of potassium hydroxide; then 
dissolving, filtering, evaporating and digesting hot, in syrupy solution, with a 
large excess of potassium hydroxide, best in a silver dish, decanting the 
alkaline liquor, and stirring the residue to granulate, dry. This reagent must 
be kept dry, and dissolved when required for use; inasmuch as, in solution, it 
changes to the tetrapotassium pyroantimonate, K4Sb207 , which does not 
precipitate sodium. The reagent is, of course, not applicable in acid solutions. 
The reaction is as follows: KaHaSbaO^ + 2lTaCl = Na^HiSbaOT + 2K01 (§11)- 

The ortho acid, HsSb04 , is sparingly soluble in water, easily soluble in KOH, 
but insoluble in NaOH. The meta acid, HSbO> , is sparingly soluble in water, 
easily soluble in both the fixed alkalis; the pyro acid, H4Sb207 , is sparingly 
(more easily than the meta) soluble in water; the normal fixed alkali salts, 
3a4Sb207 , are soluble in water, also the acid potassium salt, KsH-SbaOT , but 
not the corresponding sodium salt, NasHaSbaOr . 

5. Solubilities. — a. — Metal , — Antimony is attacked but not dissolved by nitric 
acid, forming SbaOj (a) or SbaGg (7>), depending upon the amount and degree 
of concentration of the acid; it is slowly dissolved by hot 3oncentrated sulphuric 
acid, evolving SO2 and forming Sb3(S04)5 (<?); it is insoluble in HCl out of con- 
tact with the airf but the presence of moist air causes the oxidation of a small 
amount of the metal to SbaOs , which is dissolved in the acid without evolution 
of hydrogen (Ditte and Metzner, A. Ch,, 1896, (6), 29, 389). 

The best solvent for antimony is nitric acid, followed by hydrochloric acid or 
nitrohydrochloric acid containing only a small amount of nitric acid, Anti- 
monous chloride, SbCl, , is at first formed (d), but if sufficient nitric acid be 
present this is rapidly changed to antimonic chloride, SbClj (e). If, however, 
too much nitric acid be present, the corresponding oxides (not readily soluble 
in nitric acid) are precipitated (6c). The halogens readily attack the metal 
forming at first the corresponding trihalogen compounds (d). Chlorine and 
bromine (gas) unite with the production of light, and if the halogen be in 
excess, the pentad chloride (e) or bromide is formed (Berthelot and Petit, A, Ch,, 
1891, (6), 18, 65). The pentiodide, Sbl,, , does not appear to exist (Mac Ivor, 
J, O'., 1876, 29, 328). 

{a) 2Sb + 2HN’Os = SbaO, + 2NO + H2O 

(&) 6Sb + IOHITO3 = SSbaO* + lONO + 6H2O 

(c) 2Sb + 6H2SO4 = Sb2(S04), 4- 3SO2 + 6H2O 

(d) 2Sb + 3CI2 = 2SbCl, 

(e) SbCl, + CI2 = SbOl, 

7). — Oandes . — Antimonous oxide, SbaOg , is soluble in 55,000 parts of water at 
15° and in 10,000 parts at 100® (Schulze, J. Pr., 1883, (2), 27, 320); insoluble in 
alcohol; soluble in hydrochloric (a), sulphuric and tartaric (6) acids wdth 
formation of the corresponding salts. The dry ignited oxide is scarcely at all 
soluble in nitric acid; the moist, freshly precipitated oxide, on the other hand, 
dissolves readily in the ailnte or concentrated acid, be it hot or cold. Under 
certain conditions of concentration a portion of the antimony precipitates out 
upon standing as a white crystalline precipitate. It is soluble in the fixed 
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alkali hydroxides with formation of metantimonites (c) (Terreil, A, Ch,, 1866, 
(4), 7, 350). Fixed alkali carbonates dissolve a small amount of the oxide with 
the probable formation of some antimonite (d) (Schneider, Pogg,f 1859, 108, 407). 
It is fairly soluble in glycerine (Kohler, Dingl., 1885, 258, 520). 

(а) Sb.Oa + 6HC1 — 2SbCls + SH^O 

(б) Sb ,03 + H,0,H,Oe = (SbO)aC,H,Oa + H,0 

(c) Sh,0, + 2KOH = 2KSbO, + H^O 

(d) SbaO* + NaaCOs = 2NaSb02 + CO 2 

Antimony tetroxide, Sb 204 , is insoluble in water, slowly dissolved by hot 
concentrated hydrochloric acid. Antimonic oxide, SbaOg , is insoluble in water; 
soluble in hydrochloric and tartaric acids without reduction; hydriodic acid 
dissolves it as antimonous iodide with liberation of iodine (6f)\ slowly soluble 
in concentrated fixed alkalis; soluble in alkaline solution of glycerine (Kohler, 
J, (7., 1886, 50, 428). The hydrated oxides of antimony (acids) have essentially 
the same solubilities as the oxides (4). 

c. — SalU , — ^Antimonous chloride, SbClj , is very deliquescent, decomposed by 
pure water, forming a basic salt; soluble in water strongly acidulated with an 
inorganic acid, or tartaric, citric, or oxalic acids (6&), but not when acidulated 
wn'th acetic acid; it is also soluble in concentrated solutions of the chlorides of 
the alkalis and of the alkaline earths (Atkinson, (7. 1883, 47, 175). The 

bromide and iodide are deliquescent and require moderately concentrated acid to 
keep them in solution. The sulphate, Sb 3 (S 04 ) 3 , dissolves in moderately con- 
centrated sulphuric acid. Antimonous tartrate and the potassium antimonous 
tartrate (tartar-emetic) are soluble in water without acidulation; the latter is 
soluble in glycerine and insoluble in alcohol. The trichloride, bromide and 
iodide are soluble in hot CSo; the chloride and bromide are soluble in alcohol 
without decomposition, but the iodide is partially decomposed by alcohol or 
ether (Mac Ivor, J, G,, 1876, 29, 328). 

The pentachloride, ShCl, , is a liquid, very readily combining with a small 
amount of water to form crystals containing one or four molecules of water. 
The addition of more water decomposes the salt forming the basic salt; if, 
however, a few drops of HCl have been added first, any desired amount of 
water (if added at one time) may be added without causing a precipitation of 
the basic salt. If after acidulation water be added slowly, the basic salt will 
soon be precipitated. 

Antimonous sulphide^ SbgSg , is readily soluble in K2B , and on evapora- 
tion large yellow transparent crystals of K4Sb2S5 are obtained (a) (Ditte, 
( 7 . r., 1886j 102, 168 and 212). It is soluble in moderately concentrated 
HCl with evolution of HjS (&) ; slowly decomposed by boiling with water 
into SbgOg and HgS (c); and on boiling with NH4CI into SbCl, and (^[4)28 
(de Clermont, 0. r., 1 879, 88, 972). Dilute H2SO4 is almost without action, 
dilute HNO3 gives SbgOg (d). Sparingly soluble in hot NH4OH solution, 
soluble in the fixed alkalis (on fusion or boiling) (e) ; insoluble in (NH,),C0, 
(distinction from arsenic); insoluble in the fixed alkali carbonates in the 
cold but on warming they effect complete solution (/) (distinction from 
tin); very sparingly soluble in normal ammonium sulphide; readily soluble 
in yellow ammonium sulphide with oxidation (g) (6e). The pentasulphide, 
SbjS,^ , is insoluble in water; soluble in the alkali sulphides (A), and in the 
fixed alkali carbonates and hydroxides; insoluble in ammonium carbonate 
and sparingly soluble in ammonium hydroxide, more readily when warmed 
(2>., 2, 1, 217). On boiling with water it slowly decomposes into Sb 203 , 
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HgS and S (Mitscherlich, J. pr., 1840, 19, 455). Hydrochloric acid on 
warming dissolves it as SbCl, (i): 

(а) SbsSa + 2K:,S = K,Sh.S, 

(б) Sb,S3 + GECl = 2SbCls + 3H,S 

(c) Sh,S, + 3 H 2 O = Sb.Oa H- 3H,S 

(d) 2Sh,S, 4* 4SNO, = 2SbsOa + 3S. + 4NO + 

(e) 2Sho8;, + 4B:0H = SKSbSs + KSbO^ + 2 H 3 O 

(f) 2Sh,Ss + 2 ]Sra 2 C 03 = 3NaSbS, + NslSW. + 200^ 

(ff) 2Sl),Ss + 6(NH4)2S2 = 4(NH4)3SbS4 + 

(70 Sh,8, + 3(3SrH4).S = 2(3SrH4)3SbS4 

(i) SbaSfi + 6HC1 = 2SbCl3 + SH^S + S. 

d. — Water .* — With the exception of the compounds of antimony with 
some organic acids, as tartaric and citric, all salts of antimony are decom- 
posed by pure WATER. For this reason it will be seen that water is a very 
important reagent in the analysis of antimony salts. The salts with 
inorganic acids all require the presence of some free acid (not acetic) to 
keep them in solution. If the acid be tartaric the further addition of 
water causes no precipitation of the antimony salt. Water decomposes 
the inorganic acid sohitions precipitating the basic salt, setting more acid 
free which dissolves a portion of the basic salt. The addition of more 
water causes a further precipitation and at the same time dilutes the acid 
so that upon the addition of a sufBeient amount of water a nearly com- 
plete precipitation may be obtained. If the precipitate of the basic salt be 
washed with water the acid is gradually displaced, leaving finally the anti- 
mony as oxide. 

With solutions of antimonons chloride the basic salt precipitated is 
white antimonous oxychloride, Sb^ClgOg, Powder of Algaroth,” soluble 
in tartaric acid (distinction from bismuth, §76, 5d) (Mac Ivor, C. N., 1875, 
32 , 229), 4SbCl3 + 5 H 2 O = Sb 4 Cl 205 + lOHCl . The basic salt repeatedly 
washed with water is slowly (rapidly if alkali carbonate be used) changed 
to the oxide, SbgOg (Malaguti, J, pr.y 1835, 6, 253), Sb^ClgOg + H 2 O = 
2 Sb 203 + SHCl . With antimonic chloride, SbClg , the basic salt is 
SbOCla; SbCl, + H^O = SbOClg + 2HC1 (Williams, G. N,, 1871, 24 , 224). 

Solutions of the tartrates of antimony and of antimony and potassium 
are not precipitated on the addition of water; and antimonous chloride 

♦The aoidity of water solutions of certain salts having a weak base and the alkalinity of 
others containing a weak acid is due to a partial decomposition (hydrolysis) of the salt by the 
ions of the water, H» and OH", forming again the original acid and base. N a^COs, instance, 
is split up into the weak non-dissociated HaCOj and the strongly-dissociated NaOH, whose 
OH ions give the “ alkaline reaction." FeCl, in water forms soluble coUoidal Fe(OH)3, which 
may be separated by dialysis from the free HCl resulting or precipitated by addition of a 
neutral salt, as NaCl, to the dilute solution; KCN gives alkaline KOn and non-dissociated 
HCir, readily detected by its odor. In other cases precipitation is caused, as in the treatment 
of bismuth or antimony solutions with water or on heating Xa^ZnO, solution, hydrolysis in 
general being Increased by raising the temperature. The action of water on soap belongs to 
this class. 
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dissolv6d in excess of tartaric or citric acid solution is not precipitated on 
addition of water. 

6. jR6actions.-~<r.— The alkali hydroxides and carbonates precipitate from 
acidulated solutions of inorganic antimonous salts, antimonous oxide,* SbaOg 
(a) (Rose, Pogg., 1825, 8, 441), white, bulky, readily becoming crystalline on 
boiling; sparingly soluble in water (56), readily soluble in excess of the fixed 
alkalis, forming a metantimonite (6) (Terreil, A. C7i., 1866, (4), T, 350); slowly 
soluble in a strong excess of a hot solution of the fixed alkali carbonate (c) 
(distinction from tin); insoluble in ammonium hydroxide or ammonium car- 
bonate. The freshly precipitated oxide is readily soluble in acids (not in acetic 
acid). If the alkaline solution of the antimony be carefully neutralized with 
an acid (not tartaric or citric) the oxide is precipitated (d) and at once dissolved 
by further addition of acid. The presence of tartaric or citric acids prevents 
the precipitation of the oxide by means of the alkalis or alkali carbonates. 

Antimonous oxide acts as a feebly acidic anyhdride toward alkalis, with 
which it combines, dissolving in their solutions and forming antimonites, which 
are found to be monobasic, so far as capable of isolation. Sodium antimonite, 
HaSbOs , is the most stable and the least soluble in water; potassium anti- 

monite, ksbO.^ , is freely soluble in dilute potassium hydroxide solution, but 

decomposed by pure water. By long standing (24 hours), a portion of the 
antimonous oxide deposits from the alkaline solution, and the presence of alkali 
hydrogen carbonates causes a nearly complete separation of that oxide (e). 

(а) 2SbCl8 + 6KOH = Sb^Og + 6KC1 + 

2SbCl8 + SNaaCOg = SboOg + 61TaCl + SCOg 

(б) SbaOa + 2K:0H = 2KSbOa + H^O 

or SbClg + 4KOH == KSbO, -f- 3KC1 + 2HaO 

(c) SbaOg + UaaCOj = 2NaSbOa + CO3 

(d) 2KSbOa + 2HC1 = SbaOg + SKCl + H^O 

(e) 2M’aSb02 + 2NaHC08 = SbaO* + 2NaaC0s + HgO 

Antimonic salts are precipitated under the same conditions as the 
salts. The freshly formed precipitate is the orthoantimonic acid, HaSbO* — 
SbO(OH)8 = SbaOa,3HaO (<z) (Conrad. C, N,, 1879, 40, 198); insoluble in am- 
monium hydroxide or carbonate; soluble, more readily upon warming, m 
excess of the fixed alkali hydroxides and carbonates as metantimonate (6). 

(а) SbCls + 5K0H = SbO(OH)8 + 5KC1 + 

(б) SbO(OH)8 + KOH = KSbO* + 2H3O 

6.— The freshly precipitated antimonous oxide is soluble in oxalic acid, but 
(in* absence of tartaric acid) the antimony soon slowly but completely separates 
out as a white crystalline precipitate; unless an alkali oxalate be present, when 
the soluble double oxalate is formed. The precipitate of antimony oxalate 
dissolves upon the further addition of hydrochloric acid. Freshly precipitated 
antimonic oxide dissolves readily in oxalic acid and does not separate out upon 
standing. Acetic acid precipitates the solutions of antimony sa^ if tartaric 
acid be absent. Potassium cyanide gives a white precipitate with antimonous 
salts soluble in excess of the cyanides. 

With potassium ferrocyauide antimonous chloride (not tartrate) gives a 
white precipitate, soluble in hydrochloric acid (distinction from tm), or fixed 
alkali hydroxides (Warren, (7. N; 1888, 67, 124). Potassium ferncyanide is 
reduced to ferrocyanide by antimonous salts in alkaline solution (Baumann, 

Z. angew., 1892, 117). . x- x 

c. — Prom the solutions of the fixed alkali antimonites or antimonatee the 
oxides or hydrated oxides (acids) are precipitated upon neutralization 
nitric acid (or other inorganic acids); the freshly formed precipitates readily 

* MfingoTni fkin (page 186) says the precipitate formed by the action of alkalis upon antimonous 
salts is the meta acid, HSbOs. 
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dissolving in an excess of the acid. Antimonous nitrate is very unstable and 
the antimonic nitrate is not known to exist. It is quite probable that these 
solutions in nitric acid are merely solutions of some of the hydrated oxides 
(acids). 

d. Compounds of antimonj' with the acids of phosphorus are not kno^, 
(!N’a2HP04 does not precipitate antimony salts, separation from tin, §71, 6a). 

e. Hydrogen, sulphide precipitates, from acid * solutions of antimonous 
salts, antimonous sulphide (a), SbgSg, orange-red; in neutral solutions 
(tartrates) the precipitation is incomplete. In strong fixed alkali solu- 
tions (6a) the precipitation is prevented, or rather the sulphide first 
formed (5) is at once dissolved in the excess of the fixed alkali (c), sparingly 
in NH4OH . The alkali sulphides give the same precipitate sparingly 
soluble in normal ammonium sulphide, readily soluble in the fixed alkali 
sulphides (d) and in yellow ammonium sulphide (e). Antimonous sulphide 
is slowly decomposed by boiling water (f ) ; insoluble in ammonium carbon- 
ate (distinction from As) ; slowly soluble in boiling solution of the fixed 
alkali carbonates (g) (distinction from Sn) ; soluble in hot moderately con- 
centrated hydrochloric acid (h) (distinction from arsenic). The alkaline 
solutions of antimonous sulphide are oxidized upon standing by the oxygen 
of the air or rapidly in the presence of sulphur (e); from the alkaline solu- 
tions hydrochloric acid precipitates the antimony as trisulphide, penta 
sulphide or a mixture of these, depending upon the degree of oxidation (i), 

(a) 2 SbCl 3 -f 3 H 2 S = SbaSg + 6HC1 

(&) 2KSb02 -f 3 H 2 S = + 2HOH -f 2 H 2 O 

(c) 2Sb2Ss + 4KOH = SKSbSa -h KSbO^ -f 2 H 2 O 

(d) SbjS* + K^S = 2B:SbS2 

(e) ZSb^S, + 6(NH4)2S, = 4(NH4)3SbS4 + S* 

(f) Sb^S, -f 3H2O = Sb^O, -h 3H2S 

(g) 2Sb2S8 -h 2K2COS = SKSbSa + KSbO^ -f 200 * 

(h) SbjSs + 6HC1 = 2SbCl8 + SH^S 

(i) SKSbSa + KSbOa H- 4HC1 = 2Sb,S8 -f 4KC1 -f- 2H3O 

or 2(NH4)8SbS4 + 6HC1 = Sb^S^ -f 6NH4CI -j- SH^S 

Hydrosulphurio acid f and alkali sulphides precipitate (under like condi- 
tions as for antimonous salts), from solutions of antimonic salts, antimonic 
sulphide, SbaSg , orange, having the same solubilities as the tri-sulphide. 
The alkaline solution of the sulphide consists chiefly of the ortho-thioanti- 
monate instead of the meta, as in antimonous compounds. SbgSg ■+ 

= 2 K 8 SbS 4 ; 4Sb2S5 + 18K0H = SKgSbS^ + SKSbOg + QHgO . When 
dissolved in HCl the penta-sulphide is reduced to SbClg with liberation 
of sulphur, Sb^S^ + 6HC1 = SSbCl^ -f SH^S + . 


* Aooordlng to Lovlton (X 0., 1888, 54, S92) the precipitation takes place in the presence of 
quite strong hydrochloric acid (one to one) separation from tin, which is precipitated only when 
three or more parts of water are present to one of the add. See also Noyes and Bray, X Am, 


5oc., 29* 137 (1917). 

t In order to precipitate pure antimonic sulphide, the solution of the antimonic salt must be 
cold, and the hydrogen sulphide added rapidly. If the solution be warmed or the hydrogen sul- 
phide added slowly more or less antimonous sulphide Is precipitated (B6sek, J. C, 1896, 67, 516), 
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All salts of antimony when warmed with sodium thiosulphate, Na^SjOs , 
are precipitated as the sulphide (separation of arsenic and antimony) 2Sb01, 

-I- 3&a SO, + 3H,0 = Sb,S, -f- 3 Wa 2 S 04 4- 6HC1 . Sulphurous acid reduces 
antimonic salts to antimonous salts (Knorre, i?. 1888, 155). Sulphates of 

antimony are not prepared by precipitation, but by boiling* the oxides with 
strong- sulphuric acid. They dissolve only in very strongly acidulated water. 


f . — Antimony occurs most frequently for analysis as the chlorides; it is 
therefore important that the sti-dent familiarize himself ivith the deport- 
ment of these salts with the various reagents, used in qualitative analysis. 
The most important of the properties have been discussed under 5(Z, c, d. 
Hydrochloric acid, or any other inorganic acid, carefully added to a solu- 
tion of antimony salts in. the fixed alkalis will precipitate the correspond- 
ing oxide or hydrated oxide, soluble upon further addition of the acid. 
Potassium iodide added to antimonous chloride solution, not too strongly 
acid, gives a yellow precipitate of antimonous iodide, soluble in hydro- 
chloric acid. The precipitation does not take place in the presence of 
tartaric or oxalic acids. Hydriodio acid (or potassium iodide in acidu- 
lated solutions) added to solutions of antimonic salts causes a reduction 
of the antimony to an atitimonous salt with liberation of iodine (distinc- 
tion from Sn^: ShClg + 2 HI = SbOl^ + ^HCl + . The iodine may be 

detected by heating and obtaining the violet vapors, or by adding carbon 
disulphide and shaking. It should be remembered that the solution to 
be tested must be acid, for in alkaline solutions the reverse action takes 
place, iodine oxidizing antimonous salts to antimonic salts: SbClg 
8K0H + = KgSbO, + 2 KI + 3KC1 + 4 H 3 O (Weller, A., 1882, 213, 

364). Also the absence of other oxidizing agents which liberate iodine 
from hydriodic acid must be assured. 


a , — If antimony and arsenic compounds occurring together are strongly 
03 ddized with nitric acid there is danger that the insoluble precipitate of anti- 
monic oxide may contain arsenic, as antimonic arsenate, insoluble (Menschut- 
kin). Stannous chloride reduces antimonic compounds to the antimonous 
conition, but in no case causes a precipitation of the metal (distinction from 
arsenic). 

Ji . — Antimonous salts in acid, neutral or alkaline solution, rapidly reduce 
solutions of chromates to chromic compounds. Acid solutions of antimonous 
salts reduce solutions of manganates and permanganates to manganous salts; 
with alkaline solutions to manganese dioxide. These reactions are capable of 
quantitative application in absence of other reducing agents. The antimony is 
oxidized to the antimonic condition (9 and 10) . 

i , — An antimonous compound when evaporated on a water bath with an 
ammoniacal solution of silver nitrate gives a black precipitate (Bunsen, A., 
1865, 106, 1). A solution of an antimonous compound in fixed alkali wh^ 
treated with a solution of silver nitrate gives a heavy black precipitate ot 
metallic silver, insoluble in ammonium hydroxide, and thus separated :^om tne 
precipitated silver oxide. If instead of a water solution of silver nitrate, a 
solution with great excess of ammonium hydroxide (one to sixteen) be added, 
no precipitation occurs in the cold (distinction from Sn'') ; nor upon heating 
until the excess of ammonia has been driven off. Antimoliates with silver 
nitrate give a white precipitate of silver antimonate, soluble in ammonium 
hydroxide. 
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/. — Stibine* — By the action of zinc and sulphuric or hydrochloric acid all 
compounds of antimony are first reduced to the metallic state. The 
formation of stibine is a secondary reaction and requires the moderately 
rapid generation of hydrogen in acid solution. If a few drops of a solu- 
tion of an antimony salt, acidulated with hydrochloric acid, be placed 
upon a platinum foil and a small piece of zinc be added, the antimony is 
immediately deposited as a black stain or coating adhering firmly to the 
platinum; SSbClg = ^Sb + 3ZnCL^ . In this test tin, if present, 

deposits as a loose spongy mass, while arsenic, if present, does not adherti 
so firmly to the platinum as the antimony. In the presence of arsenic 
this test should be applied with caution under a hood as a portion of the 
arsenic is almost immediately evolved as arsine (§69, G'&). 

If hydrogen be generated more abundantly than in the operation above 
mentioned, by zinc and dilute sulphuric or hydrochloric acid, the gaseous 
antimony hydride, stibine, SbHg , is obtained for examination. For com- 
parison with arsine and details of manipulation see Marshes Test ” under 
arsenic (§69, 6'a) : 

Sb,0, -f 6Zn + GHaSO, z= 6ZnSO, + 3H,0 + SSbH, 

SbCla -f SZxL -1- EHCl = SZnCls + SbHs 

Stibine is a colorless, odorless gas, not nearly so poisonous as arsine. It 
burns with a luminous and faintly bluish-green flame, dissipating vapors 
of antimonous oxide and of water (a); or depositing antimony on cold 
porcelain held in the flame, as a lusterless brownish-black spot (6). The 
gas is also decomposed by passing through a small glass tube heated to 
low redness (c), forming a lustrous ring or mirror in the tube. The stibine 
is decomposed more readily by heat than the arsine and the mirror is 
deposited on both sides of the heated portion of the glass tube. The spots 
and mirror of antimony are compared with those^ of arsenic in §69, 6'c. 
The antimony in stibine is deposited as the metal when the gas is passed 
into a concentrated solution of fixed alkali hydroxide or when it is passed 
through a U tube filled with solid caustic potash or soda-lime (distinction 
and separation from arsenic). 

(a) SSbHs + 30, = SbaOa -f SH^O 
(D) 4SbH, + 30^ = 4Sb -h 6H,0 
(c) 2SbH, = 2Sb -f- SHa 

When the antimony hydride (stibine) is passed into a solution of silver 
nitrate, the silver is reduced, leaving the antimony with the silver, as 
antimonous argentide, SbAgg , a black precipitate, distinction from arsenic, 
which enters into solution (§69, 6'a and b ) ; SbHg -f* SAglTOa = SbAgj 
3HNO3 , The precipitate should be filtered and washed free from unde- 
composed silver salt (and arsenous acid, if that be present), and dissolved 
with dilute hydrochloric acid (HCl does not dissolve uncombined anti- 
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mony, 5a) : SbAgg + 6HC1 = SbClj + SAgCl + , The solution con- 

sists of antimonous chloride, leaving silver chloride as a precipitate. 
However, in the excess of hydrochloric acid used a small portion of the 
silver chloride may be dissolved (§59, 5c), interfering with the final test 
for the antimony. If this be the ease the silver should be removed by a 
drop of potassimn iodide (8). 

StiMne is not evolved by the action of strong SOH upon zinc or aJuminum, 
nor by sodium amalgam in neutral or alkaline solution (distinction from triad 
arsenic); the antimony is precipitated as the metal (Fleitmann, J, <7., 1852, 4, 
329). Stibine is slowly oxidized by sulphur to SbgSa in the sunlight at ordinary 
temperature and rapidly when the sulphur (in a XJ tube mixed with glass wool) 
is heated to 100°. The reaction takes place according to the following equation: 
2 SbH 3 4- 3So = Sb.Ss + 3 H 2 S (Jones, J, C„ 1876, 29, 645). 

7. Ignition. — By ignition in the absence of reducing agents, antimonic acid 
and anhydride are reduced to antimonous antimonate, Sb^OsjSbyOB or SbaO* 
(Sb^'ShvO*), a compound unchanged at a dull red heat, but when heated to 
800° this oxide is further reduced to antimonous oxide (4b). 

The antimonates of the fixed alkali metals are noi. vaporized or decomposed 
when ignited in the absence of reducing agents; hence, by fusion in the crucible 
with sodium carbonate and oxidizing agents, i, e., with sodium nitrate and car- 
bonate, the compounds of antimony are converted into non-volatile sodium 
pyroantimonate, Na^SbaO^ , and arsenic compounds if present are at the same 
time changed to sodium orthoarsenate, !Kra 3 As 04 . If now the fused mass be 
digested and disintegrated in cold water and filtered, the antimonate is sepa- 
rated as a residue, (4c), while the arsenate remains in solution 

with the excess of alkali. The operation is much more satisfactory when the 
arsenic and antimony are previously fully oxidized — as by digestion "with nitric 
acid — as the oxidation by fusion in the crucible is not effected soon enough to 
retain all the arsenic or antimony which may be in the state of lower oxides, 
sulphides, etc. If compounds of tin are present in the operation — and if the 
fusion is not done with excess of heat, so as to convert sodium nitrite to caustic 
soda and form the soluble sodium stannate — the tin will be left as stannic oxide, 
SnOg , in the residue with the NagHgSbgOT . But if sodium hydroxide is added 
in the operation, the tin is separated as stannate in solution with the arsenic 
(Meyer, J. C., 1849, 1, 388). 

All compounds of antimony are completely reduced in the dry way on char- 
coal with sodium carbonate, more rapidly with potassium cyanide; the metal 
fusing to a brittle globule. The reduced metal rapidly oxidizes, the white 
antimonous oxide rising in fumes, and making a crystalline deposit on the 
support. If now ammonium sulphide be added to this white sublimate, an 
orange precipitate is a sure indication of the presence of antimony (Johnstone, 
C, N., 1883, 58, 296). The same white oxide is formed on heating antimony or 
its sulphides in a glass tube, through which air is allowed to pass. 

8. Detection. — ^Antimony is precipitated;, from the solution acidulated 
with hydrochloric acid, in the second group by hydrosulphuric acid as the 
sulphide (6e). By its solution in yellow ammonium sulphide * it is sepa- 
rated from Hg , Pb , Bi , Cu , and Cd . In the Marsh apparatus the anti- 
mony is precipitated on the Zn as the metal, a portion being still further 
reduced to stibine. By passing the gases, stibine and arsine, into AglTOg 
solution, the antimony is precipitated as SbAgg , antimony argentide, sepa- 


♦ Antimony as sulphide solution in potassium sulphide may be detected electrolytlcally, beinaf 
fteposited as Sto®* Dehcate to one part in 1,600,000 (Kohn, J. Soc. Ind., 1891, 10, 837). 
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rating it from the arsenic which is oxidized and passes into solution as 
arsenous acid. The SbAg3 is dissolved in HCl and the presence of the 
antimony is confirmed by the precipitation of the orange colored sulphide 
with HjS . Study text at 6 and §84 to §89. For distinction between Sb'^ 
and Sb'" see §89, 

9 . Estimation. — (1) Tartaric acid and water are added to SbCls, which is 

then precipitated by B^S as SbsSs , and after washing on a weighed Gooch 
iMter, it is heated to 230® in a stream of CO2 , in order to exclude oxygen, and 
weighed. (^) Antimonous oxide, sulphide, or any oxysalt of antimony is first 
boiled with fuming nitric acid, which converts it into Sb206 , and then by ignition 
it is reduced to 80204 , and weighed as such. (S) The trichloride is precipitated 
by gallic acid, and weighed after drying at 100®. {4) In the presence of tin 

and lead oxidize the hydrochloric acid solution of the salts with KCIO3 (the tin 
must be present as Sn*^) and distil in a current of HCl. The stannic and anti- 
mony chlorides are volatile (separation from lead). To the distillate add metalhc 
iron, obtaining stannous chloride and metallic antimony j filter and wash (sep- 
aration from tin). Fuse the precipitate with sodium nitrate and sodium car- 
bonate, digest the fused mass with cold water, filter, wash, dry and weigh as 
NasHaSbaOr (7) (Tookey, J, C., 1862, 16 , 462; and Thiele, A., 1894, 263 , 361). 
(5) For estimation of antimony and separation from arsenic and tin by the use 
of oxalic acid, see Lessen (Z., 1888, 27 , 218) and Clarke (C. N., 1870, 21 , 124). 
{6) VolumetncaUy. The antimony compound is converted into stibine (6;) 
and the gas passed into standard silver nitrate solution. The solution is filtered 
and the excess of silver nitrate is titrated with standard sodium chloride. If 
arsenic be present it must also be estimated (§ 69 , 9 and the true amount 

of antimony present computed from the two determinations (Houzeau, J. C., 
1873, 26 , 407). (7) Sb'" is oxidized to SM in presence of NaHOOs by a standard 

solution of iodine. The end of the reaction is shown by the blue color riven to 
starch. (8) Sb'" is oxidized by KOlOs in strong HOI solution to SbCls* KI 
is added, which reduces the Sb^ to Sb'" with the liberation of I2, which is titrated 
with Na2S20s solution. {9) Sb'" is oxidized to Sb''^ in presence of H2C4H4O6 
by EMn04 . {10) Sb'" is oxidized to Sb^ by K2Cr207 , and the excess of K2Cr207 

used is determined by a standard solution of FeS04 , K8Fe(GN)6 being used to 
show the end of the reaction. {11) The antimony as the triad salt is treated with 
an excess of standard ^Pe(CN)e ; the excess of which is estimated in a gas 
apparatus with HjOj (Baumann, angew,, 1892 , 117). 

10. Oxidation. — Stibine, SbHg , is decomposed by heat alone into anti- 
mony and hydrogen (6/). By burning in the air it is oxidized to SbsO^ 
and H 2 O . Passed into a solution of silver nitrate, SbAgg is produced, or 
passed into a solution of antimonous chloride or potassium hydroxide, 
sp. gr. 1.25, metallic antimony is produced. Excess of chlorine, bromine, 
or nitric acid in presence of water oxidizes it to Sb^ ; but if the SbHg be in 
excess metallic antimony is precipitated. With excess of iodine in pres- 
ence of water SV" is produced; if the stibine be in excess metallic anti- 
mony. Metallic antimony is oxidized by nitric acid, chlorine or bromine 
to Sb'" or Sb"'^, depending upon the amount of these reagents and the 
temperature. Iodine oxidizes the metal to Sb'" only, except in alkaline 
mixtures when Sb'^ is formed. 

Antimonous compounds are oxidized to antimonic compounds by 01, 
Br, HNOs , K^Ct^Oj , and KMnO^ ; by silver oxide in presence of the fixed 
alkalis (6i); by gold chloride in hydrochloric acid solution, gold being 



deposited as a yellow precipitate (§73, 10). The antimony is precipitated 
as ShjOj unless sufficient acid be present to dissolve the oxide : 4AuClj + 
SSb^Oj + GHjO = 4:Au 4- SSb^Oj + 13HC1 . 

Antimonic compounds are reduced to antimonous compounds by HI m 
and by SnCL (§69 and §71, 10); the antimony not being further reduced 
(distinction from As). Antimonic and antimonous compounds are reduced 
to the metallic state by Pb, Sn, Bi, Cu, Cd, Fe, Zn, and Mg ; but in 
the presence of dilute acids and metals which evolve hydrogen the antimony 
is still further reduced to stibine. Iron alone or in the presence of plat- 
inum (iron platinum wire couple) precipitates the antimony from acid solu- 
tions as ; 0.000012 grams can be detected (Eideal, C. N., 1885, 61, 292). 

Sodium amalgam with dilute sulphuric acid evolves stibine from all 
antimony solutions (Van Bylert, B,, 1890, 23, 2968) but the generation 
of hydrogen in alkaline solution, i, e., Zn + KOH, causes the reduction 
of the antimony salt to the metal only, in no case evolving stibine. 

§71. Tin (Stannum). Sn = 118.7. Valence two and four. 

1. Properties. — Specific gravity. 7.2984 (Rammelsberg, E., 1870, 3, 724) ; melting 
point, 231.68° (CaUendar and Griffiths, C. V., 1891, 63, 2). Boils at 2275° 
(Greenwood, Proc. Roy. Soc., 82, 396, 1908). Does not distil in a vacuum at 
a red heat (Schuller, 1884, 1550). Tin is a silver white metal, does not tarnish 
readily in pure air. At a red heat it decomposes steam with evolution of 
hydrogen; at a white heat it burns in the air with a dazzling white light, forming 
SnOs . It is softer than gold and harder than lead, can readily be hammered 
or rolled into thin sheets (tinfoil); at 100° it can be drawn into wire and at 
200° can be pulverized. Tin possesses a strong tendency to crystalline struc- 
ture, and when bar or block tin is bent a marked decrepitation ‘^Zinngeschrei'' 
(Levol, A. Ch.y 1859, (3), 66, 110) is noticed, due to the friction of the crystals. 
Block tin exposed to severe cold (winter of 1867-68, at St. Petersburg, —39°) 
crumbles to a grayish powder (Fritsche, B., 1869, 2, 112), considered to be an 
ailotropic modification. This same property of crumbling is noticed in samples 
of tin that have been preserved several hundred years (Schertel, J. pr.. 1879, 
2, 19, 322). The grayish powder is an ailotropic modification of tin, the tran- 
sition temperature being 20° C. Tin forms alloys with many metals. Bronze 
consists of copper and tin, brass frequently contains from two to five per cent of 
tin, solder consists of lead and tin. All the easily fusible metals as Wood’s metal, 
etc., contain tin. For many references concerning tin alloys, see Watts (IV, 720). 

2. Occurrence. — The chief ore of tin is cassiterite or tinstone, a nearly pure 
crystallized dioxide, Sn02 ; found in England, Australia, Malay Peninsula, 
Bolivia, Mexico, and to a very limited extent in the United States; (Z>., 2, 1, 643). 
Stannite, Gu 2 FeSnS 4 , is found in small quantities in various tin veins. 

3. Preparation. — The reducing agent employed is carbon. The impure ore, 
SnO, , is first roasted, which removes some of the arsenic as As^O, , and some 
of the sulphur as SO 2 . Then, by washing, the soluble and some of the in- 
soluble impurities are washed away, the heavier SnO^ remaining. It is then 
fused with powdered coal, lime being introduced to form a fusible slag with 
the earthy impurities. It is refined by repeated fusion. Strictly pure tin is 
best made by treating the refined tin with IKN'Os , and then reducing the oxide 
thus formed by fusion with charcoal; or by reducing the purified chloride. 

4. Oxides and Hydroxides. — Tin forms two stable oxides and corresponding 
classes of salts; stannous oxide, SnO , black or blue black, and stannic oxide, 
SnO^ , white; the latter acts both as a base, in stannic salts, and as an anhy- 
dride, in stannates. Stannotis oxide is formed (I) by precipitating SnCl^ with 
XsCO, , washing with boiled water in absence of air, drying at 80® or lower; 
then dehydrating by heating in an atmosphere of hydrogen or carbon dioxide 
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(Long»e, (7. (7., i8R6, 34); (2) by melting a mixture of SnClj and NaaCO* with 
stirring until it becomes black, and removing the ITaCl by washing (Sandal, 
Phil. Mag., 1838, (3), 12, 216; Bdttger, A., 1839, 29, 87). Stamvous hydroxide, 
Sn,(0H)2*, white to yellowish white, is formed by adding alkalis or alkali 
carbonates to stannous chloride, washing and drying at a low temperature 
(Ditte, A. C1i„ 1882, (5), 27, 145). (§12.) 

Stannic oxide exists in two forms, crystalline and amorphous. The native 
tinstone is nearly xmre crystalline SnOg . For preparation see Bourgeois {C. r., 
1887, 104, 231) and Levy and Bourgeois ((7. r., 1882, 94, 1365). Amorphous SnO, 
is formed (i) by heating tin in the air to a white heat; (2) stannic salts are 
precipitated by alkali carbonates, the precipitate washed and ignited; (3) tin 
is oxidized by nitric acid; (4) tin filings are ignited in a retort with HgO 
(Z>., 2, 1, 647). Stannic hydroxide or stannic acid exists in two forms: (1) Nor- 
mal stannic acid, SnO(OH)2 = HaSnOj , is formed when a solution of stannic 
chloride is precipitated by barium or calcium carbonate (Freing, Pogg., 1842, 55, 
519); if an alkali carbonate be used some alkali stannate is also formed. (2) 
Metastannic acid, HjoSHbOis. , is formed by decomposition of tin with nitric 
acid (Hay, G. N., 1870, 22, 298; Scott, C. N,, 1870, 22, 322); insoluble in acids but 
changed on standing with acids to normal stannic acid, which is readily soluble 
in acids (5&). It is also formed when stannic chloride is boiled in concen- 
trated solution with most of the alkali salts: 5SnCl4 20N‘a2SO4 -I7 ISHjO = 
HioSUbOib 4- 20NaCl 4- 20KraHSO4 , or according to Fresenius (16th edition), 
271: Si].Cl4 -{- 4N^S04 4“ 4H2O = Sii(OB[)4 4“ 4NaGl 4“ 4NaJG[S04 . It is also 
formed together with hydrochloric acid when stannic chloride is boiled with a 
large excess of water. 

5. Solubilities. — a. — Metal. — Tin dissolves in hydrochloric acid slowly when 
the acid is dilute and cold, but rapidly when hot and concentrated, stannous 
chloride and hydrogen being produced (a); in dilute sulphuric acid slowly, with 
separation of hydrogen (6), (not at all even in hot acid if more dilute than 
H 2 SO 4 . 6 H 2 O (Ditte, A. Ch.f (5), 27, 145)* in hot concentrated sulphuric acid 
rapidly, with separation of sulphurous anhydride and sulphur (c) ; nitric acid, 
rapidly converts it into metastannic acid, insoluble in acids (d); very dilute 
nitric acid dissolves it without evolution of gas as stannous nitrate and ammo- 
nium nitrate (e) (Maumen4, BL, (2), 36, 598); nitro-hydrochloric acid dis- 
solves tin easily as stannic chloride (f), potassium hydroxide solution dissolves 
it very slowly, and by atmospheric oxidation (g); or, at high temperatures, 
with evolution of hydrogen (h). Bromine vapors readily attack melted tin 
with formation of SnBr4 , colorless crystals, melting point 30® (Carnelley and 
O^Shea^ J. C., 1878, 33^ 55). Dry chlorine gas attacks tin readily in the cold, 
producing stannic chloride as vapor or colorless liquid. The action is vigorous 
enough in strong chlorine to produce a flame. 

(а) Sn 4- 2HC1 = SnCl^ 4- 

(б) Sn + H^SO* = SnSO, 4- H* 

(c) Sn 4- 2HaSO, = SnSO^ 4- 4- SO, 

and then 4SnS04 4- SSO^ 4- 4H2SO4 = 4811(804)* 4- S* 4- 4H*0 

id) 15Sn 4- 2OHNO4 -f 5H*0 = SHioShbOib 4- 20NO 

(e) 4Sn 4- lOHNTO, = 4Sn(N03)a 4- 3H*0 4- NH4NO, 

if) Sn 4- 201* = SnCl4 

ig) 2Sn + 4KOH 4~ O* = 2K*S2iO* 4- 2H*0 

ih) Sn 4- 2KOH = K*SnO* + H* 

6. — Oxides. — Stannous oxide is insoluble in water, soluble in acids (Ditte, A. (fh.^ 
1882, (5), 27, 145; Weber, J, (7., 1882, 42, 1266), oxidized by nitric acid when 
heated, forming the insoluble metastannic acid. Stannous hydroxide is readily 
soluble in all the solvents of the oxide, and is also readily soluble in flxed 
alkali hydroxides. Siannic oxide, SnO* , is insoluble in water; soluble with 
difficulty in alkalis; insoluble in acids except in concentrated H2SO4 (D., 2, 1, 
648). Sulphur forms SnS* and SO*; chlorine forms SnCl4 (Weber, Pogg., 1861, 
112, 619). Normal stannic acid. HaSnO* , freshly precipitated, is soluble in 

♦According to other authorities Sn(OH)a does not exist, but a hydrated oxide it formed, 
9nO . 8ii(OH)* (Graham-Otto, a, 2, 1267; D., 2, 1, 657; Gmelln-Kraat, 8, 107). 
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fixed alkaU hydroxides and in acids (Ditte, C. r., 1 ^ 7 , 104 , 172 }; m^luble m 
water and chWd by hot nitric acid to the insoluble meta^nmc acid. Met^- 
stannic add, HioSnjOu , is insoluble in water and acids, HCl d^ges it to 
metastannic chloride insoluble in the acid, but soluble in water after removal 
of the acid; soluble in the fixed alkalis as metastannates, which are sol^le in 
water and precipitated by acids. Metastannic acid in contact with Sul is 
gradually changed to stannic acid (Barfoed, /. pr., 1867, 101, 368). 

— Salts, — The sulphides and phosphates of tin are insoluble in water, also 
stannous oxychloride; stannous sulphate,* bromide and iodide, and stannic 
chloride and bromide dissolve in pure water with little or no decomposition 
rPersonne, <7, r., 1862, 54, 216; and Carnelley and O’Shea, 0., 1878, 33, 55). 
Stannous chloride is soluble in less than two parts of water (Engel, A, 0/i., 1891, 
(6) 17 347) * but more water decomposes it, unless a strong excess of acid be 
present: 2SrLCU + H,0 = SnO.SnCl, + 2HC1 . Pure stannic chloride is a 
liquid: sp, gr,, 2.2; boiling point, 114® (Walden, Z. pk. CA., 43); solidifies at 
-33'’ (Besson, C. r., 1889, 109, 940). The liquid combines with water, hberating 
heat to form crystals of SnCl 4 . 3 H 20 , which are readily soluble in excess of water 
(D,, 2, 1, 662). Stannic chloride is completely decomposed by boihng water. 
The nitrates of tin are very easily decomposed by water and require free acid 
to keep them in solution (Weber^ /. pr., 1882. (2) 26, 121; Montemartini, 
Gazzetta, 1892, 22, 384). Stannic iodide is readily soluble m water (Schneider, 
Poaa., 1866, 127, 624). Stannic sulphate is easily soluble in water, but is de- 
composed by a large excess (Ditte, C. r., 1887, 104, 171). Stannoip and stannic 
chloride, and stannic iodide are soluble in alcohol. Staimous nitrate and stanmc 
sulphate, and bromide are deliquescent. Stannous sulphide is insoluble m water, 
soluble in HCl with formation of HgS; decomposed by HNO, ;^th oxidation to 
metastannic acid; insoluble in solution of the normal alkali sulphides, but soluble m 
the polysulphides with oxidation to a stannic compound (6e). Stannic sulphide is 
soluble in HOI , with evolution of H 2 S ; and in solutions of the alkali sulphides. 

6. Eeactions.— a. Alkali hydroxides and carbonates precipitate from solu- 
tions of stannous salts, stannous hydroxide^ Sn(0H)2 (4), white, readily soluble 
in excess of the fi.xed alkali hydroxides, insoluble in water, ammonium hy- 
droxide and the alkali carbonates (distinction from antimony). It is also 
precipitated by barium carbonate in the cold (Schaffner, A,^ 1844, 61, 174). 
SnCl, + 2KOH = S 2 L(OH)a + 2KC1 

Sn(OH), + 2B:0H = K*SnO, + 3H,0 
SnCla + 4KOH = KaSnO, + 2KC1 -f 2H*0 
SnCU + NaaCO* 4- H,0 = Sii(OH )3 + 2HaCl + CO, 


By gently heating the solution of potassium stannite, K 2 S 11 O 2 , crystalline 
stannous oxide, SnO , is formed. By rapid boiling of a strong potassium 
hydroxide solution of stannous hydroxide part of the tin is oxidized and 
the remainder precipitated as metallic tin; 2K2Sn02 + = Sn + 

KgSnOj + 2K0H . The reaction proceeds more rapidly upon the addition 
of a little tartaric acid. Stannic salts are precipitated by alkali hydroxides 
and carbonates as stannic acidy H 2 Sn 03 soluble in excess of the fixed alkali 
hydroxides, insoluble in ammonium hydroxide and the alkali carbonates 
(Ditte, A. CK 1897 (6), 30, 282). 

SnCl* + 4K0H = HaSnO, + 4K01 -j- H,0 

H,S 2 iO,,+ 2KOH = K,SnO, + 2H,0 
SnCl, + 6KOH = K,SiiO, + 4KC1 + 3H,0 
SnCl, + 3Ha,CO, + H,0 = H,SnO, + 4NaCl + 200, 


♦ Stannous sulphate is decomposed by an excess of cold water forming 2 S 11 SO 4 . 4 fi 1 aO. 8 HaO | 
flTui by a arrmU amount of hot water forming j^nS 04 . 2 Sii 0 (Ditte, A, Ch.^ 1882, (5), 27, 161). 
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Metastannic salts are precipitated as metastannic acid soluble in potassium 
hydroxide not too concentrated, not readily soluble in sodium hydroxide, 
insoluble in ammonium hydroxide excepting when freshly precipitated in 
the* cold, and the alkali carbonates. 

6. — Oxalic acid forms a -white crystalline precipitate with a nearly neutral 
solution of stannous chloride, soluble in hydrochloric acid, not readily soluble 
in ammonium chloride. If a nearly neutral solution of stannous chloride be 
added drop by drop to a solution of ammonium oxalate, the -white precipitate 
which forms at once dissolves in the excess of the ammonium oxalate. Stannic 
chloride is not precipitated by oxalic acid or ammonium oxalate (Hausmann 
andLoewenthal, A., 1854, 89, 104). 

Potassium cyanide precipitates both stannous and stannic salts, white, in- 
soluble in excess of the cyanides. Potassium ferrocyanide precipitates from 
stannous chloride solution stannous ferrocyanide^ ^ , white, insoluble 

in -water, solub]|p in hot concentrated hydrochloric acid. From stanmc cMoride 
is precipitated a greenish white gelatinous precipitate, soluble in hot hydro- 
chloric acid, but reprecipitated upon cooling (distinction from antimony) 
(Wyrouboff, A, CK 1876, (5), 8, 458). Potassium ferricyanide precipitates from 
solutions of stannous chloride, stannous ferricyanide, S2I3 (Fe(CN)o )2 , white, 
readily soluble in hydrochloric acid. On warming, the ferricyanide is reduced 
to ferrocyanide -with oxidation of the tin. No precipitate is formed by the 
ferricyanide with s-tannic chloride. 

c, — ^The nitrates of tin are not stable. Stannous nitrate is dellQuescent and 
soon decomposes on standing exposed to the air. Stannous salts when heated 
with nitric acid are precipitated as SzlO^; hut if stannous chloride be warmed 
with a mixture of equal parts of nitric and hydrochloric acids, stannic chloride 
and ammonium chloride are formed (Kestner, A. C7i., 1860, (3), 58, 471), 

d, — ^Hypophosphorous acid does not form a precipitate -with stanimus or 
stannic chlorides, nor are these salts reduced when boiled with the acid. Sodium 
hypophosphite forms a white precipitate with stannous chloride, soluble in 
excess of hydrochloric acid; no precipitate is formed -with stannic chlonde. 
Phosphoric acid and soluble phosphates precipitate from solutions of stannous 
salts, not too strongly acid, stannous phosphate, white, of variable composition, 
soluble in some acids and KOH; insoluble in water (Lenssen, A., 1860, 114, 
113). With stannic chloride a white gelatinous precipitate is formed, soluble 
in HCl and KOH , insoluble in HNO* and HO,H,Os . If the stannic chloride be 
dissolved in excess of ITaOBC before the addition of IKTaaHPO* and the mixture 
then acidulated with nitric acid, the tin is completely precipi-fcated as stannic 
phosphate (separation from antimony). However, the precipitate always car- 
ries a little antimony (Bomemann, Z, angew., 1899, 635). 

e. Hydrosnlplmnc acid and soluble sulphides precipitate from solutions 
of stannous salts dark brown hydrated stannous sulphide, SnS (a), insol- 
uble in dilute, soluble in moderately concentrated HCl (6). It is readily 
dissolved with oxidation by alkali supersulphides, the yellow sulphides, 
forming thiostannates (c); from which acids precipitate the yellow stannic 
sulphide {d). The normal, colorless alkali sulphides scarcely dissolve any 
stannous sulphide at ordinary temperature, compare (§69, and §70, 6e), 
hut hot concentrated K^S dissolves SnS forming KgSnSa and Sn (e) (Ditte, 
C. r., 1882, 94, 1419; Baubigny, /. (7., 1883, 44, 22). Potassium and 
sodium hydroxides dissolve it as stannites and thiostannites (/), from 
which acids precipitate again the brown stannous sulphide (g). Am- 
monium hydroxide and the alkali carbonates do not dissolve it (distinction 
from arsenic, §69, 6e), The insolubility in fixed alkali carbonates is a 



distinction from antimony (§70, 6e). ITitrotiydrochloric acid (free chlorine) 
dissolves it as stannic chloride, with residual sulphur (h). Nitric acid 
oxidizes it to metastannic acid without solution (i) (separation from 
arsenic, §69, 6e). 

(а) SuCls + H,S = SnS + 2HC1 

(б) SnS + 2HC1 = SnCl, + H,S 

(c) SnS + (NH4),S, = (NHOjSnS, 

(d) (lirH4),SnS. + 2HC1 = SnS, + 2IIH4CI + H,S 

(e) 2SnS + KjS = K,SnS, + Sn 

(f) 2SnS + 4KOH = K,SnO, + K,SnS, + 2H,0 

(?) (KjSnO, + K,SnS,) + 4HC1 = 2SnS + 4KC1 + 2H,0 

(ft) 2SnS + 4C1, = 2SnCl4 + S, 

(i) 30SnS + 40HNO, + 10H,O = 6H„Sn.O,. + 401TO + 16S, 
Solutions of stannic salts are precipitated as stannic sulphide, SnSj . 
hydrated, yellow, having much the same solubilities as those given for 
stannous sulphide, with this difference, that stennic sulphide is moderately 
soluble in normal, colorless, alkali sulphides. The following equations 
illustrate the most important reactions: 

SnCl, + 2H,S = SnS, + 4HC1 
SnS, + 4HC1 = SnCl, + 2H,S 
SnS, +■ (irH4),S= (NH4),SnS, 

2SnS, + 2(NH4),S, = 2(NH4),SnS, + S, 

SSuSj 6!KO!H = "f* SKaSnSj -f* SEC^O 

(K^SnO* + 2K2S11SO + 6HC1 = SSnS^ + 6KC1 + 

SnS, + 2C1, = SnCl, + S, 

ISSnS, + 20H15rO, + 5H,0 = 3H10S1I5O15 + 15S, + 20NO 

Sodium thiosulpliate does not form a precipitate with the chlorides of tin 
(separation from As and Sb) (Lesser, Z,, 1888, 27, 218). Sulphurous acid and 
sodium sulphite precipitate from stannous chloride solution not too strongly 
acid, stannous s^ilphite, SnSO^ , white, readily soluble in HCl . When warmed in 
the presence of hydrochloric acid, sulphur dioxide acts as an oxidizing agent 
upon the stannous salt. A precipitate of SUeOioS, or SnS, is formed, or H,S 
is evolved and SnCli formed, depending upon the amount of HOI present. 

eSnCla + 2SO3 + 6HaO = SUeOioSa + 12HC1 
6S1LCI2 ~f" 2SO2 -|~ 8HC1 SnSg “f“ 5SUCI4 -f* 4H2O 
3S11CI2 + SO2 + 6H01 = 3SUCI4 + H2S + 2H2O 

Stannic chloride does not give a precipitate with sulphurous acid or sodium 
sulphite. 

The sulphates of tin are formed by dissolving the freshly precipitated 
hydroxides in sulphuric acid and evaporating at a gentle heat. They cannot be 
formed by precipitation and are decomposed by water (Ditte, A. Ch.^ 1882, (5), 
27, 145). 

f. — Totassimn iodide added to a concentrated water solution of stannous chlo- 
ride forms first a yellow precipitate soluble in excess of the SnCla . Further 
addition of KI gives a yellow precipitate rapidly turning to dark orange needle- 
like crystals, often forming in rosette-like clusters. If a drop of the stannous 
chloride solution be added to an excess of potassitim iodide the yellow precipi- 
tate is formed, which remains permanent unless a further quantity of stannous 
chloride be added when the orange precipitate is formed. The orange precipi- 
tate is probably Snl* , and is soluble in HOI , KOH , and C2H5OH , soluble in 
large excess of KI and sparingly soluble in HjO with some decomposition. 
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The yellow precipitate is probably a double salt of stannous iodide and potas- 
sium iodide, and has about the same solubilities as the orange precipitate 
(Personne, 1862, 171; Poullay, A. Gh., 1827, (2), 34, 372). Potassium iodide in 
concentrated solution precipitates stannic iodide, yellow, from very concentrated 
water solutions of stannic chloride. The precipitate is readily soluble in water 
to a colorless solution (Schneider, J., 1866, 229). Hydriodio acid does not give 
free I with Sniv , distinction from Sbv and AsV (Harroun, C,, 1882, 42, 661). 

The chlorates, bromates and iodates of tin have not been thoroughly studied 
(Watts, 1, 539, III., 22; D., 2, 1, 675). Stannous chlorate appears to be formed 
when potassium chlorate is added to a concentrated water solution of stannous 
chloride; it dissolves on addition of HCl, and nearly all dissolves in excess of 
water. With KBrOg , bromine is liberated, and with KlOg iodine is liberated. 
Potassium chlorate, bromate and iodate all form precipitates with stannic 
chloride, soluble in HOI without liberation of the halogen. 

g. — Stannous arsenate, 2Sn0.As205 , a voluminous flocculent precipitate is 
formed by adding a solution of SnClg to a concentrated acetic acid solution of 
K3ASO4 , decomposed by heating to As , ASaOs and SnOg (Lenssen, A., 1860, 114, 
115). Stannic arsenate, 2Sn02.Asj06 , a white gelatinous precipitate is formed 
by adding HNOj to a mixture of N'aaSnOj and NagAsO^ (Haeffely, J,, 1855, 395). 
With antimony, tin acts as a base, forming stannous and stannic antimonites 
and antimonates (Lenssen, L c.). 

h, — If potassium chromate be dropped into a hydrochloric acid solution of 
stannous chloride there is immediate reduction of chromium with formation 
of a dirty brown precipitate. If stannous chloride be carefully added to potas- 
sium chromate in excess, an abundant yellowish precipitate is obtained without 
much apparent reduction of the chromium. Potassium chromate added to 
stannic chloride gives an abundance of bright yellow precipitate soluble in 
excess of S1LCI4 , insoluble in H2O , soluble with difficulty in HCl . KjCrjOT 
also gives a precipitate with SnClj and SnOl* (Leykauf, J. pr., 1840, 19, 127). 

i. An ammoniacal solution of silver nitrate is reduced to metallic silver 
by a solution of potassium stannite. The reagent (silver nitrate solution 
one part, to ammonium hydroxide sixteen parts) serves as a delicate test 
for the presence of Sn" in solution in KOH . The addition of KOH in 
excess to an unknown solution removes all heavy metals except Pb , Sb , 
Sn , A1 , Cr , and Zn ; of these tin only precipitates metallic silver from the 
strongly ammoniacal solution in the cold. Antimonous and arsenous 
compounds give the black precipitate of metallic silver if the solution be 
boiled. 

j, A solution of mercuric chloride, reacts with stannous 

chloride solution, forming S 21 CI 4 and a precipitate of HgCl (white) or Hg®, 
gray, depending upon the relative amounts present (§ 68 , 6 y). 

h Stannous salts react with giving a blue-colored 

solution of the lower oxides of molybdenum, constituting a delicate test 
for Sn" (§75, 6 ^). 

7. Ignition. — ^Before the blow-pipe, on charcoal, with sodium carbonate, and 
more readily by addition of potassium cyanide, tin is reduced to malleable 
lustrous globules — ^brought to view (if minute, under a magnifier) by repeated 
trituration of the mass with water, and decantation of the lighter particles. 
A little of the white incrustation of stannic oxide will collect on the charcoal 
near the mass, and, by persistence of the flame on the globules, the same coat- 
ing forms upon them. This coating, or oxide of tin, moistened with solution of 
cobalt idtrate, and again ignited strongly, becomes of a blue-green color. SuO, 
fused with KCH gives metallic tin (Bloxam, (7., 1865, 18, 97), 
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8. Detection. — Tin is precipitated, from the solution acidulated with 
hydrochloric acid, in the second group hy hydrosulphuric acid, as the sul- 
phide ( 6 e). By its solution in yellow ammonium sulphide it is separated 
from the Copper Group (Hg, Ph, Bi, Cu, and Cd). By the reaction in 
the Marsh apparatus the tin is reduced to the metal and is not dissolved 
as long as zinc is still present. The residue Sn (Zn , Sb , Au , and Pt) in 
the Marsh apparatus is warmed with hydrochloric acid, which dissolves 
the Sn as SnClg . This is detected hy its reducing action on HgClg , giving 
a white precipitate of HgCl or a gray one of Hg° (6;). 

A short test for the detection of tin in the stannous condition, or after 
its reduction to that condition, consists in treating the solution with an 
excess of cold KOH (separation of Pb , Sn , Sb , A 1 , Cr , and Zn , from 
all other heavy metals) ; and adding to this solution, filtered if necessary, 
a solution of AgNOg in a great excess of NH4OH (one part AgNOs to sixteen 
parts NH4OH). A brown -black precipitate of metallic silver indicates 
that tin was present in the stannous condition (Si), Consult also §90 
and § 92 . 

9 . Estimation. — (i) Gravimetrically. It is converted into SnO, , and after 
ignition weighed. ( 2 ) Volumetrically. To SnOl, add KI 3 ‘aC 4 H 40 « and HaHCO, , 
then some starch solution and a graduated solution of iodine, until a perma- 
nent blue coloration appears. (5) To SnClz add slight excess of EeCl* , and 
determine the amount of EeCla formed, by a graduated solution of KMn 04 . 
(4) By electrolytic deposition from a solution of the double oxalate, rendered 
slightly acid with oxalic acid. 

10. Oxidation. — Metallic tin reduces solutions of Ag , Hg , Bi , Cu , Pt , 
and Au, to the metallic state. Sn" is oxidized to Sn^ by free HNO2, 
HBTOsS H3Fe(CN), , H2SO3 and H^SO^ (if hot). Cl, HCIO, HCIO^, HCIO3, 
Br , ffiBrOg , I and HIO3 . Also by Pb" (in alkaline solution only), Pb^ , 
Ag' Hg', Hg", Asv, As'" (in presence of HCl), Sb^, Mo^i, Bi'", Cu', 
Pd(N03)2 , Pt'"" ^ Pe'", Fe^, Cr"^, Co'", Hi'", and Mn 2 +“. Chlorine, bromine 
and iodine act more vigorously in alkaline than in acid mixtures. The 
above mentioned metallic forms oxidize Sn" in both acid and alkaline 
mixtures. 

Stannous chloride is one of the most convenient and efficient of the 
ordinary discriminative deoxidizing agents for operations in the wet way. 
As stannic chloride is soluble in the solvents of stannous chloride no 
precipitate of tin is made by its reducing action; but many other metals 
are so precipitated by reduction to insoluble forms, and are thus identified 
in analysis, e. y., mercuric chloride is reduced from solution, first to white 
mercurous chloride, and then to gray mercury (detection of mercury); 
silver nitrate, to brown-black silver (detection of tin); all soluble com- 

1 Kestner, A, Ch., 1860, (3), 58, 471. *Ditte, A, Ch„ 1882, (6), 27, 145. • Thgmas, 0. r., 1896, 122, 
1589. * Ditte, 0. r., 1882, 94, 1114. 



i71, 10. 


TIN. 


89 


pounds of arsenic in strong HCl (detection of arsenic); bismuth salts, to 
metallic bismuth (in alkaline mixture §76, 6^); and ferric salts, to 
ferrous salts, left in solution, much used in rolumetric analysis of iron 
(9, and §126, Qg and 9); auric chloride is reduced to the metal by stannous 
chloride, forming a colored precipitate varying from brown to reddish- 
brown or purple-red according to the amount of stannic chloride present. 
This finely divided precipitate of gold is called " Purple of Cassius (Max 
Muller, J. ^r., 1884, 30, 252). 

Solutions of Sn^ and Sn" are reduced to the metallic state by Cd , A1 , 
Zn , and Mg . According to Rideal (C7. N.y 1885, 51, 292) 0.00003 grams 
of tin in solution may be detected as the metal by reduction, using the 
gold zinc wire couple. Stannic salts are reduced to stannous salts by 
metallic tin, copper or iron (Allen, (7., 1872, 25, 274). 



§72. Comparison of Certain Keactions of Arsenic^ Antimony, and Tin. 

Taken as Arsenotts Oxide, Arsenic Acid, Antimonous Chloride, Stannous Chloride, Stannic Chloride, or other 

Soluble Compounds, 
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REACTIONS OF ARSENIC, ANTIMONY AND TIN. 
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§73. Ck)ld (Auram) An =197.2. ' Valence one and three. 

1. Properties. — Specific gravity, 19.30 to 19.34 (Rose, Pogg., 1848. 76, 403), 
Melting point, 1063® (Cr. R. S., 36, 1915). It is a yellow metal, that from dif- 
ferent parts of the world varying slightly in color; the presence of very small 
traces of other metals also affects the color. It is softer than silver and harder 
than tin; possesses but little elasticity or metallic ring. It is the most malleable 
and ductile of all metals; one gram can be drawn into a wire 2000 metres long. 
The presence of other metals diminishes the ductility. It may be rolled into 
sheets 0.0001 mm. thick. At a very high heat it vaporizes (D'eville and Debray, 
A. Ch , 1859, (3), 66, 429). It is a good conductor of electricity, equal to copper, 
not so good as silver. It has a high coefficient of expansion and cannot be 
moulded into forms but must be stamped. On account of its softness, gold 
is seldom used absolutely pure, but is hardened by being alloyed with other 
metals, as Ag , Cu , etc. 

2. Occurrence. — Gold is usually found native, but never perfectly pure, being 
always alloyed with silver, and occasionally also with other metals. It is found 
as gold-dust in alluvial sand, sometimes in nuggets, and sometimes disseminated 
in veins of quartz. 

3. Preparation. — (1) Washing. This consists in treating the well-powdered 
ore with a stream of water, the heavy gold settling to the bottom. (2) Amalga- 
mation. This consists in dissolving the gold in mercury and then separating 
it from the latter by distillation. (3) By fusing with metallic lead, which dis- 
solves the gold, the liquid alloy settling to the bottom of the slag. The gold is 
afterward separated from the lead by cupellation. The silver is separated from 
the gold by dissolving it in nitiic or sulphuric acid. Or the whole is dissolved 
in nitrohydrochloric acid, and the gold precipitated in the metallic state by 
some reducing agent; ferrous sulphate being usually employed. Another 
method is to pass chlorine into the melted alloy. The silver chloride rises to 
the surface, while the chlorides of Zn , Bi , Sb , and As (if present) are vola- 
tilized, and the pure gold remains beneath. A layer of fused borax upon the 
surface prevents the silver chloride from volatilizing. (4) By treatment with a 
solution of KCW. (5) By amalgamation with mercury and electrolysis at the 
same time. 

4. Oxides and Hydroxides . — Aurous oxide, AugO , is very unstable, heating to 
about 250®, decomposing it into the metal and oxygen. The hydroxide is pre- 
pared by reducing the double bromide with SO2 in ice-cold solution; heating to 
200°, changing it to the oxide (Kriiss, A., 1886, 237, 274). Auric hydroxide, 
Au(OH )3 » is prepared by precipitation from the chloride solution with HgO 
(Kriiss, /. c.). It is a yellow to brown powder, changing to the oxide upon dry- 
ing at 100°. ^ Heating to 250° gives the metal and oxygon (|10). 

5. Solubilities, — a. — Metal , — Gold is not at all tamisnea or in any way acted 
upon by water at any temperature, or by hydrosulpHuric acid. Neither nitric 
nor hj^'drochloric acid attacks it under any conditions; but it is rapidly attacked 
by chlorine (as gas or in water solution), dissolving promptly in nitrohydro- 
chloric acid, as anric chloride, AuCla; by bromine, dissolving in bromine water, 

anric^ bromide, AuBrj; and by iodine; dissolving when finely divided in hydri- 
odic acid by aid of the air and potassium iodide, as potassium auric iodide, 
KIA-^3 : 4Au -|- 12HI -j- 4KI + 3O2 = 4KTAul8 -1- 6H2O . Potassium cyanide 
solution, with aid of the air, dissolves precipitated gold as potassium auro~ 
cyanide, KA.vl(C1S[)^: 4Au -h 8KCH + 0^ -f 2H2O = 4KAu(CN)2 -f 4KOH . 

G-old is separated, from its alloys with silver and base metals, by solution in 
nitric acid; the gold being left as a black-brown powder — ^together with 
platinum and oxides of antimony and tin. When the gold-silver or gold-copper 
has not over 20 per cent gold, nitric acid of 20 per cent disintegrates the alloy, 
and effects the separation; when the gold is over 25 per cent, silver or lead 
(three parts) must be added, by fusion, to the alloy before solution. (If gold- 
silver alloy contains 60 per cent or more of silver, it is silver color; if 30 per 
cent silver, a light brass color; if 2 per cent silver, it is brass color.) 

I# gold and other rnetals are obtained in solution by nitrohydrochloric acid, 
leaving most of the silver as a residue, the noble metals can be precipitated by 
zinc or ferrous sulphate, and the precipitate of gold, silver, etc., treated with 
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nitric acid, 'which will now dissolve ont any proportion of silver not less than 
15 per cent, to 85 per cent of gold, and dissolve the baser metals. Concentrated 
sulphiiiic acid dissolves silver, and leaves gold. , ,, . .j 

— The oandes and hydroxides of gold are insoluble in water, so^ble in acids, 
c.— The salts of the oxyacids are not stable, being decomposed by hot water. 
Gold sulphide is insoluble in water or acids, except nitrohydrochloric acid, 
soluble in alkali sulphides. Aurous salts are decomposed by water, forming 
Au® and Au'". Auric chloride is deliquescent', both the chloride and bromide 
are readily soluble in water. The iodide is decomposed by ■vs^ter, form^g 
aurous iodide. The double chlorides, bromides, iodides and cyanides are soluble 
in water. 

6. Reactions, a. The fixed alkali hydroxides and carbonates in excess 
do not precipitate A11CI3 solutions, as a soluble anrate, KAuOg , readily 
forms; but upon boiling and neutralizing the excess of alkali, Au(OH)^ 
is precipitated. AmnLonium hydroxide precipitates from concentrated 
solutions a reddish-yellow ammonium aurate, (NH3)2Au203 , fulminating 
gold.^^ Z>. Oxalic acid reduces gold chloride from solutions, slowly (nitric 
acid should be absent and the presence of ammonium oxalate is advan- 
tageous), but completely. The gold separates in metallic flakes or forms 
a mirror on the side of the test-tube. 2AnCl8 -|- 3H2C2O4 = 2Axi -|- dCOg 
-f 6HC1 . As platinum, palladium, and other second group metals are 
not reduced by oxalic acid, this method of removal of gold should be 
employed upon the original solution before the precipitation of the second 
group metals as sulphides. Potassium gold cyanide, KCir.Au(ClI)3 , is 
formed when a neutral solution of AuCls is added to a hot saturated 
solution of KCH . It is very soluble in water and by heating above 200® 
it is decomposed into CIT and KClT.AnGlir , which latter product is formed 
when gold is dissolved in ECN in the presence of air (5a). c, A solution 
of AT1CI3 is precipitated as An® by a solution of KROg . d. Sodium 
pyrophosphate forms with AT1CI3 a double salt which has found application 
in gold plating, e, Hydrosulphurie acid precipitates from gold chloride 
solution, hot or cold, gold sulphide, variable from AU2S to AU2S2 , brown, 
insoluble in acids, hot or cold, except in nitrohydrochloric acid, in which 
it readily dissolves; soluble in alkali sulphides to a thio-salt. Alkali 
sulphites precipitate gold .chloride solution as doulle sulphite, i- c. 
Au2(S03)3.(NHj2S0s.6ina, + 3H2O . Upon boiling the sulphite acts as 
a reducing agent, giving metallic gold. 

Potassium iodide, added in small portions to solution of auric chloride 
(so that the latter is constantly in excess where the two salts are in 
contact), and when equivalent proportions have been reached, gives a yel- 
low precipitate of aurous iodide, AtlL , insoluble in water, soluble in large 
excess of the reagent; the precipitate accompanied with separation of free 
iodine, brown, which is quickly soluble in small excess of the reagent as a 
colored solution: AuCls -j- 4KI = Aul + 3KC1 + I2 with H . But, on 
gradually adding auric chloride to solution of potassium iodide, so that the 
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latter is in excess at the point of chemical change, there is first a dark- 
green solution of potassio-anric iodide, KIAnlg ; then a dark-green precipi- 
tate of auric iodide^ Anlg , very unstable, decomposed in pure water, more 
quickly by boiling; changed in the air to the yellow aurous iodide. 

g. Stannous chloride gives a purple precipitate containing the oxides of 
tin with the gold, “ purple of Cassius ” insoluble in acids. 

h, Terrous sulphate is the most common reagent for the detection of 
gold, reducing all gold salts to the metallic state; AuCl, + SFeSO^ = 
Au + Fe2(S0,)3 + FeCl3. 

7. I^ixition. — Gold is reduced from many of its compounds by and from 

all of them by heat — its separation in the dry way being- readily effected by 
fusion with such reagents as will make the material fusible. Very small pro- 
portions are collected in alloy with lead, by fusion; after which the lead is 
vaporized in “ cupellation ’* (§59, 7). 

8. Detection. — In the dry way gold is detected by fusion of the mineral 
matter with lead, to the formation of a button ” which is then ignited 
to drive off the lead, leaving the gold and silver behind as the metals. 
In the wet way the material, if not in solution, is digested with nitro- 
hydrochloric acid which dissolves all the gold. The excess of acid is re- 
moved by evaporation and the gold is precipitated by oxalic acid or ferrous 
sulphate, and identified by its color and insolubility in acids. If the 
gold be not removed from the original solution it is precipitated in 
Group II. by H^S , passes into Division A (tin group) by (1^4)28 , and may 
be detected in the flask of the Marsh apparatus by the usual methods. 

9. Estimation. — Gold is always weighed in the metallic state, to which form 

it is reduced: (i) By ignition alone if it is a salt containing no fixed acid; if in 
an ore, by mixing with lead and fusion to an alloy, and final removal of the 
lead by ignition at a white heat in presence of air, (2) By adding to the solu- 
tion some reducing agent, usually I'eS04 , HaCjO* , chloral hydrate, or some 
easily oxidized metal, such as Zn , Cd , or 3Sig . (5) Gold is also estimated volu- 

metrically by H3C3O4 and the excess of HSC3O4 used, determined by E3ia[n04 . 

10. Oxidation. — Gold is reduced to the metallic state by very many 
reducing agents, among which may be mentioned the following : Pb , Ag , 
Hg, Hg', Sn, Sn", As, As'", AsH^, Sb, SV", SbH, , Bi, Cu, Cu', 
Pd, Pt, Te, Fe, Fe", Al, Co, Ni, Cr'", Zn, Mg, H 2 C 2 O 4 , HNO^, P, 
H 5 PO 2 , H 3 PO 3 , PH 3 , H 2 SO 3 , and a great number of organic substances. 


§74. Platinum. Pt. = 195.2 . Valence two and four. 

1. Properties. — Specific gravity • at 17.6®, 21.48 (Deville and Debray, (7. r. 
1860, 60, 1038). Melting pointy 1755® (Cr. B, S., 36, 1915). Pure platinum is 
a tin-white metal, softer than silver, hardened by the presence of other metals, 
especially iridium, which it frequently contains. It is surpassed in ductility 
and malleability only by Au and Ag. Platinum black is the finely divided 
metal, a black powder, obtained by reducing an alkaline solution of the platinous 
salt with alcohol (Low, B., 1890, 23, 289); platinum zponge, a gray spongy mass, 
by ignition of the pUtinum ammonium double chloride; platinUed asbestos 
(usu^y 10 per cent n), the metal in finely divided form deposited by reduction 
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from the salt upon asbestos. These finely divided forms of platinum have great 
oower of condensation of gases, and by their presence alone bnng about a num- 
ber of important chemical reactions (catalytic reaction); e. g.. a current of 
hydrogen mixed with air ignites when passed over platinum black, also hydro- 
gen and chlorine xmite SO2 unites with O to form SO3 ; alcohol is oxidized to acetic 
acid, formic and oxalic acids to CO2 , AS'" to As^ , etc. u a 

2. Occurrence.— Found in nature in the metallic state, generally alloyed with 
palladium, iridium, osmium, rhodium, ruthenium, etc. The Ural Mountains 
lurnish the largest supply of platinum. The only known nati^ compound 
is sperrylite, PtAs2 , found in Ontario, Canada, and Macon Co., N. Car. 

3 Preparation.— Usually by the wet method. The finely divided ore is treated 
with nitrohydrochloric acid until the platinum is all dissolved. The filtrate is 
then treated with lime w^ater to a slightly acid reaction; this reinoves the 
greater part of the Pe , Cu , Ir , Hh , and a portion of the Pd . The filtrate is 
now evaWated to dryness, ignited and washed with water and hydrochloric 
acid. This gives a commercial platinum which is melted with six times its 
weight of lead and the finely divided alloy digested with dilute HNOj , which 
dissolves out the Pb , Cu, Pd , and Bh . The black powder which ren^ms is 
dissolved in nitrohydrochloric acid, the Pb remaining, removed with ^2804 , 
and the Pt precipitated with N'H*C1 . The precipitate contains a little rhodium, 
which is removed by gently igniting the mass with potassium and ammonium 
di-sulphate, and exhausting with water, which dissolves out the rhodium 
sulphate (§105, 7). In the laboratory the platinum residues are boiled with 
KOH or KjCOa and reduced with alcohol. The fine black powder is filtered, 
washed with water and hydrochloric acid and ignited. 

4. Oxides and Hydroxides.— Platinum forms two oxides, PtO^ and PtO, . 

Platinoiis hydn'oxide is formed by treating a dilute solution of platinous potas- 
sium chloride with NaOH and boiling (Jorgensen, J. pr,, 1877, (3), 16, M4). 
A black powder easily soluble in HCl or HBr , reduced by formic ^ . > 

gentle heating changes it to the oxide PtO . Plctinic JiydTOWid^t Pt(OH)4 , is 
formed by treating a solution of HoPtClo with ISTasCOs in excess, evaporating 
to dryness, washing with water and then with acetic acid. It is a red-^own 
powder, soluble in NaOH, HOI, HNO, , and HjSO,; insoluble in HC,H,0, . 
Gentle heating changes it to the oxide PtOa (Topsoe, B., 1870, 3, 462). 

5. Solubilities.— a— ifeiaZ.— Platinum is not affected by air or water, at any 

temperature; is not sensibly tarnished by hydrosulphuric acid gas or solution; 
and is not attacked at any temperature by nitric acid, hydrochloric acid or 
sulphuric acid, but dissolves in nitrohydrochloric acid less readily than gold. 
The substance obtained by evaporating an aqua re^ia solution of platinum is 
platinic chloride plus 2 molecules of hydrochloric acid, PtCl4.2HCl . This salt 
^ frequently called platinic chloride and its water solution is the platinic chl9ride 
reagent. It is more correctly called Morplatinic add and the formula written 
HaPtCle. and hydroxides . — See 4. c. — Platinum forms two 

dlasses of s^ts (both haloid and oxy), platinous and platinic. The oxysalts are 
not stable. None of the platinous salts are permanently soluble in pure water. 
The chloride is soluble in dilute hydrochloric acid and the sulphate in dilute 
sulphuric acid. Platinic chloride^ PtOl4 , and bromide, aU the platinicyanides 
(as PbPt(CN)6), and the platinocyanides of the metals of the alkalis and alkaline 
earths (as K2l^(ON)4), are soluble in water. The platinous and platinic nitrates 
are soluble in water; but easily decomposed by it, with the precipitation of basic 
salts. The larger number of the mdcbUo^'fdatinic chlorides or "cnloroplatinates" 
are soluble in water, including those with sodium [Na2PtCl6 or (NaCl)2PtOl4]j barium, 
strontium, magnesium, zinc, aluminum, copper; and those with pot^sium, and 
ammonium, are sparingly soluble in water, and owe their analytical importance 
as complete precipitates to ^ their insolubility in alcohol. Of the meU£llo--plcdirbous 
chlorides (the "cmoroplatinites") — ^those with sodium [Na^PtC^], and barium, are 
soluble; zinc, potassium and ammonium, sparindy soluble; lead and silver, insol- 
uble in water. Platinic snlphatej Pt (804)2 , is soluble in water (§10). 

6. Reactions. —a. — PlaMnoits chloride^ PtOl2, is precipitated by KOH as 
Pt(OH)2 , soluble in excess of the reagent to K^Os , potassium platinvtef which 
solution is reduced by alcohol to "platinum black ( 1). Platinic chloride, 
H2PtGl«2 a brown-red solid, soluble in alcohol and water, forms with KOH or 
KH4OH, not too dilute^ a yellow crystaUine precipitate of an alkali (K or NHi), 
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cfdorplatinatef e. g., KiPtCle, sparingly soluble in water, soluble in excess 
of the alkalis and reprecipitated by hydrochloric acid. XaCOs and (NH 4 )aCOa 
^ve the same precipitate, insoluble in excess of the reagent. A more com plet e 
precipitation of the K or NH :4 is obtained by the use of the chlorides. The 
sodium platinum chloride, ITaaPtCle , is very soluble in water and is not formed 
by precipitation with sodium salts. 6. — Oxalic acid does not reduce^ platinum 
salts (distinction from gold). A solution of chloral hydrate precipitates pla- 
tinum from its solution,:!. Platinous and platinic salts fory with cyanides a 
great number of double salts, c . — See 5c. d . — ^Hypophosphorous acid reduces 
platinum salts to metallic platinum. Phosphates do not precipitate platinum 
salts. 


e, Hydrosulplmric acid precipitates solutions of the platinous salts as 
the black sulphide, PtS , insoluble in acids, sparingly soluble in water and 
in alkali sulphides; platinic salts are precipitated as platinic sulphide, 
PtSo , black; slowly soluble in alkali sulphides (Ribau, 0. r., 1877, 85, 283), 
insoluble in acids except nitrohydroehloric. Sulplmr dioxide decolors a 
solution of platinum chloride giving a compound which does not respond 
to the usual reagents for platinum and requires long boiling with HCl for 
the removal of the SOo (Birnhaum, A., 1871, 159, 116). 

/. The chlorides of potassium and ammonium are estimated quantita- 
tively by precipitation from their concentrated solutions with a solution 
of platinic chloride. Potassium iodide colors a solution of platinum 
chloride brown-red and precipitates the black platinic iodide, Ptl^ , excess 
of the KI forming KaPtlg, brown, sparingly soluble {he), g. Stannous 
chloride does not precipitate the platinum from platinic chloride (distinc- 
tion from gold), hut reduces it to platinous chloride, 

Ti. Ferrous sulphate solution on boiling with a platinum chloride solu- 
tion precipitates the platinum as the metal, the presence of acids hinders 
the reduction. 

7. Ignition. — All platinum compounds upon ignition are reduced to the 
metal. Owing to the high point of fusibility of the metal and to the 
difficulty with which it is attacked by most chemicals, platinum has 
an extended use in the chemical laboratory for evaporating dishes, cruci- 
bles, foil, wire, etc. In the use of platinum appakatus Without 

UNNECESSAET INJURY IT SHOULD BE REMEMBERED : 

(i) That free chlorine and bromine attack platinum at ordinary tem- 
peratures (forming platinic chloride, bromide); and free sulphur^ phos- 
phoTUSy arsenic, selenium^ and iodine, attack ignited platinum (forming 
platinous sulphide, platinic phosphide, platinum-arsenic alloy, platinic 
selenide, iodide). Heiice, the fusion of sulphides, sulphates, and phos- 
phates, with reducing agents^ is detrimental or fatal to platinum crucibles. 
The ignition of organic substances containing phosphates acts as free 
phosphorus, in a slight degree. 

The heating of ferric chloride, and the fusion of bromides, and iodides, 
act to some extent on platinum. 
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( 2 ) The allcaU hydroxides (not their carbonates) and the alkaline earths, 
especially haryta and lithia, with ignited platinum in the air, gradually 
corrode platinum (by formation of platinites: 2Pt + 2BaO + O2 = 
^ Silver crucibles are recommended for fusion with alkali 

hydroxides. 

(S) All which Tnay he reduced in the fusion — especially compounds 

of lead, Msmufh, tin, and other metals easily reduced and melted— and all 
metallic compounds with reducing agents (including even alkalis and earths) 
form fusible alloys with ignited platinum. Mercury, lead, bismuth, tin, 
antimony, zinc, etc., are liable to be rapidly reduced, and immediately to 
m>elt away platium in contact with them. 

{J,) mica with charcoal (by formation of silicide of platinum) corrodes 
ignited platinum, though very slowly. Therefore, platinum crucibles 
should not be supported on charcoal in the furnace, but in a bed of mag- 
nesia, in an outer crucible of clay. Over the flame, the best support is the 
triangle of platinum wire. 

(5) The tarnish of the gas-flame increases far more rapidly upon the 
already tarnished surface of platinum— going on to corrosion and crack- 
ing. The surface should be kept polished— preferably by gentle rubbing 
with moist sea-sand (the grains of which are perfectly rounded, and do not 
scratch the metal). Platinum surfaces are also cleansed by fusing lorax 
upon them, and by digestion with nitric acid. 

8. Detection.- Platinum is identified by the appearance of the reduce^ 
metal; by its insolubility in HCl or HNO3 and solubility in HNO3 -|- HCl ; 
and by its formation of precipitates with ammonium and potassium 
chlorides and KI . It is separated from gold by boiling with oxalic acid and 
ammonium oxalate, which precipitate the gold, leaving the platinum in solu- 
tion. The filtrate from the gold should be evaporated, ignited, and the 
residue examined and after proving insolubility in HCl or HMOj , dissolved 
in Hir03 and HCl and the presence of platinum confirmed with 
HH4CI . If the gold and platinum have been precipitated in the second 
group with HjS and dissolved with (HHJjS, they may be separated from 
As , Sh , and Sn by dissolving the reprecipitated sulphides in HCl + ECIO, , 
evaporating to remove the chlorine and boiling after adding HOH in ex- 
cess, with chloral hydrate, which precipitates the Au and Pt , leaving the 
As, Sb, and Sn in solution.. The Au and Pt may then be dissolved in 
HHOj -|- HCl and separated as directed above. PeSO^ may be use to pre- 
cipitate Au and Pt , separating them from As , Sb ; and Sn . 

9. Estimation. — ^Platinum is invariably weighed in the metallic state. It is 
brought to this condition: (I) By simple ignition; (2) by precipitation as 
(ElH 4 )*PtCae , K 2 PtGle , or PtS* and ignition; (d) by reduction, using Zn , Mg , 
or FeTO4 • 

10 . Oxidation.— Solutions of platinum are reduced to the metallic state by the 
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following metals: Pb , Ag , Hg, Sn. (Sn" to- Pt" only), Bi, Cu, Cd,_Zn, 
Pe , Pe" , Co , and Ki . Very many organic substances reduce platinum 
compounds to the metallic state. 


§76. Molybdeuim. Ko = 96.0 . Valence two, three, four and six. 

1 . Properties. — Specific gravity ^ 9.01 (Moissan, C. R., 120 , 1895). Melting 
pointy 2500®? (Cr. B. 36, 1915). It is a silver-white, hard, brittle metal, 
not oxidized in the air or water at ordinary temperatures. Upon heating in 
the air it becomes brown, then blue, and finally burns to the white M0O3 . 
Heated to a red heat in contact with steam, it forms first a blue oxide, then 
M0O3. 

2 . Occurrence. — Not found native, but occurs chiefly as molybdenite, 
M 0 S 2 ; as an oxide in molybdenum ochre, [molybdite, MoO^ ; and as wulfenite, 

PbMoOd. 

3. Preparation. — (1) By heating the oxide, sulphide or chloride in a current 
of oxygen free hydrogen (von der Pfordten, B., 1884, 17, 732; Pogers and 
Mitchell, J, Am. Soc., 1900, 22, 350); (2) by heating with C and NaaCOg; (3) by 
heating SCoOg with KCN (Loughlien, l.c.). 

4. Oxides and Hydroxides. — Molyhdous hydroxide^ MoO.xHaO , is formed. when 
molybdous chloride or nitrate is precipitated with alkali hydroxides or carbon- 
ates, dark brown becoming blue in the air by oxidation. Mo(OH) 8 , black, 
turning red-brown by oxidation in the air, is formed by treating ItoClg with 
KOH; also by electrolysis of ammonium molybdate (Smith, B., 1880, 13, 751). 
By heating the hydroxide in a vacuum HOgO, is obtained as a black mass, 
insoluble in acids. MoOj , a dark bluish mass, insoluble in KOH or HGl, is 
formed by igniting a mixture of ammonium molybdate, potassium carbonate 
and boric acid, and exhausting the fused mass with water (Muthmann, A., 1887, 
238, 114). MolyMic anhydri& (acid), HoO, , white, occurs in nature; it is 
obtained by the ignition of the lower oxidized compounds in the air or in the 
presence of oxidizing agents. 

5. Solubilities. — Molybdenum is readily soluble in nitric acid with oxidation 
to HoOg , evolving NO; in hot concentrated sulphuric acid, evolving SOg . The 
various lower oxides of molybdenum are soluble in acids forming corresponding 
salts, not very stable, oxidizing on exposure, to molybdic acid and molybdates; 
on the other hand, reducing agents reduce molybdates to the lower forms of 
molybdenum salts, nearly all of which are colored brown to reddish brown or 
violet. The salts of molybdenum are nearly all soluble in water. Molybdic 
anhydride, HoO, , white, is sparingly soluble in water and possesses basic 
properties towards stronger acids, dissolving in them to form salts. The 
chlorides and the sulphates are soluble in water (Schulz-Sellack, B., 1871, 4, 14) ; 
the nitrates in dilute nitric acid. The anhydride MoO# combines vdth the 
alkalis to form molybdates, soluble in water. Molybdates of the other metals 
are insoluble in water. Solutions of the alkali molybdates are decomposed by 
acids forming, H 0 O 3 , which dissolves in excess of the acids. 

6 . HeactioiLS. — a. — The dyad, triad and tetrad molybdenum salts are precipi- 
tated by the alkali hydroxides and carbonates, forming the corresponding 
hydroxides, insoluble in excess of the precipitant. These hydroxides oxidize 
in the air to a blue molybdenum molybdate. &. — solution of a molybdate 
acidulated with hydrochloric acid gives no red color with KCNS (distinction 
from Pe'"); but if Zn be added, reduction to a lower oxide of molybdenum 
takes place and an intense red color is produced. Phosphoric acid does not 
destroy the color (difference from ferric thiocyanate). Upon shaking with 
ether the sulphocyanate is dissolved in the ether, transferring the red color 
to the ether layer. In molybdic acid solutions, acidulated with hydrochloric 
acid, potassium ferrocyanide gives a reddish brown precipitate. An alkaline 
solution of molybdates is colored a deep red to brown by a solution of tannic 
acid. c,«*See 6 , 
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d — Tribasic phosphoric acid and its salts precipitate, from strong nitric 
acid solutions of ammoninm molybdate,*** somewhat slowly, more rapidly 
on warming, ammonium pho^pho-molyddate ( (NH4)3P04.12]y[o03.3H20), 
yellow, of variable composition, soluble in ammoninm hydroxide and other 
alkalis, sparingly soluble in excess of the phosphate. The sodium phospho- 
molybdate is soluble in water, and precipitates ammonium from its salts; 
also, it precipitates the alkaloids — ^for which reaction it has some im- 
portance as a reagenit Arsenic acid and arsenates give the same reaction ; 
ammonium arseno-molybdate being formed {g). 

e. — Neutral or alkaline solutions of molybdates are colored yellow to 
brown by hydrosulphnric acid but are not precipitated. Prom the acid 
solutions a small amount of the hydrogen sulphide gives no precipitate 
but colors the solution blue; with more hydrosulphuric acid the brown or 
red-brown precipitate, MoS^, molybdenum trisulpMde^ is obtained after 
some time. The precipitate is soluble in ammonium sulphide, better when 
hot and not too concentrated, as ammonium thiomolybdate, , 

from which acids precipitate the trisulphide (Berzelius, Pogg., 1826, 7, 
429), soluble in nitric acid, insoluble in boiling solution of oxalic acid 
(separation from stannic sulphide). 

If NasSaOs be added to a solution of ammonium molybdate, slightly acid, 
a blue precipitate and blue-colored solution is obtained. If the solution be 
more strongly acid, a red brown precipitate is obtained. An acid solution of a 
molybdate treated with hypophosphorous and snlplmrous acids gives an in- 
tense bluish green precipitate or color, depending upon the amount of molyb- 
denum present. 

/. — ^Halogen compounds not important in analysis of molybdenum. 

ff . — ^Arsenic acid and arsenates form, with a nitric acid solution of ammonium 
molybdate, a yellow precipitate of ammonium arseno-^molyMate, in appearance 
and reactions not to be distinguished from the ammonium phospho-molybdate; 
except the precipitation does not tahe place until the solutions are slightly 
warmed, while with phosphates the precipitation begins even in the cold. 
Stannous salts give with (15rH4)8M:o04 a blue solution of the lower oxides of 
molybdenum (a delicate test for Sn") (Longstaff, 0. N., 1899, 70, 282). 

I h. — The alkali molybdates are soluble in water and their solutions precipitate 
solutions of nearly all other metallic salts, forming molybdates of the corre- 
sponging metals, insoluble in water, e.g.^ + PbClTOg), = PbiMIoO* + 

♦The reagent ammonium molybdate, (NH 4)3 MoO^, is prepared by dissolving molybdio acid, 
UoO, (100 grams). In ammonium hydroxide (250 cc. sp. gr. 0.90 with 260 cc. water) cooling, and 
slow-ly poiiring this solution into weU cooled fairly concentrated nitric acid (750 cc. sp. gr. 1.42 
with 760 oc, water; with constant stirring. 

1 Sodium Phoepho-molvbtiate— SoniienacheSn''s reagent for acid solutions of alkaloids— is pre- 
pared as follows : The yellow precipitate formed on mixing acid solutions of ammonium molyb- 
date and sodium phosphate— the ammonium phospho-molybdate— is well washed, fiusi>ended In 
water, and heated with sodium carbonate until completely dissolved. The solution is evapor- 
ated to dryness, and the residue gently ignited till all ammoma is expelled, sodium being sub- 
stituted for ammonium. If blackening occurs, from reduction of molybdenum, the residue Is 
moistened with nitric acid, and heated again. It is then dissolved with water and nitric acid 
to strong acidulation ; the solution being made ten parts to one part of residue. It must be 
kept from contact with vapor of ammonia, both during the preparation and when preserved 
for use. 
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7. Ignition. — With microcosmic salt, in the outer blow-pipe flame, all com- 
pounds of molybdenum give a bead which is greenish while hot, and colorless 
on cooling; in the inner flame, a clear green bead. With borax, in the outer 
flame, a bead, yellow while hot, and colorless on cooling; in the inner flame, a 
brown bead, opaque if strongly saturated (molybdous oxide). On charcoal, 
in the outer flame, molybdic anhydride is vaporized as a white incrustation; in 
the inner flame (better with sodium carbonate), metallic molybdenum is 
obtained as a gray powder, separated from the mass by lixiviation. Dry molyb- 
dates, heated on platinum foil with concentrated sulphuric acid to vaporiza- 
tion of the latter form, on cooling in the air, a blue mass. 


8. Detection. — ^In the ordinary process of analysis, molybdemim appears 
in Division B (tin group) of the second group with As, Sb, Sn, An, and 
Pt . The snlpliide is insoluble in strong hydrochloric acid bnt dissolves 
together with the As and Pt in aqua regia or potassium chlorate and hydro- 
chloric acid. On evaporation the platinum is precipitated as potassium 
chlorplatinate. Prom the filtrate the arsenic may be precipitated by means 
of magnesia mixture and the gold by heating with oxalic acid. The 
molybdenum remains in solution as molybdic acid. This solution, 
evaporated to dryness, dissolved in ammonium hydroxide and poured into 
moderately concentrated HCl forms a solution of ammonium molybdate 
which may he identified by the many precipitation and reduction tests 
(6 6, c, d, By i, etc., 7, and 9). If the molybdenum he present as a molybdate 
it may be precipitated from its nitric acid solution by Na 2 HP 04 , washed, 
dissolved in ammonium hydroxide, the phosphate removed by magnesia 
mixture (§ 189 , fla), and the filtrate evaporated to crystallization (Maschke, 
2'., 1873, 12, 380). The crystals may be tested by the various reduction 
tests for molybdenum. 

9. Estimation. — (1) Molybdic anhydride and ammonium molybdate may be 

reduced to the dioxide by heating in a current of hydrogen gas. The heat 
must not be permitted to rise above dull redness. Or the temperature may 
rise to a white heat, which reduces it to the metallic state, in which form it is 
weighed. (2) Lead acetate is added to the alkali molybdate, the precipitate 
washed in hot water, and after ignition weighed as PbMoO^ . (S) Volumet- 

rically. The molybdic acid is treated with zinc and HCl , which converts it into 
Mo Cl* . This is converted into molybdic acid again by standard solution of 
potassium permanganate. 

10. Oxidation. — Hedncing agents convert molybdic acid either into the Uue 
intermediate oxides, or, by further deoxidation, into the black molybdous oxide, 
MoO . In the (hydrochloric) acid solutions of molybdic acid, the blue or black 
oxide formed by reduction, will be held in solution with a blue or brown color. 
Nitric acidulation is, of course, incompatible with the reduction. Certain 
reducing agents act as follows: 

Cane sugar in the feebly acid boiling solution, forms the blue color — seen 
better after dilution; a delicate test. Stannous chloride forms first the blue^ 
then the T)rovm, or the greenieh brown to black-brown, solution of both the 
intermediate oxide and the molybdous oxide. Zinc, with HOI or H*S 04 , gives 
the blue, then green, then brown color, by progressive reduction. Eormic and 
oxalic acids do not react. A solution of 1 ncdlligram of sodium (or ammonium) 
molybdate in 1 cc. of concentrated sulphuric acid (about 1 part to 1840 parts) is 
in use as Fro^hde’s Reagent for alkaloids. The molybdenum in this solution, 
which must he freshly prepared for use each time, is reduced by very many 
organic substances; and with a large number of alkaloids, it gives distinctive 
colors, blue, red, browu and yellow. 
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The Coppbk Group (Second Group, Division B). 

Merctiry (MerciiricTim), Lead, Bismutli, Copper, Cadmixim (Ruthenium, 
Rhodium, Palladium, Osmium). 

§76. Bismuth, Bi =208.0. Valence three and five. 

1. Properties. — Specific gravity, 9.7474 (Classen, B,, 1890, 23, 938) ; melting point, 
271® {Cir. B. S., 35, 1915); it vaporizes at 1700® and the density of the vapor 
shows that the molecule Bi has begun to dissociate (Biltz and V. Meyer, B,, 
1889, 22, 725). It is a hard, brittle, reddish-white, lustrous metal; forming 
beautiful rhombohedral crystals when a partially cooled mass is broken into 
and the still molten mass decanted. Alloys of bismuth with other metals give 
compounds of remarkably low melting points, e. g., an alloy of: Pb three, Sn 
four, Bi fifteen, and Cd three by weight melts at 55.5®; and an alloy of: Bi 
four, Pb two, Sn one, and Cd one parts by weight melts at 65.5® “Wood’s 
Metal.” * 

2. Occurrence. — It is a comparatively rare metal, not very widely distributed; 
frequently found native. It is found in greatest quantities in Saxony; also found 
in Bohemia, France^ England and South America. As mineralogical varieties it 
occurs as Bismite (B12O3), bismutite (4Bi2O3.3CO2.4H2O), bismuthinite (£1283), etc. 

3. Preparation. — The rock containing* bismuth, usually with large amounts 
of cobalt, etc., is roasted to remove sulphur and arsenic, which is nearly 
always present. The mass is then fused with charcoal. The molten bismuth 
settles to the bottom below the layer of cobalt. The cobalt becomes solid 
while the bismuth is still molten, and the two are separated mechanically. 
The metal is further purified by melting with KNO, or KCN . 

4. Oxides. — Bismuth trioxide, BijO, , is formed by heating the metal in the 
presence of air, or by igniting the hydroxide; it is a pale citron-yellow powder. 
The hydroxide, Bi(OH)s , white, is formed by precipitating a solution of a salt 
of bismuth with an alkali hydroxide. If bismuth chloride is used the hydroxide 
formed always contains some oxychloride, BiOCl (Strohmeyer, Pogg,, 1832, 26, 
549). The meta hydroxide, BiO(OH) , is formed upon drying the orthohydroxide 
at 100® (Arppe, Pogg,, 1845, 64, 237). Bismuth pentoxide, BiaO^ , is formed by 
igniting Bi(OH)j with excess of KOBC or HaOH in presence of the air, and 
washing the cooled mass repeatedly with cold dilute nitric acid (Strohmeyer, 
Z. e.); or by treating Bi(OH)8 with three per cent H2O2 in strong alkaline solu- 
tion^ (Hasebrock, B., 1887, 20, 213). It is a heavy dark brown powder. At 150® 
it gives off O, and at the temperature of boiling mercury becomes BijOs . It 
is d ecomposed in the cold by HCl with evolution of chlorine. Bismuthic acid, 
IHBiOg , or more probably Bi205.HjO , is formed upon conducting a rapid 
current of chlorine into Bi(OH)8 suspended in concentrated KOH solution. 
It is a beautiful scarlet red powder which at 120® gives off its water, becoming 
BiaOg (Muir, J, C., 1876, 29, 144; Muir and Carnegie, J, 1887, 51, 86). It is 
dou btfu l if any alkali salt of bismuthic acid exists, although mixtures of KBiOs 
and HBiOs are claimed by Hoffmann (A., 1884, 223, 110), and Andre (U. r., 1891, 
113, 860). The so-called Usmuth tetroxide, Bi2 04 , is probably a mixture of the 
trioxide and pentoxide (§12). 

6. Solubilities. — a. — Metal . — Metallic bismuth is insoluble in hydrochloric 
s-pid t; soluble in warm concentrated sulphuric acid with evolution of sulphur 
dioxide : readily soluble in nitric acid and in nitrohydrochloric acid. It burns 
in chlorine with production of light; it combines with bromine, but more slowly 
■^an antimony; it combines readily upon fusing together with I , S , Se , Te , 
As , and Sb , besides, the many metals with which it combines to form com- 

* For other fusible alloys see Van Nostrand’s Chemical Annual, 3d issue, p, 376. 

t A trace of bismuth can always be found in solution when the metal is boiled with hydro- 
chloric acid, but no more than when the metjtl has been boiled with pure wftter (Ditte and 
Matzner, A. Ck., 1896, (6), 29* 3§9J. 
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mercial alloys (1). The halogen derivatives of pentad bismuth are not known 
(Muir, t7. (7., 1876, 29, 144). b — Oxides and hydroxides, — Bismuth oxide, BlsOs , 
and the hydroxides, Bi(0H)3 and BiO(OH), are soluble in hydrochloric, nitric 
and sulphuric acids; insoluble in water and the alkali hydroxides or carbonates. 
The presence of glycerol prevents the precipitation of bismuth hydroxides 
from solutions of its salts by the alkalis.* Bismuth pentoxide, BlaOs , is solu- 
ble in HCl , HBr , and HI with evolution of the corresponding halogen and 
formation of the triad salt. Nitric and sulphuric acids in the cold have but 
little or no action; when hot the triad bismuth salt is formed with evolution 
of oxygen. 

c, — Salts , — ^Most of the salts of bismuth are insoluble in water. The 
chloride, bromide, iodide, nitrate, and sulphate are soluble in water acidu- 
lated with their respective acid, or with other acids forming soluble 
bismuth salts. Pure water decomposes the most of the solutions of bis- 
muth salts forming corresponding oxy-salts (§70, bd footnote). 

The chloride, bromide and sulphate are deliquescent. 

d. — Water. — A solution of bismuth chloride in water acidulated with 

hydrochloric acid is precipitated on further dilution with water, bismuth 
ozy-chloride, BiOCl being formed; e. g,^ BiClg = BiOCL -|- 2HC1, 

insoluble in tartaric acid (distinction from antimony, §70, 5d). The hydro- 
chloric acid set free serves to hold a portion, of the bismuth in solution. 
The presence of acetic, citric, and other organic acids prevents the pre- 
cipitation of solutions of bismuth salts upon further dilution with water. 
The washing of the precipitated oxy-salt with pure water removes more of 
the acid forming a salt still more basic. 

Bi(isro,), + H3O = BiOBro3 + 2HNO3 

ISBiOHO, -h HaO = 6Bi2Oa,5Na05 -f- 2HN08 
This is prevented by the presence of one part ammonium nitrate to five 
hundred parts water (Lowe, J, pr., 1858, 74, 341). 

Bismuth nitrate crystallizes with ten molecules of water, Bi(N03)3. 
IOH2O . It is decomposed by a small amount of water forming the basic 
nitrate, BiONOg ; this is soluble in dilute nitric acid, when further dilution 
with water to any extent is possible without precipitation of the basic 
salt, but a drop of hydrochloric acid or a chloride causes a precipitate of 
the oxychloride in the diluted solution. The bromide is readily decom- 
posed by water to BiOBr ; the iodide is stable to cold water, but is decom- 
posed by hot water to BiOI (Schneider, A, Gh., 1857 (3), 50, 488); the 
normal sulphate very readily absorbs water to form Bio(S04)3.3H20, which 
is decomposed by more water to BigOg.SOs . 

6. Beactions. a , — The alkali hydroxides precipitate from solutions of 
bismuth salts hismuth hydroxide^ Bi(0H)8, white; insoluble in excess of 
the fixed alkalis (distinction from Sh and Sn), insoluble in ammonium 

♦ Lowe (0. JV., 1882, 45, 296) dissolves tke hydroxides of copper and hismuth In glycerol, adds 
glucose and gently warms. The copper is completely precipitated and separated from the bis- 
muth. Upon boiling the aitrate for some time the bismuth is completely precipitated as the 
metaL 
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hydroxide (distinction from Cn and Cd). The hydroxide is converted by 
boiling into tlie oxidcj BLOg , yellowish white. The precipitation is pre- 
vented by tlie presence of tartaric acid, citri(j acid, glycerol, and certain 
other organic substances (ICdliler, J. T., 188(), 60, 

The alkali carbonates precipitate basic bismuth carbonate, BiaO^.COa , white, 
insoluble in excess of the reai?ent. Freshly precipitated l)ariuni carbonate 
foi'ms the same precipitate without heating*. 

b , — Oxalic acid and soluble oxalates precipitate hinmutli oxalate, BLCCoO^)* , 
white, soluble in moderately dilute acids. Potassium cyanide forms a white 
crj^'stalline precipitate insoluble in excess of the reag*ent but soluble in nitric 
or h^'drochjoric acid. Potassium ferrocyanide forms a yellowish white pre- 
cipitate, potassium ferricyanide a brownish yellow% both soluble in hydrochloric 
acid. 

e . — The action of nitric acid upon bismuth and its salts is fully explained 
under (5). d , — Metallic bismuth is precipitated when bismuth salts are warmed 
•with hypophosphorous acid (separation from Zn and Cd) (Muthmann and 
Mawron, Z., 1874, 13, 209). From solutions of bismuth nitrate (5d) phosphoric 
acid and soluble phosphates precipitate bismuth phosphate, BiPO^ , white, 
readily soluble in HCl; from solutions of the chloride, diluted as much as pos- 
sible without precipitation, phosphoric acid gives no precipitate, but the pre- 
cipitate of the phosphate (soluble in HCl) is obtained with soluble phosphates. 

e, — ^Hydrosnlplmric acid and sulphides precipitate bismuth sulphide, 
BigSg , black, insoluble in dilute acids and in alkali hydroxides; insoluble in 
alkali sulphides (distinction from the metals of the tin group) and in alkali 
cyanides (distinction from copper). It is soluble by moderately concen- 
trated nitric acid (distinction from mercury), the sulphur mostly remain- 
ing free. 

Sodium thiosulphate when warmed with solutions of bismuth salts precipitates 
bismuth sulphide. Sulphuric acid does not precipitate solutions of bismuth 
chloride or nitrate. Potassium sulphate gives a precipitate with solutions of 
both, that with the chloride being apparently caused by the dilution of the 
solution. 

/.—Hydrochloric acid and soluble chlorides form a precipitate of bis- 
muth oxy-ehloride, BiOCl , in solutions of bismuth nitrate not containing 
too much free nitric acid. This makes it possible for bismuth to he precipi- 
tated with the silver group salts (§63, 6b). The precipitate is readily 
dissolved on addition of more hydrochloric or nitric acid (distinction from 
the silver group chlorides). 

Hydrobromic acid and soluble bromides do not precipitate solutions of bis- 
muth chloride, but do precipitate solutions of the nitrate, forming the oxy- 
bromide, BlOBr , white. The presence of potassium bromide prevents the pre- 
cipitation of a bismuth chloride solution by water and also dissolves the oxy- 
chloride which has been precipitated by the addition of water. 

Hydriodic acid and soluble iodides precipitate from solutions of bismuth 
salts, unless strongly acid, bismuth iodide, black or brownish gray crystals, 
quite readily soluble in excess of the reagent * or in strong HCl without warm- 

♦ Bismuth iodide dissolves in solution of potassium iodide •with an intense yellow color, deli- 
cate to one-millionlh {Stone J. Soc. Ohem. IrUl., 18fi7, 6, 416). The potassium iodide solution of 
bismuth iodide is used as Drafirendorff’s reagent to detect the presence of an alkaloid. Leger 
(B7„ 1888, 50, 91) uses cinchonine and potassiuzn iodide to prove the presence of bismuth. Del- 
icate to one-five hundred thousandth. Other metals must he removed. 
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ing’. It is reprecipitated on diluting the solution with water. Bismuth iodide 
is scarcely at all decomposed by washing with cold water, but on boiling ^th 
water it is decomposed into bismuth oxy-iodide, BiOI , red, insoluble in Kt , 
soluble in HCl , and in HI (Gott and Muir, J. C., 1888, 53, 137). 

Chloric acid dissolves bismuth hydroxide, but the compound decomposes upon 
evaporation (Wachter, A., 1844, 5S, 333). Potassium bromate and iodate both 
precipitate solutions of bismuth nitrate. The iodate formed is scarcely soluble, 
the bromate easily soluble in HKOg . 

g , — Potassium or sodium stannite hot, when added in excess to bismuth 
solutions, cause a black precipitate, from reduction to metallic bismuth, a 
very delicate reaction.* The stannite is made, when wanted, by adding 
to a stannous chloride solution, in a test-tube, enough sodium or potas- 
sium hydroxide to redissolve the precipitate at first formed: ^BiClg + 
SK^SnOg + 6K0H = 2Bi + 6KC1 + SK^SnOg + SH^O (Vanino and Treu- 
bert, JS., 1898, 31, 1113). 

7i . — Solutions of bismuth salts, nearly neutral, poured into a hot solution of 
potassium bichromate precipitates the orange red chromate, (BiO)aCr, 07 ; but 
if poured into, a cold solution of the neutral chromate a citron-yellow precipi- 
tate, .^BigOvSCrOs , is formed. These precipitates are soluble in moderately 
concentrated acids, insoluble in fixed alkalis (distinction from Pb). The pre- 
cipitate with ZaCraOT is used in the quantitative determination of bismuth (9). 

7. Ignition,— -bn "charcoal, with sodium carbonate, before the blow-pipe, bis- 
muth is readily reduced from all its compounds. The globule is easily fusible, 
brittle (distinction from lead), and gradually oxidizable under the flame, form- 
ing an incrustation (BigOa), orange-yellow while hot, lemon-yellow when cold, 
the edges bluish-white when cold. The incrustation disappears, or is driven 
by the reducing flame, without giving color to the outer flame. With borax 
or microeosmic salt, bismuth gives beads, faintly yellowish when hot, colorless 
when cold. 

A mixture of equal parts cuprous iodide and sulphur forms an excellent 
reagent for the detection of bismuth in minerals by the use of the blow-pipe. 
The reagent mixed with the unknown is fused on charcoal or on a piece of 
aluminum sheet. A red sublimate indicates bismuth. Mercury gives a mix- 
ture of red and yellow sublimates (Hutchings, C. IV'., 1877, 36, ^49).^ 

Bismuth chloride may be sublimed at the temperature of boiling sulphur; 
recommended as a separation from lead (Bemmler, B., 1891, 24, 3554). 


8. Detection. — Bismuth is precipitated from its solutions by HgS form- 
ing BioSg. By its insolubility in (NH4)2S or and solubility in 

hot dilute HNOg it is separated with Pb , Cu , and Cd from the other metals 
of the tin and copper group. Dilute H2SO4 removes the lead and NH4OH 
precipitates the bismuth as Bi(0H)3 , leaving the Cu and Cd in solution. 
The presence of the bismuth is confirmed by the action of a hot solution of 
K2Sn02 or BaOH and formaldehyde f on the white precipitate of Bi(0H)3 , 
giving metallic bismuth (Qg) or by dissolving the Bi(0H)3 in HCl and its 
precipitation as BiOCl upon dilution with water (55). 

9. Estimation. — (/) As metallic bismuth formed by fusion with potassium 
cyanide. W As BfaOg formed by ignition of bismuth salts of organic amds, or 
of the salts of volatile inorganic oxyacids. (S) By precipitation by H^S , and 

♦ Tor a modification of this test see Muir (J. C., 1877, 33, 46). 

t Sodium stannite reduces lead hydroxide while fonnald^yde does not. Traces of lead may 
be present owing to imperfect separation. 
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after drying at 100®, weighing as BijS, . (4) By precipitation by KsCtsOj , and 

after drying at 120®, weighing as (BiO)sCr 2 07 . (S) Volunietrically. By precipi- 

tation with KaCrjO, . Dissolve the chromate in dilute acid, transfer to an 
azotometer and reduce the chromate with hydrogen peroxide (Baumann, Z. 
angew.y 1891, 331). (6) By precipitation as a phosphate with standard sodium 

phosphate; dilution to definite volume and determination of the excess of 
phosphate in an aliquot part with uranium acetate (Muir, J. C., 1877, 3B, 674). 

10. Oxidation. — ^Metallic bismuth reduces salts of Hg, Ag, Pt, and 
An to the metallic state. Bismuth is precipitated as free metal from its 
solutions by Pb, Sn, Cu, Cd, Fe, Al^ Zn^ Mg^ and HH^POg {6d). All 
salts of bismuth are oxidized to Bi^O^ by Cl or HgOa in strong alkaline 
mixture (Hasebrock, B., 1887, 20, 213 ; Schiff, A. Gh.^ 1861 (3), 63, 474). 
All compoxmds of bismuth are reduced to the metal by potassium stannite 
K^SnOg (6^). Bismuth chloride or bromide heated in a current of hydro- 
gen is partially reduced to the free metal (Muir, J. (7., 1876, 29, 144). 
It is precipitated as free metal upon warming in alkaline mixture with 
grape sugar (5&), 


§77. Copper (Cuprum) Cu = 63.57 . Valence one and two. 

1. Properties . — Specific gravity ^ electrolytic, 8.914; melted, 8.921; natural crys- 
tals, 8.94; rolled and hammered sheet, 8.952 to 8.958 (Marchand and Scheerer, 
J. pr., 1866, 97, 193). Melting pointy 1083® {Cir. B. S., 36, 1915). A red metal, 
but thin sheets transmit a greenish-blue light, and it also shows the same 
greenish-blue tint when in a molten condition. Of the metals in ordinary use, 
only gold and silver exceed it in malleability. In ductility it is inferior to iron 
and cannot be so readily drawn into exceedingly fine wire. Although it ranks 
next to iron in tenacity, its wire bears about half the weight which an iron wire 
of the same size would support. As a conductor of heat it is surpassed only by 
gold. Next to silver it is the best conductor of electricity. Dry air has no 
action upon it; in moist air it becomes coated with a film of oxide which pro- 
tects it from further action of air or of water. It forms a number of very im- 
portant alloys with other metals; bronze (copper and tin), brass (copper and 
zinc with sometimes small amounts of lead or tin), German silver (copper, nickel 
and zinc). 

2. Occurrence. — Copper is found native in various parts of the world, and 
especially in the region of Lake Superior. It is found chiefly as sulphides in 
enormous quantities in Montana, Colorado, Chili and Spain; as a carbonate in 
Arizona. It is venr widely distributed and occurs in various other forms. 
Chalcopyrite (CuPeSa); chalcocite (Cu*S); green malachite (Cu 2 (OH) 2 COs); blue 
malachite (Cu 3 (OH) 2 (CO)j); cuprite (CUaO); and tenorite (melanconite) (CuO). 

3. Preparation. — ^For the details of the various methods of copper-smelting 
and refining, the works on metallurgy should be consulted. In the laboratory 
pure copper may be produced (J) by electrolysis; (2) reduction by ignition in 
hydrogen ^s; (S) reduction of the oxide by ignition with carbon, carbon 
monoxide, illuminating gas, or other forms of carbon; (^) reduction of the 
oxide by K or Na at a temperature a little above the melting point of these 
metals; (5) reduction by fusion with potassium cyanide: CuO + KCBT = Cu -f 
KGN'O . For its reduction in the wet way, see 10. 

4. Oxides and Hydroxides. — Cuprom oxide (CujO), red, is found native; it is 
prepared: (I) by reducing CuO by means of grape-sugar in alkaline mixture; 
(2) by igniting CuO with metallic copper; (3) by treating an ammoniacal cupric 
solution with metallic copper; then adding KOH and drying. Cuprous hydrox- 
ide^ CuOH, brownish yellow, is formed by precipitating cuprous salts with 

QV HaOH , Cupric oxide, CuO , black, is formed hy i^ting the hydroxide, 
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carbonate, sulphate, nitrate and some other cupric salts in the air; or by 
heating the metal in a current of air. Cupric hydrocsiAe, CuCOH), , is formed 
by precipitating cupric salts with KOH or NaOH . It is stated by Bose (Pogg., 
1863, 120, 1) that tetracupric monoxide, (Cu^O , is formed by treating a cupric 
salt with £OH and a quantity of K^SnO, insufficient to reduce it to the met^lic 
state, A peroxide of copper, CuO^ , is supposed to be formed by treating 
Cu(OH), with HjOj at 0® (Kriiss, B., 1884, 17, 2593). (§10.) 

5. Solubilities. — a. — Metal . — Copper does not readily dissolve in acids with 
evolution of hydrogen; it dissolves most readily in nitric acid chiefly with 
evolution of nitric oxide* 3Cu -f- 8H1TO, = 3Cu(NO,), 4* 4H2O 4" 2^0 (Freer 
and Higley, Am., 1899, 21, 377); also in hot concentrated sulphuric acid, with 
evolution of sulphurous anhydride: Cu + 2H2SO4 = CuSO* + 2HaO -f SO3 . If 
dry hydrochloric acid gas be passed over heated copper, CuCl is formed with 
evolution of hydrogen (Weltzien, A. Ch., 1865, (4), 6, 487). A saturated solution 
of hydrochloric acid at 15® dissolves copper as CuCl with evolution of hydrogen. 
The action is very rapid if the copper be first immersed in a platinum chloride 
solution. Heat favors the reaction and the presence of IOHC2O to one HCl pre- 
vents the action (Engel, C. r., 1895, 121, 528). Hydrobromic acid concentrated 
acts slowly in the cold and rapidly when warmed, forming CuBr, , mth evolu- 
tion of hydrogen. Cold hydriodic acid, in absence of iodine, is without action 
(Mensel, B., 1870, 3, 123). Ammonium sulplude, (££[4)28, colorless, acts upon 
copper turnings with evolution of hydrogen, forming CusS (Heumann, /, C., 

1873, 20, 1105), 

J. — Oxides. — Cuprous oxide and hydroxide are insoluble in water, soluble 
in hydrochloric acid with formation of cuprous chloride, white, unstable, 
readily oxidized by the air to colored cupric salts. Cupric oxide, black, 
and hydroxide, blue, are insoluble in water, soluble in dilute acids; in a 
mixture of equal parts glycerine and sodium hydroxide, sp. gr. 1.20 (sepa- 
ration from Cd) (Donath, J. 0., 1879, 36, 178), in a mixture of tartrates 
and fixed alkalis (but precipitated as CUjO by heating with glucose) (sepa- 
ration from Cd and Zn) (Warren, C. N., 1891, 63, 193); insoluble in 
ammonium hydroxide in absence of ammonium salts (Maumene, J. G., 
1882, 42, 1266). 

c. — Solis. — All salts of copper, except the sulphides, are soluble in am- 
monium hydroxide. All cuprous salts are insoluble in water, soluble in 
hydrochloric acid and reprecipitated upon addition of water. They are 
readily oxidized to cupric salts on exposure to moist air. Cuprous chloride 
and bromide are soluble in ammonium chloride solution (Mohr, J. G., 

1874, 27, 1099). Cupric salts, in crystals or solution, have a green or 
blue color; the chloride (2 aq.) in solution is emerald-green when concen- 
trated, light blue when dilute; the sulphate (5 aq.) is "blue vitriol.^^ 
Anhydrous cupric salts are white. The crystallized chloride and chlorate 
are deliquescent; the sulphate, permanent; the acetate, efflorescent. 
Cupric basic carbonate, oxalate, phosphate, borate, arsenite, sulphide, 
cyanide, ferrocyanide, ferricyanide, and tartrate are insoluble in water. 
The am m onio salts, the potassium and sodium cyanides, and the potassium 
and sodiiun tartrate, are soluble in water. In alcohol the sulphate and 
acetate are insoluble; the chloride and nitrate, soluble. Ether dissolves 
the chloride, 
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6. Reactions a.— Fixed alkaH hydroxides precipitate acid solutions ot 

cuprous chloride, first as the white cuprous chloride, changing with more ^ 
the alkali to the yellow cuprovs hydroxide, insoluble in excess. .Ammomum 
iiydroxide and carbonate precipitate and redissolve the hydroxide to a 
less solution, which turns blue on exposure. The colorless 

is precipitated by potassium hydroxide. Fixed alkali carbonates precip ta e 
the yellow cuprous carbrniate, CtLsCOj . 


Pixed alkalis— KOH— added to saturation in solutions of cupric salts, 
precipitate cupric hydroxide, Cxi(0H)2 , deep blue, insoluble in excess unless 
concentrated (Loew, Z., 1870, 9, 463), soluble in ammonium hydroxide (if 
too much fixed alkali is not present), very soluble in acids, and changed, 
by standing, to the black compound, Cu302(0H)2; by boiling, to OuO . 
If tartaric acid, citric acid, grape-sugar, milk-sugar, or certain other 
organic substances are present, the precipitate either does not form at all, 
or redissolves in excess of the fixed alkali to a blue solution. The alkaline 
tartrate solution may be boiled without change; in presence of glucose, 
the application of heat causes the precipitation of the yellow cuprous 
oxide. Alkali hydroxides, short of saturation, form insoluble basic salts, 
of a lighter blue than the hydroxide. 

Ammonium hydroxide added short of saturation precipitates the pale 
blue basic salts; added just to saturation, the deep blue hydroxide (in both 
cases like the f ixed alkalis) ; added to supersaturation, the precipitate dis- 
solves to an intensely deep blue solution (separation from bismuth). The 
blue solution is a cuprammonium compound, not formed unless ammonium 
salts be present. It has been isolated as CuS04.(NH3)4 (§77, 5&). The deep 
blue solution probably consists of this compound in a hydrated condition, 
I e, Cu{0U),.2WBi^0n.(SIL,),S0, ; or (irH,),Cu(0H),S0, . Other salts 
than the sulphate form the corresponding compounds : CuCla -j- 43TH4OH 
= Cu(0H)2.2NH,0H.21irH^Cl . The blue color with ammonium hydroxide 
is a good test for the presence of copper in all but traces (one to 25,000), 
its sensitiveness is diminished by the presence of iron (Wagner, Z., 1881, 
20, 351). Ammonium carbonate, like ammonium hydroxide, precipitates 
and redissolves to a blue solution. Carbonates of fixed alkali metals — as 
KgCOj — precipitate the greenish-blue, basic carlonate, Cu2(0H)2C03 , of 
variable composition, according to conditions, and converted by boiling to 
the black, basic hydroxide and finally to the black oxide. Barium carbon- 
ate precipitates completely, on boiling, a basic carbonate. 

From the blue ammoniacal solutions a concentrated solution of a fixed 
alkali precipitates the blue hydroxide, changed on boiling to the black 
oxide, CuO . 


h. — Oxalates, cyanides, ferrocyanides, fenicyanides and thiocyanates pre- 
cipitate their respective cuprous salts from cuprous solutions not too strongly 
acid. The ferricyanide is brownish-red, the others are white. The thiocyanate 
is used to separate -copper from palladium (Wohler, A. Gh,, 1867, (4), 10, 510); 
and also from cadmium. In solutions of cupric salts, oxalates precipitate Guprio 
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oxalate, CUC 2 O 4 , bluish-white, insoluble in acetic acid, and formed from mineral 
acid salts of copper by oxalic acid added with alkali acetates. 

Potassium cyanide forms a brownish precipitate of cupric cyanide, 
Cu(CN)o , which immediately changes to the yellowish green cupric cuprous 
cyanide with the evolution of cyanogen. On warming, this precipitate 
changes to the white cuprous cyanide, Cu2(CN)2, with further evolution 
of cyanogen. Excess of potassium cyanide dissolves the precipitate with 
the formation of the double cuprous salt, K3Cu(CN)4, or, in the presence 
of a smaller excess of potassium cyanide, KoCu(C 2 I )3 . (Kunschert, Z. 
Anorg., 41 , 359, 1904). The potassium cyanide also dissolves cupric 
oxide, hydroxide, carbonate, sulphide, etc., changing rapidly to the double 
cuprous cyanide in solution in the alkali cyanide. Hydrogen sulphide 
does not precipitate the copper from solutions of copper salts in potassium 
cyanide on account of the very slight concentration of the copper ions in 
such solutions (5.10“^® , Kunschert, ibid.). This serves as a separation 
from Cadmium which is precipitated by hydrogen sulphide from a potas- 
sium cyanide solution. Potassium ferrocyanide precipitates cupric ferro- 
cyanide, Cu2Fe(C]Sr)e , reddish-brown, insoluble in acid's, decomposed by 
alkalis; a very delicate test for copper (1 to 200,000) ; forming in highly 
dilute solutions a reddish coloration (Wagner, Z., 1881, 20 , 351). 
Potassium ferricyanide precipitates cupric ferricyanide, Cu 3 (Pe(Cir )^)2 , 
yellowish-green, insoluble in hydrochloric acid. 

Potassium thiocyaitate, with cupric salts, forms a mixed precipitate of 
cuprous thiocyanate, white, and a black precipitate of cupric thiocyanate, 
which gradually changes to the white cuprous compound, soluble in 
in the presence of hypophosphorous or sulphurous acid the cuprous thiocyanate 
is precipitated at once (distinction from cadmium and zinc) (Hutchinson, J. (7., 
1880, 38, 748). Ammonium benzoate (10 per cent solution) precipitates copper 
salts completely from solutions slightly acidified (separation from cadmium) 
(Gucci, B., 1884, 17, 2659), 

If to a solution of cupric salt slightly acidulated with hydrochloric acid, an 
excess of a solution of nitroso-B-naphthol in 50 per cent acetic acid be added, 
the copper will be completely precipitated on allowing to stand a short time 
(separation from Pb , Cd , Hg , Iffin , and Zn) (Knorre, J5., 1887, 20, 283). 

Potassium xanthate gives with very dilute solutions of copper salt a yellow 
coloration; according to Wagner (I, c.) one part copper in 900,000 parts water 
may be detected. 

c. — ^Nitric acid rapidly oxidizes cuprous salts to cupric salts, d. — solution 
of cupric sulphate slightly acidulated with hydrochloric acid is precipitated as 
cuprous chloride by sodium hypophosphite (Cavazzi, Gazxetta, 1886, 16, 167) ; if 
the slightly acidulated copper salt solution be boiled with an excess of the 
hypophosphite the copper is completely precipitated as the metal. Sodium 
phosphate, HasHPO^ , gives a bluish-white precipitate of copper acid phosphate, 
CUHPO 4 , if the reagent be in excess and Cu 8 (PO ^)2 if the copper salt be in 
excess. Sodium pyrophosphate precipitates cupric salts, but not if tartrates 
or thiosulphates be present (separation from cadmium) (Vortmann, B., 1888, 
21, 1103). 

€. — Cuprous salts (obtained by treating cupric salts with SnCla) when bailed 
with precipitated sulphur deposit the copper as CUsS (separation from cad- 
mium) (Orlowski, J. 0., 1882, 42, 1232). Cuprous salts are precipitated or traut>- 



108 


COPPUB. 


6 / 


posed by bydrosulphiiric acid or soluble sulphides, forming cuprous sulphide,* 
CUaS , black, possessing the sanae solubilities as cupric sulphide. 

With cupric salts H 2 S gives CuS, black (with some C 112 S), produced 
alike in acid solutions (distinction from iron, manganese, cobalt, nickel) 
and in alkaline solutions (distinction from arsenic, antimony, tin), — Solu- 
tions containing only the one-hundred-thousandth of copper salt are 
colored brownish by the reagent. The precipitate, CuS, is easily soluble 
by nitric acid (distinction from mercuric sulphide) ; with difficulty soluble 
by strong hydrochloric acid (distinction from antimony) ; insoluble in hot 
dilute sulphuric acid (distinction from cadmium) ; insoluble in fixed alkali 
sulphides and ammonium monosulphide, but slightly soluble in ammonium 
polysulphide and fixed alkali. (Eossing, Z,, 41, l)t (distinction from 
arsenic, antimony, tin) ; soluble in solution of potassium cyanide (distinc- 
tion from lead, bismuth, cadmium, mercury). 

According to Koyes (J. Am, 80c, 29, 170) 5 to 10 mg. of copper 
may dissolve in ammonium polysulphide when a large amount of copper 
is present 

Concerning the formation of a colloidal cupric sulphidCy see Spring (E., 1883f 
16 , 1142). According to Brauner (C. iV., 1896, 74 , 99) cupric salts with excess 
of hydr<^en sulphide always 3 aeld a very appreciable amount of cuprous sul- 
phide. also Ditte (C. r., 1884, 98 , 1492). Solutions of cupric salts are 
reduced to cuprous salts by boiling with sulphurotis acid (Kohner,^ (7. C., 1886, 
813). Sodium thiosulphate added to hot solutions of copper salts^mves a black 
precipitate of cuprous sulphide. In solutions acidulated with hydrochloric 
acid, this is a separation from cadmium (Vortmann, JIf., 1888, 9 , 165); in acetic 
acid solution, separation from cadmium and zinc (Dovatb, Z,y 40, 141 ), 

f , — ^Hydrobromio acid added to cupric solutions and concentrated by 
evaporation gives a rose-red color. Delicate to 0.001 m. g. (Endemann 
and Prochazka, C. N,, 1880, 42, 8). Of the common metals only iron 
interferes. Potassium bromide and sulphuric acid may he used instead 
of hydrobromic acid. 

Hydriodic acid and soluble iodides precipitate, from concentrated solu- 
tions of copper salts, cuprous iodide^ Cul , white, colored dark brown by the 
iodine separated in the reaction J {a). The iodine dissolves with color in 
excess of the reagent, or dissolves colorless on adding ferrous sulphate or 
soluble sulphites, by entering into combination. Cuprous iodide dissolves 
in thiosulphates (with combination). 

The cuprous iodide is precipitated, free from iodine, and more com- 

* Freshly precipitated cuprous sulphide transposes silver nitrate forming silver sulphide, 
metallic silver and cupric nitrate ; with cupric sulphide, silver sulphide and cupric nitrate are 
formed (Schneider, Pogg,, 1874, 471). Freshly precipitated snlpntdes of Fe. Co, Zn, Cd, 
Pb, Bi, S»", and when boiled with CuCl in presence of NaCl give CuaS and chloride of 

the metal: with OaCl^ , CiaS and a chloride of the metal are formed, except that SnS gives 
OiiaS, CttCl and Sn" (Baschig, 1884, 17, 697). 

t Thlo salts having the fonmilas (NH«)s CosSr and NaiCuiSr are formed (Rdssing, Z, anora, 

m.) 

t The precipitation Is Incomplete unless the free Iodine, one of the products of the reaction, is 
removed by means of a reducing agent (|44). 
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pletely, by adding reducing agents -with iodides; as, Na^SOj, HjSOj, 
FeSO, (&). 

(а) SCuSOi + 4KI = 2CuI + 1, + 2K,S0, 

(б) 2CuS0, + 2KI + 2reS04 = 2CuI + K^SOi + re,(SO0, 

2(3iiSO, + 4KI + H,SO, + H,0 = 2CuI + 2K:,S0^ + H,SO, + 2HI 

ff. — Arsenites, as KAs Oa ^ or arsenoas acid with just sufficient alkali hydrox- 
ide to neutralize it, precipitate from solutions of cupric salts (not the acetate) 
the green copper arsenite, chiefly CuHAsOs (Scheele’s green, “Paris green”), 
readily soluble in acids and in ammonium hydroxide, decomposed by strong 
potassium hydroxide solution. Prom cupric acetate^ arsenites precipitate, on 
boiling, copper aceto-arsenite, (Chi 0 As 203 ) 3 Cu(CaH 3 03)2 , Schweinfurt green or 
Imperial green, “ Paris green,” dissolved by ammonium hydroxide and by 
acids, decomposed by fixed alkalis. 

Soluble arsenates precipitate from solutions of cupric salts ci/prfc arsenate^ 
bluish-green, readily soluble in acids and in ammonium hydroxide. 

— ^Potassium bichromate does not precipitate solutions of cupric salts; 
normal potassium chromate forms a brownish-red precipitate, soluble in am- 
monium hydroxide to a green solution, soluble in dilute acids. 

7, Ignition. — ^Ignition with sodium carbonate on charcoal leaves metallic 
copper in finely divided grains. The particles are gathered by triturating the 
charcoal mass in a small mortar, with the repeated addition and decantation 
of water until the copper subsides clean. It is recognized by its color, and 
its softness under the knife. Copper readily dissolves, from its compounds in 
beads of borax and of microcosmic salt, in the outer flame of the blow-pipe. 
The beads are green while hot, and Hue when cold. In the inner flame the 
borax bead becomes colorless when hot; the microcosmic salt turns dark green 
when hot, both having a reddish-brown tint when cold (Cu^O) (helped by add- 
ing tin). Compounds of copper, heated in the inner flame, color the outer flame 
green. Addition of hydrochloric acid increases the delicacy of the reaction, 
giving a greenish-blue color to the flame. 

8 , Detection. — Copper is precipitated from its solutions by HgS , form- 
ing CuS . By its insolubility in (NHJgS^and solubility in hot dilute HNO^ 
it is separated with Pb , Bi , and Cd from the remaining metals of the tin 
and copper group. Dilute H2SO4 with O2H5OH removes the lead and 
ammonium hydroxide precipitates the bismuth as Bi( 0 B[) 3 , leaving the 
Cu and Od in solution. The presence of the Cu is indicated by the blue 
color of the ammoniacal solntion, by its precipitation as the brown f erro- 
cyanide after acidulation with HCl (66) ; and by its reduction to Cu° with 
Pe®, from its neutral or acidulated solutions (10). Study the text on 
reactions (6) and §102 and §103. 

9, Estimation. — (I) It is precipitated on platinum by the electric current 
and weighed as the metal, or by means of zinc, the excess of zinc being dissolved 
by dilute hydrochloric acid. (^) It is converted into CuO and weighed after 
ignition, or the oxide is reduced to the metal in an atmosphere of hydr(^en and 
weighed as such. (S) It may be precipitated either by H 2 S or Na2S208, and, 
after adding free sulphur and igniting in hydrogen gas, weighed as cuprous sul- 
phide, or it may be precipitated by KCNS in presence of H 2 SO 3 or,H3P02 , and, 
after adding S , igmted in H ana weighed as OU 2 S . Cu^O', CuO , CuOnOs)* , 
CuCOa , CuSOi and many other cupric salts, are converted into CU 2 S by adding S 
and igniting in hydrogen gas. (4) By adding KI to the cupric salt and titrating 
the liberated I by Na 2 S 03 ; not permissible with acid radicals which oxidize HI . 
{6) By precipitation as OviX and weighing after drying at 150® (Bro wnin g^ 
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Am. aS'., 1K93 [91, 46, 380). (6‘) By titrating in concentrated HBr . xising a 

fc,olutiou of SnCl. in concentrated HCl; the end reaction is sharper than th 
SnCl. alone (Etard and Lehean, 0. r.. 1890, 110, 408). (7) By titration with 

M-a^S. Zinc does not interfere (Borntriiger, Z. ninf 

reduction with SO, and precipitation with excess of j'ta^ard NH4CIIS, di - 
tion to definite volume and titration of the excess of WH.CNS m an al>0"ot 
part, with AgNO, (Volhard, A., 1878, 190, .51). (.9) Small amounts a™ treated 

with an excess of ITH4OH and estimated colorimetncally by comparing witn 
standard tubes. 


10. Oxidation. — Solutions of Cu" and Cn' are reduced to the metallic 
state by Zn , Cd , Sn , A1 , Pb , Fe , Co , Ni , Bi , Mg P , and in presence 
of KOH by KjSnOj . A bright strip of iron in solution of cupric salts 
acidulated with hydrochloric acid, receives a bright copper coating, recog- 
nizable from solutions in 120,000 parts of ivater. With a zine-platinnm 
couple the copper is precipitated on the platinum and its presence can he 
confirmed, by the use of H2SO4 , concentrated, and E^Br , an intense violet 
color is obtained (Creste, j. G., 1877, 31, 803). Cu" is reduced to Cu' by 
Cu” (Boettger, J. 0., 1878, 34, 113), by SnClj, in presence of HCl, in 
presence of KOH by As^Og and grape sugar, by HI , and by SO, . MetaUie 
copper is oxidized to Cu" by solutions of Hg", Hg', Ag', Pt^, and Au , 
these salts being reduced to the metallic state. Ferric iron is reduced to 
the ferrous condition (Hunt, Am. 8., 1870, 99, 153). Copper is also oxi- 
dized by many acids. 

§78. Cadmium. Cd = 112.4. Valence two. 

1. Properties. — Specific liquid, 7.989; cooled, 8.67; hammered, 8.6944. 

Melt^.ng point, 320.9° (Cir, B. S,, 36, 1915). Boiling poirU, 763° to 772° (Car- 
neliey and Williams, J. C., 1878, 33, 284). Specific heat is 0.0567. Vapor 
density (H — 1), 55.8 (Deville and Troost, A. Ch», 1860, (3), 68, 257). From 
these data the gaseous molecule of cadmium is seen to consist of one atom 
(Richter, Anorg. Chem,, 1893, 363). It is a white crystalline metal, soft, but 
harder than tin or zinc; more tenacious than tin; malleable and very ductile, 
can easily be rolled out into foil or drawn into fine wire, but at 80® it is brittle. 
Upon bending it gives the same creaking sound as tin. It may be completely 
distilled in a current of hydrogen above 800°, forming silver white crystals 
(Kammerer, R., 1874, 7, 1724). Only slightly tarnished by air and water at 
ordinary temperatures. When ignited bums to CdO . When heated it com- 
bines directly with Cfl , Br , I , P , S , Se , and. Te . It forms many useful alloys 
having low melting-points. 

2. Occurrence. — ^Found as greenoekite (CdS) in Greenland, Scotland and Penn- 
sylvania; also to the extent of one to three per cent in many zinc ores. 

3. Preparation. — ^Reduced by carbon and separated from zinc (approximately) 
by distillation, the cadmium being more volatile. It may be reduced by fusion 
vsdth H , CO , or coal gas. ‘ 

4. Oxide and Hydroxida — Cadmium forms but one oxide, CdO , either by 
burning the metal in air or by ignition of the hydroxide, carbonate, nitrate, 
oxalate, etc. It is a brownish-yellow powder, absorbs CO3 from the air, becom- 
ing white (Gmelin-Kraut, 3, 64). The hydiTroxide'Cd(Sy3.)2 is formed by the 
action of the fixed alkalis upon the soluble cadmium salts; it absorbs CO3 from 
the air. 

5. Soluhilities.*--a.----3f^toZ.---Cadmium dissolves slowly in hot, moderately 
dilute hydrochloric or sulphuric acid with evolution of hydrogen; much more 


♦Warren. C, 1895. 71, 92. 
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readily in nitric acid with generation of nitrogen oxides. It is soluble in 
ammonium nitrate without evolution of gas; cadmium nitrate and ammonium 
nitrite are formed (Morin, G. r., 1S85, IDO, 1497). &. — ^The oxide and hydroxide 
are insoluble in water and the fixed alkalis, soluble in ammonium hydroxide, 
readily soluble in acids forming salts; soluble in a cold mixture of fixed alkali 
and alkali tartrate, reprecipitated upon boiling (distinction from copper) 
(Behai, 7. Pham., 1885, (5), 11, 553). c.— Salts.— The sulphide, carbonate, 
oxalate, phosphate, cyanide, ferrocyanide and ferricyanide are insoluble (§27) 
in water, soluble in hydrochloric and nitric acids, and soluble in JNTHtOH , 
except CdS . The chloride and bromide are deliquescent, the iodide is perma- 
nent; they are soluble in water and alcohol. 

G. Eeactions. a . — The fixed alkali hydroxides — ^in absence of tartaric 
and citric acids, and certain other organic substances — precipitate, from 
solutions of cadmium salts, cadmium hydroxide, Cd( 0 H) 2 , white, insoluble 
in excess of the reagents (distinction from tin and zinc). Ammonium 
hydroxide forms the same precipitate which dissolves in excess. If the 
concentrated cadmium salts he dissolved in excess of ammonium hydroxide 
with gentle heat and the solution then cooled, crystals of the salt, with 
variable amounts of ammonia, are obtained; e. y., CdClo(NH 3)3 , 
CdS0,(ira3)4, Cd(N 03 ) 2 (NH 3 ), (Andre, 0. r., 1887, 104, 908 and 987; 
Kwasnik, Arch. Pharm.^ 1891, 229, 569). The fixed alkali carbonates pre- 
cipitate cadmium carbonate, CdCOg, white, insoluble in excess of the 
reagent, ammonium carbonate forms the same precipitate dissolving in 
excess. Barium carbonate, in the cold, completely precipitates cadmium 
salts as the carbonate. 

&. — Oxalic acid and oxalates precipitate cadmium oxalate, white, soluble in 
mineral acids and ammonium hydroxide. Totassium cyanide precipitates 
cadmium cyanide, white, soluble in excess of the reagent as Cd(CN) 2 . 2 KC 13 ’; 
ferrocyanides form a white precipitate; ferricyanides a yellow precipitate, 
both soluble in hydrochloric acid, and in ammonium hydroxide. Potassium 
sulphocyanat© does not precipitate cadmium salts (distinction from copper). 
Cadmium salts in presence of tartaric acid are not precipitated by fixed alkali 
hydroxides in l-he cold; on boiling, cadmium oxide is precipitated (separation 
from copper and zinc) (Aubel and Kamdohr, A. Gli., 1858, (3), 52, 109). 
c. — Nitric acid dissolves all the known compounds of cadmium, d. — Soluble 
phosphates precipitate cadmium phosphate, white, readily soluble in acids. 
Sodium p^ophosphate precipitates cadmium salts, soluble in excess and in 
mineral acids, not in dilute acetic. The reaction is not hindered hy the pres- 
ence of tartrates or of thiosulphates (separation from Cu) (Vortmann, B., 1888, 
21, 1104). 

e . — ^Hydrogen sulphide and soluble sulphides precipitate, from solutions 
neutral, alkaline, or not too strongly acid, cadmium sulphide, yellow; 
insoluble in excess of the precipitant (Presenius, Z., 1881, 20, 236), in 
ammonium hydroxide, or in cyanides (distinction from copper); soluble in 
hot dilute sulphuric acid and in a saturated solution of sodium chloride * 
(distinction from copper) (Cushman, Am., 1896, 17, 379). 

* Owing to the formation of incompletely-dissoolated OdCl, . Cdl, Is still less dissociated 
and accordingly €dS dissolves more readily in HI than In HCl and much more readily than in 
HNOs of the same concentration. On the other hand, of course, precipitation of the sulphide 
takes place with more difficulty froih the iodide than from the other salte. 
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Sodium thlosulpliate, Na^StOg , does not precipitate solutions of cadmium 
salts (Follenius, Z,, 1874, 13, 438), but in excess of this reagent, ammonium 
salts being absent, sodium carbonate completely precipitates tbe cadmium as 
carbonate (distinction from copper) (Wells, C, 2?., 1891, 64, 294). Cadrnium 
salts with excess of sodium thiosulphate are not precipitated upon boiling 
with hydrochloric acid (distinction from copper) (Orlowski, J. C,, 1882, 42, 1232). 
f , — The non-precipitation by iodides is a distinction from copper, g . — Soluble 
arsenites and arsenates precipitate the corresponding cadmium salts, readily 
soluble in acids and in ammonium hydroxide, h . — Alkali chromates precipitate 
yellow cadmium chromate from concentrated solutions only, and soluble on 
addition of water. 

i. — A solution of copper and cadmium salts, very dilute, when allowed to 
spread upon a filter paper or porous porcelain plate, gives a ring of the cad- 
mium salt beyond that of the copper salt, easily detected by hydrogen sulphide 
(Bagley, J. 0,, 1878, 33, 304). 

7. Ignition. — On charcoal, with sodium carbonate, cadmium salts are reduced 
by the blow-pipe to the metal, which is usually vaporized and reoxidized nearly 
as fast as reduced, thereby forming a characteristic brown incrustation (CdO). 
This is volatile by reduction only, being driven with the reducing flame. Cad- 
mium oxide colors the borax bead yeuowish while ho^ colorless when cold; 
microcosmic salt, the same. If fused with a bead of KaS , a yellow precipitate 
of CdS is obtained (distinction from zinc) (Chapman, /. C., 1877, 81, 490). 

8 . Detection. — Cadmium is precipitated from its solutions by HgS forming 
CdS. By its insolubility in ( 1 ^ 4)28 or (HH 4 ) 2 Sx and solubility in hot dilute 
HNO 3 it is separated with Pb , Bi , and Cu from the other metals of the 
second group. Dilute H2SO4 with C2E5OH removes the lead and EH^OH 
precipitates the bismuth as Bi( 0 H) 3 , leaving the Cu and Cd in solution. 
If copper he present, ZCBT is added until the solution becomes colorless, 
when the Cd is detected by the formation of the yellow CdS with HgS . 
If Cu be absent the yellow CdS is obtained at once from the ammoniacal 
solution with H2S . See also 6 i. 

9. Estimation. — (1) It is converted into, and after ignition weighed as an 

oxide. (2) Converted into, and after drying at 100°, weighed as CdS. (3) Pre- 
cipitated as CdCgO^ and titrated by KJCnO^. (4) Electrolytically from a slightly 
ammoniacal solution of the sulphate or from the oxalate rendered acid veith 
oxalic acid. (S) Separated from copper by KI; the I removed by heating; the 
excess of KI removed by E^Og and H3SO4; the cadmium precipitated by 
KagCOg and ignited to OdO (Browning, Am, S., 1893, 146, 280). (6) By adding 

a slight excess of H2SO4 to the oxide or salt, and evaporation first on the water 
bath and then on the sand hath, weighed as CdSO^ (Follenius, J2?., 1874, 13, 277). 

10. Oxidation. — Metallic cadmium precipitates the free metals from 
solutions of Au, Pt, Ag, Hg, Bi, Cu, Pb, Sn, and Co ; and is itself 
reduced by Zu , Mg , and A1 . 
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§79. Comparison of Certain Eeactiont of Biimntli, Copper, and Cadmium. 


Taken in Solutions of their Chlorides, Nitrates, Sulphates, or Acetates. 


KOH or NaOH, in 

c ::qczz 

MrH4 0BC, in excess 
Dilution, of satu- 
rated solutions. . 
Iodides 


Sulphides 


Iron or 2sinc 


G-lucose, KOH, and 

heat 

KjSnO. -j- KOH.. 


B 1 

Cu 

Bi(OH)„ white. 

Cu(OH)a, dark 
blue. 

Bi(OH)„ white. 
BiOCl, white (§ 76 , 

Blue solution. 

5 d). 


Partial precipita- 

Precipitation of 

tion in solutions 

Cul, with libera- 

not very strongly 

tion of iodine 

acid (§ 76 , 6f). 

(§ 77 , 6f). 

Bi^Sa, black, in- 

CUaS and OuS, 

soluble in KCH. 

black, soluble in 

KCN. 

Bi, spongy precipi- 

Cu, bright coating 

tate. 

(§ 77 , 10). 

Bi, black. 

ChijO, yellow (§ 77 , 
56 ). 

Bi, black. 

Cu, precipitated 
metal. 


Cd 

CdCOH),, white. 
Colorless solution. 


CdS, yellow, insol- 
uble in KCN. 

Cd, gray sponge 
with zinc, no ac- 
tion with iron. 


Systematic Analysis of the Metals of the Tin and Copper Group. 

The precipitation of the metals of the second group (Tin and Copper 
Group) by hydrosulphuric acid, and their separation into Division A 
(Copper Group) and Division B (Tin Group). See §312. 

§80. Manipulation. — The filtrate from Group 1 (§62), or the original 
solution, if the metals of the silver group be absent is warmed nearly to 
boiling and saturated with HgS gas. The volume of the solution should 
be about 50 c.c. and it should contain about 6 per cent of concentrated 
HOI by volume. After passing HgS for about 15 minutes through the hot 
solution, allow it to cool, dilute wiih an equal volume of water and again 
pass HgS for some time through the cold solution. Shake well to coagulate 
the precipitate and filter. Pass HsS again through the filtrate, filter and 
repeat until no further Hj^S precipitate is obtained. 

2HA8O4 + xHCl + 5H2S » ASsSf + zHCl + SHiO 

or 2H3Afi04 + xHCl -f 5 HiS -= Aa^Ss + xHCl + St + 8H1O 
Sn0l4 -h 2H2S ^ SnSs + 4 HC 1 
SnCla -I- H2S = SnS -f 2 HC 1 
2Bi(N08)8 + 3 H 2 S = BisSs + 6ENOt 
CdS04 + H2S = CdS -f H 2 SO 4 

§ 81 . Notes. — 1 . Hydrosulphuric acid gas should be used in precipitating the 
metals of the second group. It may be generated in a Kipp apparatus, using 
ferrous sulphide, FeS , and dilute commercial sulphuric acid ( 1 - 12 ). Com- 
mercial hydrochloric acid may be used instead of sulphuric. The gas should 







114 


TBBCITITATION OF METALS OF SECOND GBOTIP. §81, 2, 


be passed through a wash bottle containing water to remove any acid that 
be carried over mechanically. It should always be conducted through a capil- 
lary tube into the solution to be analyzed contained in a flask. Less gas is 
required and the solution is less liable to be thrown from the test tube by the 

excess of unabsorbed gas. ^ xt. 

2 In treating the unknown solution with H^S, it should be passed into the 
Uquid until, upon shaking the flask, capped with the thumb, there is no forma- 
tion of a partial vacuum due to the further absorption of the gas by the liquid. 

S HzS is decomposed by HNOa or HNOg + HCl (mtrohydrochloric acid) 
(5267, 6B), hence these acids must not be present m excess. If these acids 
were used in preparing the solutions for analysis, they must be removed by 
evaporation. Sulphuric acidulation is not objectionable to precipitation with 
H2S but could not be used until absence of the metals of the calcium ^oup 
(Group V.) has been assured. If this ^oim is present strontium and especially, 
barium, will invariably be present in the ftS precipitate on account of the oxi- 
dation of the sulphur to sulphuric acid. For this reason, oadizmg agents must 
be removed from the solution so far as possible. ^ If ferric cmonde is present, 15 
milligrams of barium may be present in this precipitate as sulphate. Curtman and 
Frankel (J. Am. Soc., 33, 724, 1911.) For detection of the barium see §301, 5. 

4. The precipitation of the silver group has left the solution acid with HCl 
and prepares the solution for precipitation with H2S if other acids are not 
present m excess. A moderate excess of HCl is necessary to insure the precipi- 
tation of arsenic if present in the arsenic condition. For this purpose the 
solution must be hot and must contain at least 6 per cent by volume of con- 
centrated HCl. Under these conditions the arsenic precipitates slowly (69). 

The strong acid, especially when hot, prevents the precipitation of the other 
metals, especially tin, lead and cadmium. For this reason, the solution must be 
cooled and diluted and again saturated with in order to pmcipitate these 
metals. The solution must not be too largely diluted or traces of Co , Ni and Zn 
will be precipitated. About one part of HCl to 25 of the solution must be present 
to prevent the precipitation of Zn , and it is seldom advisable to use more than 
one part of HCl to ten of the solution * (this refers to the reagent HCl , §324). 

5. The precipitated sulphides of the metals of the tin and copper group 
(second group) present a variety of colors, which aid materially in the further 
analysis of the group. CdS, SnS2, AS2S5 , and AS2S6 are lemon-yellow; Sb2S6 
and SbjS- are orange; SnS , HgS , PbS, Bi2S3 , CU2S and CuS are black to 
brownish-black. If too much HCl be present, lead salts frequently precipitate a 
red double salt of lead chloride and lead sutehide (§67, 6c). Mercuric chloride at 
first forms a white precipitate of HgCl2.2HgS, changing from yellow to red, and 
finally to black with more H2S , due to the gradual conversion to HgS (§68, 6e). 

6. Addition of water to the solution before passing in HfcS may cause the 
precipitation of the oxychlorides of Sb , Sn or Bi (5d; J70, §71 and §76). These 
should not be redissolved by the addition of more HCl , as they are readily 
transposed to the corresponding sulphides by H2S , and the excess of acid nec- 
essary to their resolution may prevent the precipitation of cadmium or cause 
the formation of the red precipitate with lead chloride, 

7. The presence of a strong oxidizing agent as HNO3 , K2Cr207 , PeCL , etc., 
causes with H2S the formation of a white precipitate of sulphur (§125, 6e), 
which is often mistaken as indicating the presence of a second group metal. 


♦Addition of a strong acid, containing H ions in large quantity, diminishes the already slight 
tdssociatlon of the HaS (§44), thus decreasing in number the S ions, whose concentration multi- 
plied by that of the metal ions must equal the solubility-product of the sulphide in question, 
before precipitation can take place. Precipitation of some of the sulphides of the Tin and 
Copper Group may be entirely prevented in this way. 

It frequently happens that addition of water alone will cause precipitation of these sulphides 
from a strongly acid solution which has been saturated with HaS. This appears strange in liew 
of the fact that the acid which prevented precipitation and the acid which finally produced it 
were both diluted by the added water in the same proportion. But as a matter of fact dilution 
does not have the same effect on a strong acid as on a weak one. Dissociation is always in- 
creased by dilution, but in much greater ratio in the case of a weakly-dissociated body as HaS 
thanwhere the dissociation of the substance is already practically complete, as in the case of 
the strong acid. Dilution in the case mentioned increases the relative concentration of the S 
ions and so the solublllty-pioduot is reached and precipitation results. 
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If the ori^nal solution be dark colored, it is advisable to warm with hydro- 
chloric acid and alcohol (§125, 6/ and 10) to effect reduction of a possible mgher 
oxidized form of Or or IVIn before the precipitation with HzS , thus avoiding 
the unnecessary precipitation of sulphur. 

8. Complete precipitation of the metals of the second group with H2S may 
fail: ^'l) from inconaplete saturation with the gas (§81, 2); (2) from the pres- 
ence of too much HCl (§81, 4); (3) from the presence of much pentad arsenic 
(§69, 6e). The first cause of error may be avoided by careful observance of the 
directions in note (2). Too much acid may be present because excess of acid 
had been used in dissolving the unknown. After precipitating the first group, 
excess of mtric should be removed by evaporating the solution nearly to dryness 
then cfiluting and adding the required amount of HCL As a further precaution 
a portion of the filtrate from the HaS precipitate should be diluted with several 
volumes of water and H^S passed. If a precipitate is obtained, the entire solu- 
tion should be diluted and saturated with H2S. must be precipitated by 

passing HaS rapidly through the hot moderately acid solution before dilution as 
long as the slow formation of the arsenic precipitate continues. 

§82. Manipulation. — ^After the precipitate has been well washed with 
hot water the point of the filter is pierced with a small stirring rod and 
the precipitate washed into a beaker, using as small an amount of water 
as possible. If As, Sb and Sn are present,* ammonium sulphide (1014)28 
(§38, 2) is then added and the precipitate digested for several minutes 
with warming; 

As,S» + 2(^4)282 = (;!m,),AsSs + 82 
SnS -f (^2:4)283 = (HH4)2SnS, 

2SnS2 + 2(NH4)2S2 = + S, 

28b2S, + 6(NH4)2S, = 4(3SrH4),8hS4 + 8, 

2H0S3 + 2(^4)383 = 2(NH4)2M:oS 4 -b S3 

The precipitate is then filtered and washed once or twice with a small 
amount of and then with hot water. The filtrate consisting of 

solutions of the sulphides of As, Sb, Sn, An, Pt, Mo {Gr, Ir^ Se, Te, 
W, 7), constitutes the Tin Group (Division A of the second group). The 
precipitate remaining upon the filter, consisting of the sulphides of Hg , 
Pb, Bi, Cu, Cd (O 5 , Pdy Bh, and Bu), constitutes the Copper Group 
(Division B of the second group, §95). 

§83. Notes. — 1. The precipitate of the sulphides of the tin and copper group 
must be thoroughly washed with hot water (preferably containing HjS and 
about one per cent of reagent HOI to prevent the formation of soluble colloidal 
sulphides (§69, 5c), to insure the removal of the metals of the iron and zinc 
groups, which would be precipitated on the addition of the ammonium sulphide 
(§144). 

2. Yellow ammonium sulphide, (1^4)281, forms upon allowing the normal 
sulphide, (NH4)2S , to stand for sometime, or it may be prepared for imme- 
diate use by adding sulphur to the freshly prepared normal sulphide (§257, 4). 

♦ This operation is necessary only when both divisions of the group are present, and is to be 
avoided when unnecessary. Hence a little of the 2 nd group precipitate is tested by wanning 
with 1 or 2 cc. (NH^lsSx . If it all dissolves, only As, Sb, Sn can be present; if nothing dissolves, 
none of these can be present; if part dissolves, then the whole 2nd group precipitate must be so 
treated. To see if anything has dissolved in the (NH4)3Sx it is acidified slightly with HCl (test 
with litmus) ; a milky, white precipitate of S will always be formed, but if any sulphides are 
present they will appear as a flocculent, colored precipitate. If the whole 2 nd group precipitate 

9 Uei 4 edwith (NH«)»8s , the solution is filtered and acidified Just «8 the test portion ww. 



§84. Table for Analysis of the Tin and Copper Groxtp or Second Group. See §312. 

Wash the precipitate thoroughly ou the filter, aud then digest (in the test-tube) with colorless ammoniunx sulphide, * 
using as little as possible (§83, 4). Treat the Residue, well washed, as directed in §9S. Precipitate the Filtrate with 
dilute hydrochloric acid and filter; examining this Precipitate, f when washed, for As , Sb , Su , Au Ft Mo as 
directed below. (For Rare Metals, see §104 and fE.) 
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** On account of Its accuracy, brevity and extreme delicacy the followingr test for tin is preferred to the one above given. To the original solution 
■which may contain all the ordinary metals add an excess of KOH^ boil, and if a precipitate occurs filter and to the filtrate (or to the KOH solution 
if no precipitate be produced) add an ammoniacal solution of silver nitrate (one of AgWrOj to sixteen of NH^OHC) and if, without warming, a black 
precipitate is produced tin is present. If the original solution contains Sii>^ instead of Sli'^ add A1 then dissolve the precipitate thus formed in 
HOI and proceed as above. 
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For arsenic sulpliides the normal ammonium sulphide may be employed, but 
the sulphides of antimony are soluble with difficulty, and x 

scarcely at all soluble in that reagent; while they are all readily soluble in the 
vellow polysulphide (6e; §69, §70 and §71). , 

:i. Cupric sulphide, CuS , is sparingly soluble in the yellow ammoniuni ^il- 
phide and will give a grayish-black precipitate upon acidulation 
The sulphides of the tin group are soluble in the hxed alkali 
and UTaaS; cupric sulphi^ie is insoluble in these sulphides. Mercuric sul^hiae, 
however, is much more soluble in fixed alkali sulphides than cupne sulphide is 
in the (ISTHJ.Sx. If copper be present and mercury be absent, it is recom- 
mended to use K,S or Sfa^S instead of (NH.),Sx for of the 

second group of sulphides into divisions A (tin group) and B popper g p). 
But if Yig" be present, the (13rH4)2Sx should be used, and the 
absence of traces of copper be determined from a portion of the nitrate irom 
the silver group before the addition of HjS (§108). 

4. The sulphides dissolve more readily in the (13’H4)2Sx when the solution is 
warmed. An excess of the reagent is to he avoided, as the acidulation of the 
solution causes the precipitation of sulphur (§256, 3), which may obscure the 
precipitates of the sulphides present. 


§85, Mahiptilatioii. — The solution of the sulphides in (lirH 4 ) 2 S:ir is care- 
fully acidulated with hydrochloric acid: 

2(NH4)2S2 4 - 4 HC 1 = 4NH4CI + S, + 2H2S 
(NH4)4As2S« + 4 HC 1 = AsaSs + 43 SrH 4 Cl + 2H2S 
2(NH4),SbS4 + 6 HC 1 = Sh^S^ + + SH^S 

(NH4)2SnS3 + 3 HC 1 = SnS^ + 2NH4CI + H^S 

The precipitate obtained when the metals of the tin group are present; 
is usually yellow or orange-yellow and is easily distinguished from a pre- 
cipitate of culphur alone (SnS and M 0 S 3 are brownish-black). It should 
be well washed vith hot water and then dissolved in hot HCl using small 
fragments oj rCClO^ (§69, 6 e) to aid in the solution: 

2 AS 2 S 4 IOCI 2 -f 16HaO = 4 HsAs 04 H- SOHOl + 3S* 

SnSa + 4HC1 = SnCU + 

ptc, 2012= ptca* + Sa 

The solution iz boiled (to insure removal of the chlorine (§69, 10) until it 
no longer bleaches litmus paper.' 


§86. Notes, — 1, If the precipitate obtained is white, it probably consists of 
sulphur alone and indicates absence of more than traces of the metals belong- 
ing to this group (Q-eSj is white, §111, 6). 

2. Care should be taken not to use too much HCl in precipitating the sul- 
phides from the (NH 4 )aSx solution, as some of the sulphides (especially SnSg) 
are quite soluble in concentrated HCl . 

S, It will be noticed (§85) that the lower sulphides of Sb and Sn are oxidized 
by the (HH 4 )aSi, and are precipitated by the HOI as the higher sulphides 
SbaSj and SnSa respectively. This fact may be most readily observed by the 
precipitation of a solution of SnClj* with HgS , giving a brown precipitate of 
SnS , then dissolving this precipitate in (NH 4 ),Sx and reprecipitating with HCl 
as the orange-colored SnS^ . 

4 , Hot reagent Hd (§324) dissolves the sulphides of tin quite readily 
without reduction; the sulphides of antimony, slowly forming SbOls only; and 
the sulphides of arsenic practically not at all, or at most only traces. Tbe 
sulphides of An and Pt are not soluble in HCl. JMCoSs is soluble in hot con- 
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centrated HCl . The relative solubility of these sulphides in HCl is used as the 
basis of the following separation of As from Sb and Sn (§69, 6 e, also bottom of 
next note, 6), 

Free.: AS 2 S 5 , Sb 2 S 5 , SnSs. Heat for a few moments with concentrated HCl 
(sp. gr. 1 . 2 ). Expel all H 2 S . Dilute a little and filter. 


Residue: — ^As2Ss, (S2). Apply either of 
the following tests: 

(1) Pour warm Nn 40 H oyer the precipi- 
tate. Add H2O2 to this solution and 
boil. Cool and add a few cubic centi- 
meters of NH4GI and a little MgGl2 and 
obtain a white crystalline precipitate of 
MgNH4As04. 

(2) Dissolve AS 2 S 6 in HCl 4- crystal of 
HClOs. Boil. Make alkaline with 
NH4OH , and add NH4CI and MgCla 
as in (1). 


Filtrate r—SbOlj , SZLCI4 . Boil to be 
sure of complete expulsion of H 2 S . 

Test for Sb: — Put drop of solution on 
silver coin. Bend piece of tin in form 
of I— ' | . Touch one end to drop 
and other to coin outside the drop. 
Allow to stand for a few moments. 
Brown or black spot on coin is due to 
metallic Sb . 

Test for Sn: — Heat solution with iron 
wire until reduction is complete. Filter 
and to filtrate add HgCh . A white 
precipitate of HgOl or a gray precip- 
itate of Hg shows tin. 


The precipitated sulphides of As , Sb , Sn are well washed with hot water and 
removed from the filter to a casserole by a spatula, or, if the amount is small, 
treated with the filter; a convenient amount of concentrated HGl (sp. gr. 1‘2) is 
added and boiled a minute or two to expel H2S • The sulphides of Sb and Sn are 
dissolved to form the chlorides SbCh and SnCh while the AS2S8 is hardly attacked. 
Since the strong acid attacks the filter the solution is diluted a little, which should 
cause no reprecipitation if all H 2 S was expelled, filtered, and the residue well 
washed. It may be either AS2S3 and S , or S alone. A few cc, of warm NH 4 OH 
are poixred over it, the solution being passed through again if necessary. The 
AS2S8 dissolves and the S remains. To the solution, which mixst be clear^ add 1 or 2 
cc. H 2 O 2 , 2 to 3 cc. NHiCl , and 2 to 3 cc, magnesia mixture/' which is MgCh + 
NH 4 CI + NH 4 OH . Cool, and let stand for a time. The As^ is precipitated 
as NHiMgAsOi , a white, crystalline precipitate exactly Kke NH 4 MgP 04 in ap-^ 
pearance. 

A82S5 + I6NH4OH + 2OH2O2 = 2(NH*)8As04 + 5(NH4)2S04 4 - 28H2O • 

(NH 4 ) 8 Aft 04 + MgCls + [NH 4 OH + NH 4 CI] := MgNH 4 As 04 + 2 NH 4 OI . 

The filtrate from is to be tested for Sb and Sn . For the Sb , place a few 
drops on a clean silver coin; it should produce no discoloration. A piece of tin, 
bent into the shape of a broad U, is now placed on the coin so that one end is in 
the center of the drop and the other in contact with the silver outside. Allow 
to stand about 5 minutes. If Sb is present it will be deposited as a brown spot 
on the silver covered by the drop, the Sn and Ag acting as a galvanic couple to 
reduce the Sb * • • to metal. Another test consists in treating the solution with 
pure, fine Fe wire, the Sb being precipitated in black metallic form, while the 
Sn • * • • is merely reduced to Sn • • out not precipitated. 

Test the rest of the solution for Sn by heating with fine Fe wire until the solution 
is colorless or greenish, with no trace of yellow^ to make sure that all the Sn * * • * is 
reduced to Sn • • . Ten minutes or more may be required. Filter and add the 
filtrate slowly (a few drops at a time), to a few cc, of ammonium molybdate, 
(NH 4 ) 2 Mo 04 solution. A deep blue color or precipitate will appear if Sn * * is 
present, due to the reduction of the MoOs to a lower exide. Or, instead of adding 
this filtrate to molybdate solution, it may be treated with HgCb , a white precip- 
itate of H^Cl being formed if Sn • • is present. Note that this is reversing the t^ 
for Hg * * with SnClj . The H^b test is most characteristic. 
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The predpitatioii of , unUke that of the other sulphides, is not prev?iited by 
the presence of any amount of HCl, however large, but, o’l 
It may, therefore, be necessary, after remom^ Moth& s^phides 
solution, to add several cc. of concentrated HCl , heat to 

for some time to precipitate the rest of the As . In the cold, is very slow- 

ly precipitated by*^ HjS , but strong HCl and heat accelerate the reaction very much, 
is essential that the sulphides be thoroughly washed before treatment with 

^ OuS is slightly soluble in (HH 4 )iSx and may give a coloration when the solution 

^ which is colorless, gives no precipitate of S upon ad^tion of excera of 

acid; (NHiliSx , yellow, always gives more or less S , white and difiScult to filter. , 

2(NH*)iSi -f 4H01 = 4NH*C1 -f 2H,S + (x - !)& . 

(NH4)»S -I- 2HC1 = 2NHiCl + H,S . 

Make a bianlf test on the le wire used, to see that its solution in’HOl gives no 

teat for Sn with molybdate. , , , • •„ +_ csao 

S. The sulphides of arsenic are readily soluble in ammonium carbonate (§68, 
5c) and are thus separated from the sulphides of Sb and Sn , which are practioany 
insoluble. The following table suggests a method of analysis based upon this 
property of these sulphides. 

Digest the mixed sulphides with solution of ammonium carbonate and 
filter. 


Besidue: SnSj 

i , Sb,s. , (S) . 

Solution: 

Dissolve in hot hydrochloric acid (5c, §70 
and §71). 

Solution: SnOl* , ShClj . 

(NHD.AsS* + (NHD.AbO* 
aud 

(WHD*As,S. + (NHD.ASjO, . 

Treat vdth zinc and hydrochloric acid in 
Marsh’s apparatus (§69, 6'a). 

Precipitate by hydrochloric acid; 
filter; wash the precipitate and 
dissolve it by chlorine gener- 
ated from a minute fragment of 
potassium chlorate and a little 
hydrochloric acid (§69, 5c). 

Expel all free chlorine (note 9, 
and §69, 10). 

Solution: HgAsO^ . 

Apply Marsh’s Test, as directed in 
§60, 6'a, testing the spots (§69, 
6'c); receiving the gas in solu- 
tion of silver nitrate, and test- 
ing the resulting solution (§87). 

Deposit: Sn , (Sh) . 

Dissolve by hydro- 
chloric acid. 

Solution: SnClj . 
(Residue, Sb .) 

Test by ammoniacal 
silver nitrate and 
by mercuric chlo- 
ride (§71, and ;)• 

Gas: SbH, . 

(Test the spots, 
§69, 6'c, 1.) 

Receive the gas in 
solution of silver 
nitrate. Dissolve the 
precipitate (SbAgs ) 
(§70, 6;), and test 
by HjS (§87 and 
§80). 



Examine the original solution, as 
indicated in §88, i. 


The arsenic may also be identified by adding HCl to the ammonium 
carbonate solution, passing HgS and dissolving the precipitate in a small 
amount of concentrated HNO, . The arsenic will be exited to HjAs 04 . 
Divide the solution into two parts. Cautiously neutralize one portion with 
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ammonia. When the solution is nearly neutral, add AgHOs and a drop or 
two of ammonia without shaking the solution. A reddish brown ring of 
AggAsO^ will form at the neutral zone of the solution. To the other por- 
tion, add magnesia mixture and ammonia until the solution is alkaline. A 
crystaline precipitate of MgBTH^AsO^ will form on standing. 


The plan above given may be varied by separating antimony and tin 'by ammo- 
nium carbonate in fully oxidized solution, as follows; The Sb^Ss and SnS, are 
dissolved by nitrohydrochloric acid, to obtain the antimony as pyroantimonic 
acid. The solution is then treated with excess of ammonium carbonate, in a 
vessel wide enough to allow the carbonic acid to escape without waste of the 
solution. 

The soluble diammonium dihydrogen pyroantimonate, (NH 4 ) 2 HsSb 207 , is 
formed. Meanwhile the SnCl^ is fully precipitated as HsSnOg (§71, 6a), and 
may be filtered out from the solution of pyroantimonate. 

The liability of failure, in this mode of separating antimony and tin, lies in 
the non-formation of pyroantimonic acid by nitrohydrochloric acid. The ordi- 
nary antimonic acid forms a less soluble ammonium salt, but this acid is not 
so likely to occur in obtaining the solution with nitrohydrochloric as anti- 
monous chloride^ SbCl, . Excess of ammonium carbonate does not redissolve 
the SbaOa which it precipitates from SbCl» , as stated in §70, 6a. 

The above plan may also be varied as follows: After removal of the arsenic 
sulphide with (ITH 4 ) 2 CO, , the residue is dissolved in strong HCl , not using 
KCIO, or HE’D* . The solution consists of SnCl* and SbCl, . Divide in two 
portions: (1) Add Sn on platinum foil. A black precipitate indicates Sb° . 
(2) Add iron wire, obtaining Sb"* and Sn"; filter and test the filtrate for Sn by 
HgCla (Pieszczek, Arch. Pharm., 1891, 229, 667). . , 

6. The sulphides of As , Sb and Sn are all decomposed by concentrated nitnc 

acid, which furnishes a basis of an excellent separation of the arsenic from the 
antimony and tin (Vaughan, AmeriGan GTiemist, 1875, 6, 41). The sulphides 
reprecipitated from the (N’H 4 ) 3 Sx solution by SCI are well washed, transferred 
to an evaporating dish, heated with concentrated until brown fumes are 

no longer evolved, and then evaporated to dryness, using sufficient heat to 
expel the HNO, and the HaSO* formed by the action of the HNO, upon the S . 
The heating should be done on the sand bath. The cooled residue is digested 
for a few minutes with hot water, the arsenic passing into solution as H^AsO* , 
and the antimony and tin remaining as residue of SbjOj and SnO, . 'Die p^- 
ence of arsenic may be confirmed by the reactions with AgNO, (§69, 6;), CuSO^ 
(§69, 6*) by the Marsh test (§69, 6'a), or by precipitation with magnesia mix- 
ture (§69, 6i). A portion of the residue may be tested in the Marsh apparatus 
for the Sb (§70, 6;), another portion may be reduced and dissolved in an open 
dish with Zn and HCl (not allowable if As be present, §71, 10), and the result- 
ing SnClj identified by the reaction with HgCl, (§71, 6^)* ^ ^ ^ . 

7. The precipitated sulphides must be thoroughly washed to insure the 

removal of the ammonium salts, since in their presence the dangerously ex- 
plosive nitrogen chloride (§268, 1) could be formed when the sulphides were 
dissolved in HCl with the aid of KCIO, . , , , . . ^ 

8. Instead of chlorine (HCl + KOlO,), nitrohydrochloric acid may be em- 
ployed, but it is Uable to cause the formation of a white precipitate of BbaOj 


9. The chlorine should all be removed, as the metals cannot be reduced by 
the Zn and H^SO^ in the Marsh apparatus in the presence of 

agents as Cl . This would also require evaporation to expel the HhfO, , if 
nitrohydrochloric acid were used to effect solution. ^ 

10. Hydrogen peroxide, H^O, , decomposes the sulphides of arsemc 

mony v^th oxidation. The arsenic will appear in the solution, the antimony 
^5n^g as a white precipitate of the oxide (a sharp separation) (Luzzato, 
Arch. Pharm., 1886, 224, 772). 
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§87. Manipulation.— The solution of the metals of the tin ^oup is 
then ready to he transferred to the Marsh apparatus (the directions for 
the use of the Marsh apparatus are given under arsenic (§69, 6 a), and 
should be carefully studied and observed. They will not be repeated 
here). Only a portion of the solution should be used in the Marsh appar- 
atus, the remainder being reserved for other tests. The gas evolved from 
the Marsh apparatus is passed into a solution of silver nitrate, which by 
its oxidizing action effects a good separation between the arsenic and 
antimony (§89, 2) : 

AsHa + SAglTOa + SHaO = H3 AsO^ + 6Ag -h 6HNO, 

SbHs + SAgNOa = SbAgs + SHNO, 

The hard glass tube of the Marsh apparatus is heated while the gas is 
being generated, a mirror of arsenic and antimony being deposited, due 
to the decomposition of the gases (§69, 6V) : SSbH, = 2Sb + 3Ho . The 
ignited gas is brought in contact with a cold porcelain surface for the 
production of the arsenic and antimony spots (§69, 6'&). Failure to obtain 
mirror, spots, or a black precipitate in the AgNO^ is proof of the absence 
of both arsenic and antimony. The black precipitate obtained in the 
silver nitrate solution is separated by filtration, washed and reserved to be 
tested for antimony. The filtrate is treated with HCl , or a metallic 
chloride, as CaCls or NaCl , to remove the excess of silver and, after evapor* 
ation to a small volume, is precipitated with H 2 S . A lemon-yellow pre- 
cipitate indicates arsenic. The black precipitate from the silver nitrate 
solution is dissolved in hot reagent HCl : SbAgg + 6HC1 = SbClg 
3AgCl. The excess of acid is removed by evaporation, a little Avater is 
added (§70, U and §59, 5c) and the AgCl removed by filtration. The 
filtrate is divided into two portions. To one portion HoS is added; an 
orange precipitate indicates antimony. The HgS may give a black precipi- 
tate of AgjS from the AgCl held in solution by the HCl . If this be the 
case, to the other portion one or two drops of KI are added and the 
solution filtered. This filtrate is now tested for the orange precipitate 
with H 2 S . 

The mirror obtained in the hard glass tube should be examined as 
directed in the text, especially by oxidation and microscopic examination 
(§69, 6'c 5), The spots should be tested with HaClO and by the other tests 
as given in the text (§69, 6'c 1). 

§88. Notes. — ^Arsenic. — 1, All compounds of arsenic are reduced to arsine by 
the Zn and HjSO^ in the Marsh apparatus. Hence if strong oxidizing agents 
are absent, the original solution or powder may be used directly in the Marsh 
apparatus for the detection of arsenic; but sulphides should not be present. 

2, The burning arsine forms ASsO^ , which may be collected as a heavy white 
pow’der on a piece of black paper placed under the flame. Antimony will also 
deposit a similar heavy white powder. 
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5. The arsine evolved is not decomposed (faint traces decomposed) upon 
passing through a drying tube containing soda lime or through a solution of 
KOH (distinction and separation from antimony). 

Arsenites and arsenates are distinguished from each other by the following 
reactions: (a) Arsenous acid solution acidulated with HCl is precipitated in the 
cold instantly by H^S; arsenic acid under similar conditions is precipitated 
exceedingly slowly (§69, 6e). (6) Keutral solutions of arsenites give a yellow 

precipitate with AgNOg; neutral solutions of arsenates give a brick-red pre- 
cipitate. Both precipitates are soluble in acids or in ammonium hydroxide 
(§59, 6^r), (c) Magnesia mixture precipitates arsenic acid as white magnesium 
ammonium arsenate, MgNBCtAsO*; no precipitate with arsenous acid (§189, 6^;). 

(d) HI gives free iodine with arsenic acid; not with arsenous acid (§69, 6f). 

(e) Alkaline solutions of arsenous acid are immediately oxidized to the pentad 

areenic compounds by iodine (§69, 10). (f) Potassium permanganate is imme- 

diately decolored by solutions of arsenous acid or arsenites; no reaction with 
arsenates (§69, 10). 

§89. Notes, — Antimony. — 1, If antimony be present in considerable amount, 
it (in the form of the sulphide) is most readily separated from arsenic by 
boiling with strong HCl (solution of the antimony sulphide, (§70, 6e)); or by 
digesting with (HH4)2C0s or NH4OH (solution of the arsenic (§69, 5c)). 

2, For the detection of traces of antimony, the most certain test is in its 
volatilization as stibine in the Marsh apparatus and precipitation as SbAgg , 
antimony argentide, with AgHOg; this is a good separation from arsenic and 
tin, and after filtration it remains to dissolve the SbAgg in concentrated HCl 
and identify the Sb as the orange precipitate of SbjSg . The formation of the 
black precipitate in the AgNOg solution must not be taken as evidence of the 
presence of antimony, as arsine gives a black precipitate of metallic silver with 
AgHOg . A trace of antimony may be found in the filtrate from the SbAgg , 
hence a slight yellow-orange precipitate from this solution must not be taken 
as evidence of arsenic without further examination (§69, 7). 

3, SbaSg is precipitated from solutions quite strongly acid with HCl , i, e., in 
the presence of equal parts of the concentrated acid (sp. gr, 1.20). Tin is not 
precipitated as sulphide if there be present more than one part of the con- 
centrated acid to three of the solution (§70, 6e). This is a convenient method 
Of separation. The addition of one volume of concentrated HCl to two volumes 
of the solution under examination before passing in the H.S will prevent the 
precipitation of the tin while allowing the complete precipitation of the anti- 
mony. 

If the sulphides of As , Sb and Sn. are evaporated to dryness with con- 
centrated HMTOg; the residue strongly fused with HasCOg and HaOH; and the 
cooled mass disintegrated with cold water, the filtrate will contain the arsenic 
as sodium arsenate, HagAsO^ , and the tin as sodium stannate, NasSnOg ; while 
the antimony remains as a residue of sodium pyroantimonate, HaaKgShgO^ 
(§70, 7). 

5, Stibine is evolved much more slowly than arsine in the Marsh apparatus, 
and some metallic antimony will nearly always be found in the flask with the 
tin (§70, 6;). 

6, If organic acids, as tartaric or citric, be present, they should be removed 
by careful ignition with KoCOg as preliminary to the preparation of the sub- 
stance for analysis, since they hinder the complete precipitation of the anti- 
mony with H2S (§70, 6e). 

7, Antimonic compounds are reduced to the antimonous condition by HI with 
liberation of iodine (§70, 6f and 10). Chromates oxidize antimonous salts to 
antimonic salts with formation of green chromic salts (§70, 67i), HMnOi also 
oxidizes antimonous salts to antimonic salts, a manganous salt being formed 
in acid solution (§70, 6^). No reaction with antimonic salts. Antimonous 
salts reduce gold chloride; antimonic salts do not (§73, 10). 

§90. Manipulation, — The contents of the generator of the Marsh appar- 
atus should be filtered and washed. The filtrate, if colorless, may he 
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rejected (absence of Mo). A colored filtrate, blue to green-brown or black, 
indicates the probable presence of some of the lower forms of molybdenum. 
The solution should be evaporated to dryness with an excess of HNO3 , 
which oxidizes the molybdenum to molybdic acid, M0O3 . The residue 
is dissolved in MC^OH (the zinc salt present does not interfere) and poured 
into moderately concentrated nitric or hydrochloric acid (§75, 6c? footnote). 
This solution is tested for molybdenum by N’a2HP04 . The original solu- 
tion should also be examined for the presence of molybdenum as molybdic 
acid or molybdate (§76, 6d). 

The residue from the generator of the Marsh apparatus may contain 
Sb , Sn , Au , and Pt with an excess of Zn . It should be dissolved as 
much as possible in HCl . Sb , Au , and Pt are insoluble (§70, 5a). The 
Sn passes into solution as SnCl2 and gives a gray or white precipitate with 
HgClg , depending on amount of the latter present (§71, 6;) : 

SuCl, + HgCl, = SnCl, + Hg 
SnCl, + 2 HgCl 2 = 2 HgCl + S 11 CI 4 

The presence of Sn" should always be confirmed by its action in fixed 
alkali solution upon an ammoniacal solution of AgNOg, giving Ag® 
(§71, 6t). 

Au and Pt may be detected in the residue, but it is preferable to precipi- 
tate them from a portion of the original solution by boding with ferrous 
sulphate (6A, §§73 and 74). Both metals are precipitated. They are then 
dissolved in nitro-hydrochloric acid and evaporated to dryness with am- 
monium chloride on the water bath. The residue is treated with alcohol 
which dissolves the double chloride of gold and ammonium, leaving the 
platinum double salt as a precipitate, which is changed to the metal upon 
ignition. The alcoholic solution is evaporated, taken up with water and 
the gold precipitated by treating with FeSO^ (§73, 67i), by boiling with 
oxalic acid (§73, 65), or by treating with a mixture of SnClg and SnCl^ 
(Cassius^ purple) (§73, 6^). 

If a portion of the original solution, free from HWOg , be boiled with 
oxalic acid the gold is completely precipitated as the metal, separation 
from the platinum which is not precipitated (§74, 66). 

§91. —iVofes.— Molybdenuin.— I. In the regular course of analysis, molyb- 
denum remains in the flask of the Marsh apparatus as a dark colored solution, 
the Zn and HoSO* acting as a reducing agent upon the molybdic acid. 

2. If the molybdenum be present in solution as molybdic acid or a molybdate, 
it may be separated in the acid solution from the other metals by phosphoric 
acid in presence of ammonium salts, forming the ammonium phosphomolyb- 
date; insoluble in acids, but soluble in ammonium hydroxide (§ 75 , 6 d). 

3. In ammoniacal solution of a phosphomolybdate, magnesium salts precipi- 
tate the phosphoric acid, leaving the molybdenum as ammonium molybdate in 
solution, which may be evaporated to crystallization (method of recovering 
ammonium molybdate from the ammonium phosphomolybdate residues). 

^ §92. Tin. — 1. Tin requires the presence of much less !HC1 to prevent its pre- 
cipitation by H 3 S than arsenic or antimony (§89, 3), 
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2. The yellow ammonium sulphide (!N’Hj) 2 Sx must be used to effect solution 
if tin (Sn") be present, SnS being practically insoluble in the normal am- 
monium sulphide (§71, 5c). 

3. Tin in the stannoms condition, dissolved in the fixed alkalis (stannites), 
readily precipitates metallic silver black from solutions of silver salts. An 
arsenite (hot) or an antimonite in solution of the fixed alkalis produces the 
same result, but not if the silver salt be dissolved in a great excess of ammo- 
nium hydroxide (§70, 6t). This reaction also detects stannous salts in the 
X:)resence of stannic salts. 

J/. Tin in the Harsh apparatus is reduced to the metal, and then by solution 
of the residue in HCl , forms SnClg , which may be detected by the reduction 
of HgCls to HgrCl or Hg° (§71, 6;), and by the action in fixed alkali solution 
upon the strong ammoniacal solution of silver oxide (§71, 6i). 

5. If the Zn in the Marsh apparatus is completely dissolved, the Sn must be 
looked for in the solution, which in this case must not be rejected. The tin 
remains as the metal as long as zinc is present (§135, 10). 

6, The presence of the tin may be confirmed by its action as a powerful 
reducing agent (§71, 10). If it be present as Snrv, these tests must be made 
after reduction in the Marsh apparatus or in an open dish with zinc and HCl . 

§93. Cold. — 1. Gold will usually be met with in combination with other metals 
as alloys, and is separated from most other metals by its insolubility in all 
acids except nitrohydrochloric acid. 

2. If more than 25 per cent of gold be present in an alloy, as wdth silver, 
the other metal is not removed by nitric acid (§73, 5a), Either nitrohydro- 
chloric acid must be used or the alloy fused with about ten times its weight of 
silver or lead, and this alloy dissolved in nitric acid when the gold remains 
behind. 

5. If the presence of gold is suspected in the solution, it should be precipi- 
tated with EeSO* before proceeding with the usual method of analysis. 

4. If gold be present (in the usual method of analysis) it will remain as a 
metallic residue in the Marsh apparatus, insoluble in HCl and may be identi- 
fied by the reactions for Au® . 

3. The reactions of gold chloride with the chlorides of tin forming Cassius* 
purple (§73, is one of the most characteristic tests for gold. 

§94. Platinum. — 1. Notes I to ^ under gold apply equally well for platinum, 
except that it is necessary to J) 0 il with FeS 04 to insure complete precipitation 
of the platinum. 

2, Oxalic acid is the best reagent for the separation of gold from platinum 
(§73, 66). 

5. The most important problems in the analysis of platinum consist in its 
separation from the other metals of the platinum ores (§74r, 3). 

§96. Manipulation. — The well washed residue after digesting the pre- 
cipitated sulphides of the second group (the Tin and Copper Group) in 
may contain any of the metals of the Copper Group, and in 
addition frequently contains sulphur, formed by the action of the H^S 
upon oxidizing agents : 4 reCl 3 + 2 K 2 S = 4 reCl 2 + 4HCI -f- 83 . Pierce 
the point of the filter with a small stirring rod and, with as little water as 
possible, wash the precipitate into a test-tube, beaker, or small casserole. 
Sufficient reagent nitric acid (§324) should he added to make about 
one part of the acid to two parts of water and the mixture boiled vigor- 
ously for two or three minutes: * 

SBiaS, -f I 6 HNO 3 — 4Bi(HO*), + 43SrO + SHaO -f- SS, 

6 CdS -f ISHHOa ==: 6Cd(N'0,)3 + 4H0 + 8H,0 + 3S, 

* If preferred the precipitate on the filter may he wa^ed with the holling hot nitric acid of 
the above mentioned strength, pouring the same acid back upon the precipitate, reheating each 
time, until no further action takes place. 
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Mercuric sulphide is uuattacked (§58, 6e) and remains as a black pre- 
cipitate together with some sulphur as a yellow to brown-black precipitate. 
The precipitate is filtered and washed with a small amount of hot water. 
The filtrate is set aside to be tested later, and the black residue on the 
filter is dissolved in nitro-hydrochloric acid : 2HgS -f SCl^ = ^HgClg + S 2 • 
This solution is boiled to expel all chlorine and the presence of mercury 
determined by reduction to HgCl or Hg® by means of SnClg (§58, 6g) : 
HgCl^ + SnCl 2 = Hg -f SnCI,, ^HgCl^ + SnCl^ = 2HgCl + SnCi;; or 
by the deposition of a mercury film on a strip of bright copper wire 
(§50, 10) : HgCl^ + Cu = Hg -f- CuCla . Confirm further by bringing in 
contact with iodine id a covered dish: Hg -f- = Hglg (Jannaesch, Z, 

anorg., 1896, 12, 143). The mercury may also be detected by using 
HH,0H and HI as the reverse of the hTessleris test (§207, 67c) (delicate 
1 to 31,000) (Klein, Arch. Pharm., 1889, 227, 73). 

§97. Notes. — 1, The concentration of HNOs ( 1 - 2 ) is necessary for the solution 
of the sulphides of Pb , Bi , Cu and Cd , and may also dissolve traces of HgS . 
However, the concentrated HHO, {sp, gr., 1.42) dissolves scarcely more than 
traces of HgS (§58, 6 e). Long-continued boiling of HgS with concentrated 
HHO, changes a portion of the HgS to Hg(N' 03 ),.HgS , a white precipitate, 
insoluble in HNOg . 

2. In the use of nitrohydrochloric acid to dissolve the HgS , the HCl should 
be used in excess to insure the decomposition of the nitric acid, which would 
interfere with the reduction tests with SnCl, and Cu° . One part of HKDs 
to three parts HCl gives about sufficient HOI to decompose all the HKO, , 
hence in this reaction a little more than that proportion of HOI should be 
used. 

5, A small amount of black residue left after boiling the sulphides with 
BUfOs may consist entirely of sulphur, which can best be determined by 
burning the residue on a platinum foil and noting the appearance of the 
flame, the odor, and the disappearance of the residue. The residue of sulphur 
frequently possesses the property of elasticity (§256, 1 ). 

4. Boiling the sulphides of the copper group with HKO 3 will always oxidize 
a trace at least of sulphur to H 3 SO 4 (§256, 6 B, 2), which will form PbS 04 if any 
lead be present: 

S, + 4HKO* z= 2 H 3 SO* + 4KO 
3PbS + 8 HKO, = 3PbS04 + 4 H 3 O + 8 KO 

If the boiling be not continued too persistently, the amount of PbSO^ formed 
is soluble in the HKO, present (§57, 5o), and does not at all remain behind 
with the HgS . 

6, Even if only 1 to 2 mg. of As or Sb are present with a large quantity (500 mg.) 
of an element of the copper group enough is dissolved by either (NH 4 ) 2 S or 
(NH4)2 Sx for the detection of these metals. If only 3 to 5 mg. of Sn are present 
with a large quantity of elements of the copper group, all of the tin may remain 
undissolved. When Cd is present and the tin is in the stannous state as much 
as 15 mg. of Sn may remain undissolved even in the polysulphide (A. A. Noyes, 
J. Am. Chem. Soc. 29, 170), The Sn or Sb (present on account of an insuffi- 
ciency of (NH 4 ) 2 Sx) will appear as a white precipitate mixed with the black 
precipitate of HgS , due to the fact that HNOs decomposes the sulphides of Sb 
and Sn , forming the insoluble SbsOs and SnOs : 

eSbiSt -f 20HNO8 * eSbiOfi -1- 9 S 2 + 20NO H- IOH 2 O 

If these metals have not been detected this precipitate must be tested. After 
testing for mercury in a portion of the precipitate, the paper may be burned 
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in a porcelain crucible and the residue fused with sidphur and sodium carbonate 
in the covered crucible. The tin and antimony will be converted into soluble 

thio salts and tested for according to § 84. ^ , , .x . 

S, Traces of mercury may be detected by using a tin-gold voltaic couple. 
The Hg deposits on the Au , and can be sublimed and identified with iodine 
vapor. Arsenic gives similar results (Lefort, 0. r., 1880, 90, 141). 

7. Mercury may quickly be detected from all of its compounds by ignmon 
in a hard glass tube with fusion mixture (NajCOg + KjCO,) (§58, 7 ^ and then 
adding a few drops of HIQ'Os (concentrated) and a small crystal of Upon 

warming the iodine sublimes and combines with the sublimate of Hg , forming 
the scarlet red Hgl^ . As and Sb both give colored compounds with iodine, de- 
composed by HNOs (Johnstone, G. 1889, 59, 221). 

§ 98 . Manipulation. — To the filtrate containing the nitric acid solution 
of the sulphides of Ph ^ Bi , Cu , and Cd , should he added about two cc. of 
concentrated H2SO4 and the mixture evaporated on a sand bath or over 
the naked flame in a casserole or evaporating dish until the fumes of 
H2SO4 are given off : 

Pb(NO,)a + H*S 04 = TbSO* + 2HNO, 

Cu(N-0,), + HaSO^ = CJuSO* + 2 HNO. 

About 20 cc. of 50 per cent alcohol should he added to the well cooled 
mixture and the whole transferred to a small glass beaker. Upon giving 
the beaker a rotatory motion the heavy precipitate of PbS04 will collect 
in the center of the beaker, and its presence even in very small amounts 
may be observed. The filtrate from the PbS04 should be decanted through 
a wet filter, and the PbS04 in the beaker may be further identified by its 
transference into the yellow chromate with K2Cr04 or into the yellow iodide 
with KI ( 57 , 6/ and h). 

§99. Not€8.-~l. In analysis, if lead was absent in the silver group, it is 
advantageous to test only a portion of the nitric acid solution with H 2 SO 4 for 
lead, and if that metal be not present, the above step may be omitted with 
the remainder of the solution and the student may proceed at once to look 
for Bi , Cu and Cd . If, however, lead is present, the whole of the solution 
must he treated with H 2 SO 4 . 

S. The nitric acid should he removed by the evaporation, as PbSO* is quite 
appreciably soluble in HNO, (§57, 5c). 

5. The HsS 04 should be present in some excess, as PbSO* is less soluble in 
dilute H 3 SO 4 than in pure water (§57, 6 c). 

4 . Alcohol should he present, as it greatly decreases the solubility of PbSO* 
in water or in dilute H 2 SO 4 (§67, 5c, 6 c). 

d. Too much alcohol must not be added, as sulphates of the other metals 
present are also less soluble in alcohol than in water (§77, 5c). These sul- 
phates, if precipitated by the alcohol, are readily dissolved on dilution with 
water. 

6, If the (NH 4 )jSx had not been well removed by washing, ammonium sul- 
phate would be present at this point, greatly increasing the solubility of 
PbS04 (§57, 5c). 

§ 100 . Manipulation* — ^The filtrate from the PbSO^ should be boiled to 
expel the alcohol (or if Pb be absent evaporate the nitric acid solution of 
division B) and then carefully neutralized with HH4OH . An excess of 
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WSLJXK should be added to dissolve the precipitates of Cti( 0H)2 and 
Cd(0H)2 , leaving the Bi(0H)3 as a white precipitate. The solution should 
be filtered, the precipitate thoroughly washed, and then treated upon the 
filter with a hot solution of potassium stannite, ZoSnOo . A black pre- 
cipitate is evidence of the presence of Bi (§76, 6y). 

§101. Notes.^L If the precipitate of the sulphides of the second group was 
not well washed, the hydroxides of the metals of the iron group (A1 , Or and 
Fe) may be present at this point. ^ The precipitate of Al(OH)3 would be white, 
but would not give a black precipitate with iK«SnOj . 

2. If an insufficient quantity of (11:134) oSx was used, Sb and Sn would be 
present and give a white precipitate with the IIS4OH . 

3. If the lead had not been removed it would appear as a white precipitate 
with the NH:40H , and would give a brownish-black precipitate with the hot 
KaSnOj (§57, 6^;'). The presence of a permanent white precipitate with NH4OH 
must never be taken as final evidence of the presence of Bi . ^ 

4. As a confirmatory test for the presence of Bi , a portion of the white 
precipitate with I3rH40H should be dissolved in HCl and the solntion evapo- 
rated nearly to dryness to remove the excess of HCl. Now upon adding 
water, a white precipitate of BiOCl , bismuth oxychloride, will be obtained if 
Bi is present (§76, 5d). 

§102. Manipulation.— If the ammoniacal filtrate from the Bi(0H)3 is of 
a blue color, that is sufficient evidence of the presence of Cu unless nickel 
was precipitated in the second group. In absence of a blue color a portion 
of the solution should be acidulated with acetic acid and then to this solu- 
tion a few drops of potassium ferrocyanide, K 4 Fe(CN) 6 , should be added. 
A brick-red precipitate is evidence of copper. Or to the acidulated solu- 
tion a bright nail or piece of iron wire may be added, obtaining a film of 
metallic copper. If sufficient copper be present to give a blue color to 
the solution, before testing for cadmium a solution of KCIT should he 
added until the blue color disappears. Then the addition of HgS will 

give a yellow precipitate for cadmium. 

§103. 2ifotes.—l. The precipitate of the brick-red Cu3Fe(CN’)6 is a much more 
delicate test for copper than the blue color to the ammoniacal solution (§77, 
6&). Cd gives a white precipitate, insoluble in the acid. 

2. The student should not forget that in the regular course of analysis a 
trace of copper may be lost by the solubility of the sulphide in (lTH4)3Sx. If 
mercury has been showm to be absent, the sulphides of the tin group (second 
group, division A) should be dissolved by the addition of a fixed alkali sulphide 
(§71, 6e), KjS or Na^S , which does not dissolve CuS . In case mercury be 
present, the presence or absence of small amounts of copper must be deter- 
mined by the usual reactions for copper upon the original solution, having 
due regard for the possible interference of metals which the analysis has 
shown to be present. 

Sm Potassium cyanide, KOH , in excess changes cupric salts to the soluble 
double salt of cuprous cyanide and potassium cyanide, KjCu(CH)4 , which is 
colorless and not precipitated by sulphides. With cadmium salts the soluble 
double cyanide, !l^Cd(CW‘)4 , is formed, which is decomposed by sulphides 
forming OdS , yellow. 

4. If preferred, the sulphides of Cu and Cd may be precipitated from the 
ammoniacal solution by H*S and then the black CuS dissolved with KCH, 
leaving a yellow precipitate of CdS . 
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5. Copper and cadmium may be separated from each other by reduction of 
the copper (from the ammoniacal solution acidulated with HCl) with SnCL 
(§77, 10 ): 2 CUCI 3 4“ SnCla = 2 CuCl + SnCl* , and its precipitation with milk 
of sulphur (§77, 6 e), forming' CUnS , removal of the tin with iNrH 40 H and the 
precipitation of the cadmium with H.S . 

6. From the solutions of copper and cadmium acidulated with HCl, a hot 
solution of HaoSjO^ precipitates the copper as CUaS (§77, Oc), while the cadmium 
remains in solution. From this solution the cadmium is detected as the sul- 
phide by neutralization with HH 4 OH and precipitation with H 3 S or (NH 4 ) 3 S. 

7. The ammoniacal solution of Cu and Cd may be precipitated with HaS , 

and the resulting* sulphides, after filtering and washing, boiled with hot dilute 
H 2 SO 4 (one of acid to five of water). In this solution the CuS (§77, 5c) is 
unattacked while the CdS is dissolved. The filtrate upon dilution with water 
gives the yellow CdS with H^S or (§78, 66 ). 


Eaeee Metals of the Tih and Copper Groitp. 

{Second Group.) 

Euthenium, Ehodium, Palladitim, Iridium, Osmium, Tungsten, German- 
ium, Tellurium, Selenium. 

§104. Euthenium. Eu = 1 01 , 7 . V alence two to eight . 

1. Properties . — Specific gravity, 11.0 to 11.4 (Deville and Debray, C. r., 1876, 83, 
926). Melting-point 2450® ? {Cir. B. S.j 36, 1915). Next to osmium it is the most 
difficultly fusible of all the platinum metals. A black powder or a grayish-white 
crystalline brittle metal. 

2 . Occurrence. — ^In small quantities in platinum ores. 

3. Preparation. — lignite the Pt residues in a stream of chlorine in presence of 
NaCl . Dissolve the fused mass in H 2 O , add KNO 2 , neutralize with NasOOs , 
evaporate to dryness and extract the double nitrites with absolute alcohol 
(separation from rhodium). Add water to the solution, distill off the alcohol, 
add HCl and obtain a red solution of potassium ruthenium chloride. This is 
changed to the double ammonium salt and then precipitated with HgCls , 
which upon recrystallization and ignition gives pure Ru (Gibbs, Am, S., 1862, 
(2), 34:, 349 and 355). 

4. Oxides and Hydroxides. — ^The hydroxides, Bu(OH) 2 , Ru(OH) 3 » and 
Ru(OH )4 , are precipitated from the respective chlorides by KOH . They are 
dark brown to black. Perruthenic anhydride or acid, BuO^ , is a golden 
yellow crystalline powder, volatile even at ordinary temperatures. It has a 
peculiar odor, somewhat like ozone, is sparingly soluble in water, melts at 50° 
and boils at a little over 100 ° (Deville and Debray, B., 1875, 8 , 339). It is pre- 
pared by heating KjBuCls with KOH into which a current of chlorine is 
passed or by distillation of a Bu salt with BClOg and HCl. The vapor is 
yellow and is strongly irritating to the membrane of the throat. 

5. Solubilities. — ^Bu is sol uble with difficulty in nitrohydrochloric acid, in- 
soluble by fusion with EHSO 4 , but is soluble by fusion with KOH , especially 
in presence of BNO, . Soluble in chlorine, forming a mixture of BuCla , 
BuClj , and BUCI 4 . The double nitrites are soluble in water and alcohol (sepa- 
ration from rhodium). 

6 . Beactions. — The alkalis precipitate from ruthenic chloride the dark yellow 
hydroxide, soluble in acids, insoluble in the fixed alkalis, soluble in 2 ^ 40 H 
with a greenish-brown color. H 2 S precipitates slowly the black sulphide 
(formed at once by (HH 4 ) 2 S), the solution becoming blue. The sulphide is 
insoluble iii alkali sulphides. KI gives with hot solutions a black precipitate 
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of ruthenic iodide. KONS forms, after some time in the cold, a red coloration, 
which upon heating* assumes a beautiful violet color (characteristic). The 
double nitrites are soluble, and if to the solution ( 1 ^ 4)28 be added, a char- 
actetristic crimson red liquid is obtained. Upon standing the solution becomes 
brown, or a brown precipitate is caused by excess of the (!NrH 4 ) 2 S. ^ ^ 

7 . Ignition.— If BUO 4 be heated to a dull-red heat the violet-blue dioxide is 
formed (Bebray and Joly, C. r., 1S88, 106, 338). 

8. Detection. — By oxidation and distillation as BuO^ . 

9. Estimation.— Reduced to the metal and weighed as such. 

10. Oxidation.— BuOt heated with HCl forms BuCla , evolving chlorine. 

— X is changed to BuO* by distilling with KCIO3 and HCl . Zn reduces 

Bu solutions to the metal, with an indigo-blue color during transition from 
Buiv to Bun , 


§105. Rhodium. Rh = 102.9 . Valence two, three and four. 

1. Properties. — Specific gravity, 13.1 (Deville and Debray, G. n, 1874, 78, 1782). 
Melting point, 1950° (Cir. B. S., 35, 1915). It is a white metal, nearly as ductile 
and malleable as Ag. The metal precipitated by alcohol or formic acid appears 
as a black spongy mass (Wilm, B., 1881, 14, 629). 

2 . Occurrence. — ^Found in platinum ores. 

3. Preparation.— Fusion of the Pt residues with Pb , digestion with HNO, 
and then Cl , converting the Bh into the chloride, from which solution it is 
precipitated as the double ammonium chloride by fractional precipitation. 
See Gibbs (/. pr., 1865, 94, 10 ) and Wilm (R., 1883, 16, 3033). 

4 . Oxides and Hydroxides.— Bh (OH), is precipitated from a solution of 
sodium rhodium chloride by an excess of KOH . It is a black gelatinous 
cipitate, forming the oxide upon ignition. Rhodium fused with KOH and KHO, 
gives BhO, , a brown powder, insoluble in acids or alkalis. 

5. Solubilities.— The pure metal or the alloy with Au or Ag is almost in- 
soluble in acids; alloyed with Bi , Pb , Cu or Pt , it is soluble in HNO 3 (Deville 
and Debray, Z. c.). Attacked by chlorine the most easily of all the Pt metals. 
The precipitated metal, a gray powder, is soluble in HCl in presence of air to 
a cherry-red color. 

6 . Beactions.— Alkali hydroxides and carbonates precipitate solutions of Bh 
salts as Bh(OH), , yellow, insoluble in acids, soluble in excess of RTH^OH , 
forming a rhodium ammonium base, precipitated by HCl as a bright yellow 
crystalline salt, chloro-purpureo-rhodium chloride, Bh.(NH 8 ) 6 Cl 8 . Alkali 
nitrites precipitate alcoholic solutions of rhodium chloride as alkali-rhodium 
nitrite (Gibbs, Am. 8., 1863, (3), 34, 341) (separation from ruthenium). Frorn 
a hot solution of Bh salt, HjS precipitates the sulphide, insoluble in the alkali 
sulphides; the sulphide precipitated from the cold solution is soluble in alkali 
sulphides. KI precipitates from hot solutions a black-brown rhodium iodide. 

7 . Ignition. — When the metal or its compounds are repeatedly fused with 

HPO 3 or KHSO 4 , the corresponding Bh salts are formed. The mass fused 
with is soluble in water to a yellow color, turning red with HCl . 

8 . Detection . — Bj ignition as given above. Also to the concentrated neutral 
solution add fresh HaClO solution. To the yellow precipitate add a small 
amount of HCsHsO, and shake till an orange-yellow solution is obtained. 
After a short time the solution becomes colorless, then a gray precipitate 
separates out and the solution assumes a sky-blue color (Demarcay, 0. r., 1885, 
101, 951). 

9 . Estimation.— It is reduced to the metal and weighed as such. 

10 . Oxidation.— Solutions of rhodium salts are reduced to ther metal by Zn . 
AU Bh compounds are reduced to the metal by heating in a current of 
hydrogen. 
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10. Oxidation* — Solutions of rhodium salts are reduced to the metal by Zn. All 
Rh compounds are reduced to the metal by heating in a current of hydrogen. 

§106. Palladium. Pd = 106.7. Valence two and four. 

1. Properties . — Specific gravity, 11.4 (Deville and Debray, C. r., 1857, 44, 1101)* 
Melting point 1549° {Cir. B, S., 36, 1915). It conducts electricity about one-eighth 
as well as silver (Matthiessen, Pogg., 1858, 103, 428). Palladium has about the 
color and lustre of silver. The metal when only slightly heated assumes a rainbow 
tint from green to violet. Because of its general properties, it is to be classed with 
the platinum metals, yet in its reaction with acids it is markedly different. In the 
air at ordinary temperature it is but slightly tarnished, but at a red heat it becomes 
covered with a coating of the oxide. The finely divided metal, palladium sponge, 
absorbs many times its volume of hydrogen, retaining the most of the hydrogen even 
at 100°. At a high heat the hyefrogen is all driven off. It is much used in gas 
analysis for the separation of hydrogen from other gases (Hempel, B,, 1879, 12, 
636, 1006). Also used for scale graduations of the best scientific instruments. 

2. Occurrence. — It is a never-failing element in the platinum ores, native or 
alloyed with Pt , Au or Ag . 

3. Preparation. — The obtaining of pure palladium involves its separation from 
the other platinum metals, i. e,, platinum, iridium, osmium, rhodium and 
ruthenium. The student is referred to the various works on metallurgy: also 
to the following: Bunsen, A., 1868, 146, 265; Wilm, B., 1885, 18, 2536; and JMylius 
and Forster, B., 1892, 25, 665. 

4. Oxides and Hydroxides. — Palladium monoxide, PdO , is the most stable of 
the oxides of Pd . It is formed by the gentle ignition of Pdi'NOi)^ or the 
precipitation of PdCl^ with NaaCO, , forming Pd(OH)2 , and then igniting. 
Palladio oxide, PdOa , when gently ignited loses half its oxygen, becoming PdO . 

5. Solubilities.— — It is slowly dissolved by boiling with HCl or 

HjSO^; HHO, dissolves it, even in the cold, forming Pd (1103)2 . It is more 
readily soluble in nitrohydrochloric acid, forming PdCl4 . It is not at all 
attacked by HsS . An alcoholic solution of iodine blackens it, and when fused 
with it becomes the sulphate (distinction from platinum) . 6. — Oandes,-^ 

PdO, is soluble in HOI with evolution of Cl, forming PdCl, . Pd (OH)* is 
readily soluble in acids forming palladous salts, c. — Salts, ^Palladic chloride, 
PdCl4 , the most stable of the palladic salts is decomposed by boiling with 
water or by much dilution with cold water, forming PdCl* . It forms double 
chlorides with other metals, as calcium palladic chloride, CaPdClg , which for 
the most part are stable, and soluble in water and alcohol. Potassium palladic 
chloride, KaPdCU , is hut sparingly soluble in water, insoluble in alcohol; par- 
tially decomposed by both solvents. . , ^ .*1. 

Palladous chloride is readily soluble in water with a brownish-red color; with 
metallic chlorides, it forms double chlorides, as potassinm-palladous chloride, 
KaPdCl* , all of which are soluble in water,— Palladous iodide is insoluble in 
water, alcohol or ether; insoluble in dilute hydrochloric acid or hydriodic acid; 
slightly soluble by iodides and by chlorides.— Palladous nitrate, PdCHO*), , is 
soluble in water with free nitric acid; the solution being decomposed by dilu- 
tion, evaporation, or by standing, with precipitation of variable basic nitrates.- 
Palladous sulphate, PdS04 , dissolves in water, hut decomposes in solution on 
standing. 

6. Reactions. — Palladous chloride is precipitated by potassium hydroxide or 
sodium hydroxide; as brown basic salt or as brown palladous hydroxide, 
Pd (OH). , soluble in excess of the hot reagents. Amm onium hydroxide gives 
a flesh-red precipitate of palladAO’diwmmonium chloride, (NH,)aPdCl2 . ^ The flesh- 
red precipitate is soluble in excess of the ammonia, and from this solution 
reprecipitated by hydrochloric acid, with a yellow color. The fixed alkali 
carbonates precipitate the hydroxide; ammonium carbonate acts like the 
hydroxide, — Potassium cyanide precipitates palladous cyanide, Pd.(CH)2 , white, 
soluble in excess of the reagent. Phosphates give a brown pre cipi^te. 
Hydrosulphurlc acid and sulphides precipitate the dark-brown 
sulphide, PdS , insoluble in the ammonium sulphld^, soluble in mtrohyaro- 
cbloric add. Potassium iodide precipitates palladous iodide, Pol, , black, ysibie 
in 500,000 parts of the solution, with the sUght solubilities stated in 5c* an 
important separation of iodine iroiOi bromine. In very dilute solutions, only a 
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color is produced, or the precipitate separates after warming. At a red heat, 

ol th. .,„v. no pr^lpitnlo with 

ammonia, and a less complete pi ecipitate ■with iodides. t, 4. i j 

7 Imition —Nearly all the ijalladium compounds are reduced by heat, before 
the blow-pipe, to a “ sponge.” If this be held in the inner flame of an alcohol 
lamp, it absorbs carbon at a heat below redness: if then removed from -the 
flame, it glows vividly in the air, till the carbon is all burnt away (distinction 

8 I^tec'tion.— Palladium is precipitated with the second group metals by H^S, 
not dissolved by (NHJoSx (separation from the tin group). It is distinguished 
from mercury by its precipitation as a cyanide with mercuric cyanide. It is 
precipitated from quit© dilute solutions by KI (distinction from Bi and Cd); 
an excess of the KI dissolves the black palladons iodide, Pdl^ , to a dark bro-wn 
solution. KCBTS does not precipitate palladium salts, not even after the addi- 
tion of SO- (separation from Cu). The addition of 33804 and alcohol separates 
lead from palladium. The presence of the metal should be further confirmed 
by reduction and study of the properties of the “ sponge ” obtained. 

9, Estimation. — (1) As metallic palladium, to^ which state it is reduced by 
mercuric cyanide or potassium formate, and ignition, first in the and 
then in hydrogen gas. (2) As KaPdCl® . Evaporate the solution of palladic 
chloride with potassium chloride and nitric acid to dryness, and treat the mass 
when cold with alcohol, in which the double salt is insoluble. Collect on a 
weighed filter, dry at 100°, and weigh. 

10. Oxidation. — ^Palladium is reduced as a dark-colored precipitate, from all 
compounds in solution, by snlphurous acid, stannous chloride, phosphorus, and 
all the metals which precipitate silver (§59, 10). Ferrous sulphate reduces 
palladium from its nitrate, not from its chloride. Alcohol, at boning heat, 
reduces it; oxalic acid does not (distinction from gold §73, 6Z>). 


§107. Iridium. Ir = 193.1 . Usual valence three and four. 

1. Properties. — Specific gravity, 22A21 (Deville and Debray, 0. n, 1875, 81, 839). 
Melting point 2350" ? (fiir. B. S., 35 , 1915). ^ When reduced by hydrogen it is 
a gray powder, which by pressing and igniting at a white heat changes to a 
metallic mass capable of taking a polish. It is used mostly as an alloy with 
platinum, forming a very hard, durable material for standard weights and 
measures. A platinum-iridium dish containing 25 to 30 per cent iridium is not 
attacked by nitrohydroehloric acid. 

2. Occurrence.-— Found in platinum ores, usually as an alloy with platinum 
or osmium. 

3. Preparation. — The platinum residues are mixed with Pb and PbO and 
heated at a red heat for one-half hour, then treated with acids. The residue 
contains the iridium as osmium-iridium or platinum-iridium with other plat- 
inum metals. This residue is mixed with IfaCl in a glass tube and heated to 
a red heat in a current of chlorine. Much of the osmium passes over as the 
volatile perosmic acid, and is condensed. The double sodium chlorides of Ir , 
Os , Eh , Pt , Pd and Eu are dissolved in water, filtered and, when boiling hot, 
decomposed by HjS . The iridium is reduced from the tetrad to the triad, but 
is not precipitated until after all the other metals. By stopping the current of 
B[jS just as the brown iridium sulphide begins to form, a complete separation 
can be made by filtration. By recrystallization the pure sodium double salt, 
6KaCL2XrCls 24H2O , is obtained, which is changed to the tetrad ammonium 
double salt, (BrH4)sIr01« , by the addition of NH4CI and oxidation with chlorine 
(Wohler, Pogg., 1834, 31, 161). This upon i^ition gives the pure metal as 
iridium sponge. Or, the double sodium salt is ignited with socfium carbonate, 
exhausted with water and reduced by ignition in a current of hydrogen, leav- 
ing the metal as a fine gray powder. CSee also §106, 3). 

4. Oxides and Hydroxides. — ^Iridium forms two series of oxides and hydrox- 
ides, the metal acting as a triad and tetrad respectively. IrOa is formed by 
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igniting the metal in the air at a bright red heat, hence the scaling of platinum 
dishes which cwitain iridium. The hydroxide, Ir(OH)4 » is formed by boiling a 
solution of the trichloride, IrCls , in a fixed alkali hj'droxide or carbonate. 
Careful addition of KOH to IrCla in a vessel full of liquid and closed to exclude 
air gives Ir(0H)3 , easily oxidized to Ir(OH)4 (Claus, J. pr.^ 1846, 39, 104). 

5. Solubilities. — Freshly precipitated iridium may be di'">solved in nitrohydro- 

chloric acid. The ignited metal is insoluble in all acids. Its proper solvent is 
chlorine. Iridium trichloride, IrCls , is soluble in water and forms with the 
alkali chlorides double chlorides, soluble in water, insoluble in alcohol. The 
tetrachloride with sodium chloride, KTasIrCls , is formed w’hen the platinum 
residues mixed with N'aCl are heated in a current of chlorine. It is soluble in 
water. The corresponding ammonium salt may be formed from the sodium 
salt by precipitation from the concentrated solution with , a reddish- 

brown precipitate, soluble in 20 parts of water (Vauquelin, A, Ch,, 1806, 59, 150 
and 225). The potassium double salt is sparingly soluble in water. 

6. Reactions. — Fixed alkali hydroxides or carbonates precipitate from boil- 
ing solutions of iridium chloride, IrCl, or IrCl4 , iridium hydroxide^ IrCOH)^ , 
dark blue, insoluble in all acids except HCl . Potassium nitrite added to a hot 
solution of iridium salts gives, first a yellow color and finally a yellow precipi- 
tate, insoluble in water or acids. Hydrogen sulphide reduces IrCl* to IrClj , 
and then precipitates the trisulphide, IrjSj , brown, soluble in alkali sulphides. 

7. Ignition. — \^^len iridium is fused with potassium acid sulphate it is oxid- 
ized, but does not go into solution (difference from rhodium, §106, 7). Ignition 
on charcoal reduces all iridium compounds to the metal. Fusion in the air 
with sodium hydroxide or with sodium nitrate causes oxidation of the metal, 
the iridium oxide formed being partially soluble in the fixed alkali. 

8. Detection. — See 3 and 6. 

9. Estimation. — It is converted into the oxide by igniting with KNO, and 
then reduced by ignition in an atmosphere of hydrogen. 

10. Oxidation. — Formic acid (from hot solution), zinc and H2SO4 or HCl 
reduce iridium compounds to the metal. SnOlj , FeSO^ and HsO^O* reduce 
tetrad iridium to triad, but do not further reduce (separation from gold, §73, 
6fr, h and ft). 


§ 108 . Osmium. Os = 190.9. Valence two to eight. 

1. Properties. — Specific gravity, 22,477, the heaviest of all bodies (Deville and 
Debray, C. r., 1876, 82, 1076). Melting point 2700®? {Cir. B, S., 36, 1915). 
In the absence of air it may be heated above the vaporization point of Pt without 
melting or oxidizing. In presence of air, when heated a little above the melting 
point of Zn, it burns to the volatile poisonous perosmic acid, OSO4. In com- 

g act form it is very hard, cutting glass, and possesses a metallic lustre, with a 
luish color resembling Zn. 

2. Occurrence. — Always present in the residues of the platinum ores, in com- 
bination with iridium. 

3. Preparation. — The iridium osmium alloy or other Os containing material 
is finely divided and distilled in a current of chlorine or with nitrohydxo chloric 
acid, the osmium passing into a receiver containing KOH. By repeated addi- 
tions of HNO3 and further distillation, the osmium may all be driven into the 
receiver. The distillate is treated with HCl and Hg and the amalgam ignited 
in a current of hydrogen (Berzelius, Pogg,, 1829, 16, 208). 

4. Oxides. — Osmium forms five different oxides, OsO , Os^O, , OsO» , OsO, , 
OSO4 . The first three are bases, the salts of which have been but little 
studied; OsO, forms salts with bases, and OSO4 acts rather as an indifferent 
peroxide. Perosmic acid, OsO^ , exists as white glistening needles, melting 
under 100®, sparingly soluble in water, its solution having a very penetrating 
odor, resembling that of chlorine. The fumes of the acid are very poisonous, 
and cause infiammation of the eyes. HjS is recommended as an antidote 
(Clauss, A., 1847, 63, 355). 

5. Solubilities. — The metal in compact condition is not at all attacked by any 
acid. The precipitated metal is slowly dissolved by nitrohydrochloric or fnm- 
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ing nitric acid* By heating the metal in a cnrrent of chlorine a mixture of 
OsCl, and OsCl^ is formed. They are both unstable. 

6. Reactions.— Perosmic acid, OsO^ , when boiled with alkalis, is reduced to 

osmates, as K^OsO^ . A solution of perosmic acid decolors indigo, oxidizes 
alcohol to aldehyde, and liberates iodine from potassium iodide. In the pres- 
ence of a strong mineral acid, H3S precipitates osmium sulphide, OSS4 , brown- 
ish black (Claus, J, pr., 1860, 79, 28); insoluble in alkali hydroxides, carbonates 
or sulphides. ^ ^ . 

7. Xgnition. — Osmium when heated on a piece of platinumi toil gives an in- 
tensely luminous flame of short duration. By holding the foil in the reducing 
flame and then again in the oxidizing flame, the luminosity may be repeated. 
If a mixture of the metal or of the sulphide and potassium chloride be heated 
in a current of chlorine, a double salt of potassium osmic chloride is formed, 
sparingly soluble in cold water, more readily in hot water. Alcohol precipitates 
it from its solutions as a red crystalline powder. 

8. detection. — By the intensely luminous flame when ignited on a platinum 
foil; by oxidation and distillation as perosmic acid and identification by odor, 
action on indigo and on potassium iodide. 

9. Estimation. — ^It is weighed as the metal (see 3), 

10. Oxidation.-— OSO4 is reduced to OsOj by ferrous sulphate. Zn and many 
other metals in presence of strong acids precipitate the metal. The inetal is 
also obtained from all osmium compounds by ignition in a current of hydrogen. 


§109. Tungsten (Wolframium). W = 184. Valence two to six. 

1. Properties. — Specific gravity ^ 18.71-18.74 {Z. Anor^, 1909, 1910). Melting 
point, 3000“ (Cir. B. S., 36, 1916). A tin-white or steel-gray metsd, bnttle, 
harder than agate. That precipitated from acid solutions is a velvet-black 
powder. Non-magnetic. Stable in the air at ordinary temperature; burning 
at a high temperature, it decomposes steam at a red heat. Dry metallic tungsten 
powder, compressed into a bar in a hydraulic press, may, by repeated heatings 
and swaging or rolling, be converted into a ductile form, and drawn into wire 
(Met. and Cham. Eng.^ 3, XII, 1914). . , 4. 

2 OccTirrence.- — Tungsten does not occur in nature in large amounts, nor is 
it widely disseminated. The most common tungsten minerals are scheelite, 
(CaW04), and wolframite {FeW04 and MnW04, m vanable proportions). It 

never occurs native. . „ , , x /rr xx « 

3 . Preparation. — ^By reduction of WO# in H at a red heat (Zettnow, Pogg,^ 

1860, 111, 16); by ignition of WO# and Na under E'aCl . Tungstic acid of 
commerce is prepared by igniting for several hours: 100 parts INTajCO# , ignited; 
150 parts finely ground wolframite; and 15 parts EalTO# . The cooled mass is 
exhausted with water and the filtrate poured into hot, moderately concentrated 
HCl (Franz, J. pr., 1871, (2), 4, 238). ^ 

4, Oxides. — ^WO# is obtained as a brown powder by decomposing WCl* with 
water (Eoscoe, t c.). WO, is a lemon-yellow, soft powder, insoluble in water 
or acids. It is formed by ignition of the metal, lower oxides or decomposable 
salts in the air. The blue tungsten oxides are compounds between WO# and 


WO 

5. Volubilities.— The metal is scarcely at all attacked by HCl or H2SO4 , slowly 
by HNO# or nitrohydrochloric, slowly soluble in alkalis. The halogens com- 
bine directly upon heating. WO# is readily soluble on heating with HCl and 
H#S04 to a red color. It is also soluble in KOH with red color, evolving 
hydrogen. Both the acid and alkaline solutions deposit the blue oxide on 
standing (von der Pfordten, A., 1884, 222, 158). WO# is insoluble in water or 
acids, not even soluble in hot concentrated HaS04 . Soluble in KOH , K3CO# 
and ITH4OH . In an atmosphere of CO# it reacts with the chlorides of Ca , 
Mg, Co, Ki and Pe (not with those of Pb , Ag, K and Ufa), e. g., HCl# -j- 
g-yirO, = MWO4 H- WO3CI3 . Heated with chlorine, WO2CI# is formed, and also 
WCI4 , decomposed by water. S , HaS or HgS form WS# on heating with WO, . 
Soluble alkali tungstates are formed by fusion of the acid, WO, , with the 
alkali metal carbonates, more slowly by boiling with the carbonates. Acids 
form, from solutions of the alkali tungstates, a white precipitate^ of the 
hydrated acid turning yellow on boiling, insoluble in e3:ces9 of the acids (dis- 
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tinction from HoO,), soluble in Phosphoric acid changes tungstic 

acid to the meta tungstic acid, which is soluble in water and not precipitated 
by other acids. Long boiling of the solution of metatungstie acid causes the 
precipitation of tungstic acid. Fusion of "WOg with KHSO* gives a compound 
of potassium tungstate and tungstic acid, not readily soluble in water but very 
reaSily soluble in (13'H4)2C08 (distinction from silica, §249, 5). 

6. Reactions. — Solutions of salts of Ba , Ca , Pb , Ag and Hg produce white 
precipitates with solutions of alkali tungstates. JB^S precipitates WSj 
from acid solutions, the sulphide dissolving readily in (ITHtjaS , forming a 
thiotungstate (NH4)3’W'S4 . The tungstates, like the molybdates, form complex 
compounds with phosphoric acid, i. c., phosphomolybdates and phosphotung- 
states, which react very similarly with ammonium salts and with organic bases 
(§75, 6d). K4Pe(CI3r)e gpives with tungstates (in presence of acids) a deep 
brownish-red fluid, forming after some time a precipitate of the same color. 
Solution of tannic acid gives a brown color or precipitate. 

7. Ignition. — With NaPOg , WOg dissolves, on fusion, to a clear or yellowish 

bead in the oxidizing flame; in the reducing flame it has a blue color, changing 
to red on addition of FeS04 . Heated on charcoal in presence of with 

the blow-pipe, using the reducing flame, the metal is obtained. 

8. Detection. — If a tungstate be fused with NajCOj , the mass warmed with 
water and the water then absorbed with strips of filter paper, the tungsten 
may be detected by moistening the strip with HCl and warming, obtaining the 
yellow color of WO3; and the blue color of a lower oxide by moistening with 
SnCls and warming. (NH4)2S does not color the paper, even after adding HCl , 
but on warming a blue or green color is obtained. 

9. Estimation. — It is converted into WO3 and weighed as such after ignition. 

10. Oxidation. — ^WOg gives with SnCL , or Zn in presence of HCl or H2S04 , 
a beautiful blue color, due to the formation of oxides between WO2 and WO, , 
Urn oxides of tungsten (delicate and characteristic). 

§111 Germanium, Qe=72.5. Valence two and four. 

1. Properties . — Specific gravity^ 6.469 at 20.4® (Winkler, J. pr., 1886, (2), 34, 
177); melting pointy 958® (Cir. B. S,, 35, 1915). A gray-white crystalline metal. 
Fused under borax it gives a grayish-white regulus with a metallic lustre. It is 
stable in the air, volatiuzed at a high heat (Meyer, B., 188'^ 20, 497), and is easily 
pulverized. It burns in oxygen to form germanic oxide, (^02 . 

2. Occurrence. — It is found in small quantity in argyrodite, a sulphide of 
silver and germanium, (3Ag2S.GeS2) , a silver ore from Freiburg, Saxony; 
euxenite (nisbate and titanate of yttrium, erbium, cerium and uranium) from 
Sweden (Kriiss, C. C., 1888, 75); also contains small amounts of germanium. 

3. Preparation. — ^It is formed by reduction of the oxide, GeO, , with H , 0 
or Mg (Winkler, B., 1891, 24, 891) ; also by reduction of the sulphide in H . 

4. Oxides. — ^It forms two oxides, GeO and GeOs . To prepare pure GeOj , the 
mineral argyrodite is pulverized and intimately mixed with equal weights of 
Has CO, and S and heated to a good full ignition. The mass must be added 
carefully to prevent foaming. The fused mass is exhausted with HjO , the 
germanium going into solution as a thiosalt. With a decided excess of H2SO4 , 
the sulphide is completely precipitated. The precipitate is now dissolved in 
KOH , the sulphides of Ag , Cu and Pb remaining undissolved. By adding to 
the KOH solution H2S04 not quite to neutralization, the As and Sb sulphides 
are precipitated on boiling, while the GeS remains in solution with some 
ASjS,; HsS is carefully added to the solution until the AsgS, is all precipitated, 
then the filtrate is made strongly acid with H2SO4 , and the solution evaporated 
till SO4 fumes escape. The mass is dissolved in hot water, and upon cooling 

crystallizes out (Winkler, 1. c.), 

5. Solubilities. — Germanium is insoluble in HCl , soluble in nitrohydrochloric 
acid as GeCl4 , and oxidized with HNO, to GeO, . Hot concentrated H2SO4 
evolves SO, and forms Ge (804)2 . Insoluble in KOH solution but dissolves 
with incandescence in fused KOH. It unites directly with Cl, Br and I 
(Winkler, Z. c,), Germanic oxide, GeO, , is a white powder, very sparingly 
soluble in water or acids. Fused with fixed alkali hydroxides or carbonates it 
is CQUTerted into compounds soluble in water. GeCl4 is a liquid, boiling at 84® ; 
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it is decomposed by water. If a solution of the oxide in excess of HCl be 
evaporated to dryness the Ge is all volatilized. GeSs is soluble in 222 parts 
water, in alkali sulphides and hydroxides; insoluble in HCl or H2SO4 , which 
precipitate it from its solutions; soluble in nitrohydrochloric acid with separa- 
tion of sulphur. Nitric oxide changes it to GeO* with separation of sulphur. 

6. Reactions. — Germanium salts give almost no characteristic reactions with 
the various reagents. HaS precipitates germanic sulphide, GeSa , white, from 
solutions of the salts quite strongly acid. The sulphide is soluble in ammonium 
sulphide, forming a thio salt, thus placing Ge in division A of the second group. 

7. Ignition. — Heated before the blow-pipe in the reducing flame without an 
alkaline flux the metal is formed, and at the same time a white coating of 
the oxide. It forms a colorless bead with borax. 

S. Detection. — In the mineral, argyrodite, by heating in an atmosphere of 
H3S or illuminating go.s, an orange-yellow sublimate is obtained, which may be 
examined under the microscope and in the wet way (Haushofer, C. C., 1888, 
867). 

0. Estimation. — It is converted into the sulphide, OteSa , and then heated 
with HNO3 and weighed as GeOj . 

10. Oxidation. — Zn in acid solutions of Ge salts precipitates the metal as a 
dark brown slime. If GeSg is heated in a current of H , GeS is at first formed 
with HjS, finally Ge®. 


§112. Telluriiun. Te = 12T.5. Valence two, four and possibly six. 

1. Properties. — Specific gravity, 6.2445 (Berzelius, Pogg., 1834, 32, 1 and 577). 

Melting point, 452° (C^r. 5., 36, 1915). Te is crystalline, silver white, brittle, 

stable in the air and in boiling water; heated in the air, it burns with a greenish 
flame. In its general properties and reactions it stands closely related to S and 
Se (2). 

2. Occxxrrence. — In few places and in small quantities in Germany, Mexico, 
Bolivia, United States and Japan. Some of the minerals are: tellurite, (Te02) : 
tetradymite (Bi2(TeS)s) ; ferrotellurite, (PeTe04) , sylvanite, (AgAuTe4) ; 
calaverite, (AuTe2). It also occurs native. 

;j. Preparation. — (/) Fusion with alkali carbonate and O, which converts it 
into a telluride, as NasTe; then solution in (air free) water, the air being 
cx(‘liKled as much as possible, and the filtrate precipitated by passing air 
through the solution. The Te is precipitated as a gray metallic powder, con- 
tcaining what Se may have been present. (2) Conversion into TeCl4 by distilla- 
tion in a ouri'cnt of chlorine, decomposition of the chloride with water to 
HoTeOg and pre<‘ipitation of the Te with EHSO3 , (J) From lead chamber 
scale by digestion with NasCOg and KCH , forming KCHTe . The decanted 
solution is acidified with HNOs and the Te precipitated with HjS (Schimose, 

Nh, 1884, 49, 157). (J) For purification of the commercial Te , see Brauner 

(J/„ 1889, 10, 411) and Schimose (U. N., 1884, 49, 26, and 1885, 51, 199). 

4. Oxides and Hydroxides^ — TeO is said to be formed by heating TeSO, in a 
vacuum above 180°: TeSOg = TeO -j- SO2 (Divers and Schimose, C, N., 1883, 47, 
221). TeOo forms when Te is burned in the air, and when TeCl* is decomposed 
by boiling water. It is a white crystalline solid, sparingly soluble in HjO , 
more soluble in acids from which solutions water causes a white precipitate of 
TeOa or HsTeOa . HaTeO* is formed when a HNO^ solution of Te is immediately 
poured into cold water, warming to 40° changes it to TeOs . HaTeO^ is made 
l)y fusing TeOa with KNO, , treating the KjTeO* so obtained with soluble lead 
or barium salt and decomposing this salt with H2SO4 or HjS , colorless crystals, 
insoluble in alcohol or ether-alcohol (separation from H2SO4). It can be 
recrystallized from water and upon heating forms TeOg (Clarke, Am, S., 1877, 
114, 281; 1878, 116, 401). 

5. Solubilities. — Te is insoluble in HCl: HHO, and nitrohydrochloric acids 
oxidize it to HaTeO*; in H2SO4 it becomes HaTeOs with evolution of SO2 (Hilger, 
A., 1874, 171, 211); soluble in warm concentrated solution of KCH, from which 
solution HCl precipitates all the Te . HzTeO, is fairly soluble in water, red- 
dens moist litmus paper and easily decomposes Uito TeO, and HjO . Aeid soln- 
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tions of T6O2 are precipitated upon addition of water or upon standingf. TeOj 
and HjTeOa form soluble alkali sa^cs with whs alkalis from which solutions of 
the other metallic salts precipitate the respective tellurites. H^TeO^ is soluble 
in water, acids and alkalis; alkali carbonates form acid teiiuraJcr, less soluble 
than the corresponding normal salts. Solutions of the alkali tellurates toixa 
insoluble tellurates with soluble salts of the other metals, c. (l K.TeO. 4- 
BaCl^ = BaTeO, + 2K01 . * t 

C. Reactions. — Tellurium is classed with second group metals because of its 
precipitation from solutioi:s of tellurites and tellurates by H.S . The precipi- 
tate is not a sulphide, but is Te mixed with varying proportions of S , for CS. 
removes nearly all the sulphur (Becker, A., 187C, 180, 257). In appearance the 
precipitate of Te with H^S very much resembles SnS , and is very soluble in 

At a high temperature Te and H unite directly, forming H.Te (Brainier, .1/.. 
1889, 10, 446). HsTe is best prepared by heating together Te and Re or Zn and 
decomposing these tellurides with HCl (analogous to the corresponding reac- 
tions wdth sulphur, §257, 4). A colorless gas, odor similar to bums with 

a blue flame, fairly soluble in water and is precipitated as Te° from its solution 
by the oxygen of the air. HaTe precipitates solutions of metallic salts very 
similarly to HjS and H^Se , 

7. Ignition. — Te combines on ignition with most metals to form tellurides. 
TeOg ignited, decomposes into TeOs and O . All lower Te compounds ignited 
with KRTOj give KaTeO* . All Te compounds give on charcoal with the blow- 
pipe a white powder, which colors the reduction flame green and disappears. 
Heated in an open glass tube, Te compounds give a sublimate of TeOo . which 
melts upon heating. Te compounds fused with KCH in a current of hydrogen 
form potassium telluroeyanate, KCHTe; soluble in w’ater but precipitated by a 
current of air as Te® (distinction and separation from Se). Heated with HajCO^ 
on charcoal Te compounds give KagT^ , which blackens silver with formation 
of AgaTe . 

8. Detection. — ^By reduction to Te® and solution in cold concentrated HjSO^ 
to a purplish-red solution (characteristic). Separated from Se by fusion with 
ECH in a current of hydrogen and precipitation from the solution by a current 
of air. 

9. Estimation. — The Te compound is heated in a current of Cl , TeCl* being 
sublimed. This is decomposed by water to TeOg , which is reduced to Te® by 
SO* and weighed as such after drying at 100® . 

10. Oxidation, — Hydrogen at a high temperature reduces Te compounds to 
HaTe . HaS reduces Te compounds to Te® mixed with S . Fusion with KNO3 
oxidizes all Te compounds to E2Te04 . SO2 reduces Te compounds to Te® . 
SnCls and Zn in acid solutions give with Te compounds a black precipitate 
of Te® . Te compounds warmed with dextrose in alkaline solution are reduced 
to Te® . Tellurates boiled with HCl evolve chlorine and are reduced to HoTeO^ , 
which precipitates as TeOa on adding water if too much HCl be not present 
(distinction from Se). 


§113. Selenium. Se = 79.3 . Valence two and four, possibly six. 

1. Properties.— gravity^ red, eryst., 4.47; gray metallic 4.80; (/. phys. 
Chem. 4, 491; 1900). Melting point 217-220^ {Cir. B. S,, 36, 1915). The molten 
Se does not become completely solid until cooled to 50®. Selenium with tellurium 
is closely related to sulphur, and like sulphur exists in amorphous forms (§256, 1). 
The precipitated Se IS red. The brown or brown-black powder obtained by 
quickly cooling from the molten state is insoluble in CS 2 . Boiling point, 676® 
to 683® (Carnelley and Williams, 0, N., 1879, 39, 286). 

2. Occurrence. — In no place abundantly; never native. It is found in com- 
bination with minerals in tne Hartz Mountains, Sweden, Argentine Republic and 
Mexico (Billandot, C. W., 1882, 46, 60). It occurs in very small quantities with 
some sulphides of re , Cu and Zn , 
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3. Preparation. — In tlie lead chambers of the Ha SO* works it is found as a 
red deposit with some S , AssOa , SbsOg , PbSO* , etc. The scale is washed with 
water and digested with KCH solution at 80° to 100°, until the red color entirely 
disappears. The filtrate is then treated with HOI , which precipitates the Se . 
It is further purified by oxidation to SeOo , sublimed and then reduced with 
SOj (Kilson, B., 1874, 7, 1719). 

4. Oxides and Hydroxides.— Ho SeOs is prepared by oxidizing Se with HHO, , 
or nitrohydrochloric acid. HoSeOg evaporated to dryness gives HgO and SeO,, , 
crystalline. SeOo is also formed by burning Se in air or oxygen; it has an 
odor similar to decaying radish. It sublimes at 250°-280® as a yellow vapor, 
condensing to white needles on cooling. SeO^ is not known. HsSeO* , pure, 
is a white crystalline mass, melting at 58°. HaSeO^.H^O is crystalline at — 38°, 
and if recrystallized melts at 25°. The selenic acid usually obtained is a thick 
oily liquid, resembling H^SO* and containing about 95 per cent H^SeO* . It is 
obtained by fusing Se or SeOj with KHOg and precipitation of the K^SeO* with 
soluble salts of Ba , Pb , Ca or Cu and decomposing the washed precipitates, 
suspended in water, with H^SO* or H^S . 

5. Solubilities. — Se dissolves in cold concentrated HsSO* to a green colored 
solution without oxidation (dilution wdth water precipitates the Se); if the 
solution be warmed SOj is evolved and the green color disappears (dilution 
with water gives precipitate), the Se being oxidized to SeOj . HHO# and nitro- 
hydrochloric acid oxidize it to SeOa . Selenous oxide, SeO^ , is soluble in water 
in all proportions, forming H^SeO, . The selenites and selenates of the alkaline 
earths are insoluble and may be formed by adding a solution of the metal to 
an alkali selenite or selenate, e. g., HaaSeO^ -f BaClj = BaSeO* + 2N’aCl . Many 
of the selenites are soluble in excess of H^SeOs . Selenates are less stable 
than selenites. BaSeO* is soluble in HCl (distinction and separation from 
BaSO*) and upon long-continued boiling is reduced to BaSeOg , 

6. Reactions. — Selenous acid precipitates with HjS a mixture of Se and S , 
lemon yellow, bright red upon heating (Divers and Shimose, C. N., 1885, 51, 
199). This mixture is soluble in (HH4)2S , hence in qualitative analysis S© is 
classed among the metals of division A, second group, while because of its 
general properties it belongs with sulphur. When Se and H are heated to- 
gether they begin to combine directly at 250°, forming HjSe (Ditte, 0. r., 1872, 
74, 980) ; which in practically all its reactions is similar to H^S . H^Se is also 
formed by treating KaSe , PeSe , etc., with dilute HCl or HsSO*; HHO, gives 
HjSeOs with selenides. HsSe is a colorless gas, odor similar to HoS but more 
penetrating. It is more poisonous than HoS , burns when ignited, combines 
slowly but completely with Hg° , evolving hydrogen. 100 cc. of water dissolves 
331 cc. of the gas at 13®, the solution reacting acid and depositing red fiakes of 
Se on standing. It precipitates the selenides of the metals having almost the same 
solubilities as the corresponding sulphides (von Reeb, J. Pharm.j 1869, (4), 9 
173), With soluble sulphites HaSe gives a precipitate of a mixture of Se ana S’ 

7. Ignition. — ^When Se or compounds of Se are fused with KCN in a current 
of hydrogen, potassium selenocyanate, KCNSe , is formed. Long boiling with 
HCl separates the Se , but this does not take place on exposure of the solution 
to the air (separation from tellurium), Sel^ium compounds heated on char- 
coal with Has CO, are changed to HagSe , which yields a black stain with Ag° 
and HsSe with dilute acids. 

8. Detection. — If in solution as selenites it is precipitated with H^S (soluble 
in (HH4)2S); oxidized to SeO, and obtained as the white needles by sublima- 
tion, and reduced from its solution in water to the red Se° by SOj . If present 
as selenides, decomposed by HCl or H2SO4 , forming HsSe , which is conducted 
into water and the S©° precipitated by passing air or oxygen through the solu- 
tion. 

9. Estimation. — Oxidized to selenic acid and precipitated as BaSe04 and 
weighed as such. If BaS04 be present the precipitate is reduced in H, and 
the resulting BaSeOg separated by solution in HCl . Selenides are heated in a 
current of chlorine in a hard glass tube, being converted into SeCl4 , which 
vaporizes and is decomposed in water; continued chlorination of the water 
solution forms H3Se04 , 

10. Oxidation.«~S6° is oxidized to SeO, by HNOa , nitrohydrochloric acid, 
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H 3 SO 4 hot concentrated, by heating in air or oxygen, etc. HsSeOs is oxidized 
to £[38604 by continued chlorination, and by fusion with KNOs . H 3 Se 04 is 
reduced to HsSeO, by boiling with HCl . SO 2 reduces selenous compounds to 
the red Se® , even in H 3 SO 4 solutions (distinction from tellurium) (Keller, 
J, Am. Soc., 1900, 22, 241). HaS forms a precipitate of Se mixed with S . SnClj 
precipitates Se° from HCl or H 2 S 04 ^ solutions of selenous compounds. 


The Iron and Zinc Groups (Third and Fourth Groups). 

114. The Metals of the Earths and the more Electro-Positive of the 

Heavy Metals. . 


Aluminum 


27.1 

Neodymium 

Nd 

- 144.3 

Chromium 

Or = 

52.0 

Praseodymium 

Pr 

= 140.9 

Iron 

Pe! = 

55.84 

Samarium 

Sa 

- 150.4 

Cobalt 

Co = 

58.97 

Scandium 

Sc 

- 44.1 

Nickel 

Ni = 

58.68 

Tantalum 

Ta 

- 181.5 

Manganese 

Mn = 

54.93 

Terbium 

Tb 

= 159.2 

Zinc 

Zn 

65.37 

Thallium 

T1 

= 204.00 

Cerium 

Ce = 

140.25 

Thorium 

Th. 

- 232.4 

Columbium 

Cb = 

93.5 

Titanium 

Ti 

= 48.10 

Erbium 

E = 

167.7 

Uranium 

U 

= 238.2 

Gallium 

Ga = 

69.9 

Vanadium 

V 

= 51.0 

Glucinum 

G1 == 

9,1 

Ytterbium 

Yb 

= 173.5 

Indium 

In = 

114.8 

Yttrium 

T 

= 188.7 

Lanthanum ,,,,,, 

La = 

139.0 

Zirconium ........ 


- 90.6 


§115. The metals above named gradually oxidize at their surfaces in 
the air, and their oxides are not decomposed by heat alone. Zinc, iron, 
cobalt, nickel, and, with more difficulty, manganese, chromium, and most 
of the other metals of the groups, are reduced from their oxides by igni- 
tion at white heat with charcoal. They are all reduced from oxides by 
the alkali metals. Iron is gradually changed from ferrous to ferric 
combinations by contact with the air. Chromium and manganese are 
oxidized from bases to acid radicals by ignition with an active supply of 
oxygen in presence of alkalis; these acid radicals acting as strong oxidizing 
agents (§8, §9). 

§116. The oxides and hydroxides of these metals are insoluble in water 
and they are precipitated from all their salts by alkalis. In the case of 
zinc, the precipitate redissolves in all the alkalis; the aluminum hydroxide 
redissolves in the fixed alkalis, but very slightly in ammonium hydroxide; 
the precipitate of chromium redissolves in cold solution of fixed alkalis, 
precipitating again on dilution and boiling; the hydroxides of cobalt and 
nickel dissolve in ammonium hydroxide. The oxide of chromium after 
ignition is insoluble in acids; the oxides of aluminum and iron are soluble 
with difficulty. 

The presence of ta/rtaric acid, citric acid, sugar, and some other organic 
subltaiu^^ prevmts the precipitation of doses of these groups ly alkalis* 
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§117. Ammonium salts, as dissolve moderate quantities of the 

hydroxides of manganese, zinc, cobalt, nickel, and ferrous hydroxide; but, 
so far from dissolving the hydroxide of aluminum, they lessen its slight 
solubility in ammonium hydroxide. 

§118. It thus appears that ammonium hydroxide, with ammonium 
chloride, the latter necessary on account of magnesium (§189, 6a), man- 
ganese (§134, 6a), and aluminum, will fully precipitate only aluminum, 
chromium, and iron of the important metals above named. These 
metals therefore constitute the THIRD GROUP (§127), and the re- 
agent of this group is AMMONIUM HYDROXIDE in the presence of 
AMMONIUM CHLORIDE. Since aluminum, chromium, and iron are 
precipitated by ammonium hydroxide in the presence of ammonium 
chloride (Fe" by its previous oxidation with HNO3 is present as Fe' ) 
constituting the THIRD GROUP ; the remaining of the most important 
metals — cobalt, nickel, manganese, and zinc — constitute the FOURTH 
GROUP (§137). They are precipitated by the group reagent, AMMON- 
IUM SULPHIDE or HYDROSULPHURIC ACID in an AMMONIACAL 
SOLUTION. Some chemists do not make this classification of these 
metals, but precipitate them all as one group with ammonium sulphide 
(§144), from neutral or ammoniacal solutions. The sulphides of Fe , Co , 
Ni , Jin , and Zn are not formed in presence of dilute acids, which acids keep 
them in solution during the second group precipitation; but are insoluble 
in water, which enables them to be precipitated by alkali sulphides, and 
separated from the fifth and sixth groups. The other two metals, A1 and 
Cr, do not form sulphides, in the wet way, but are precipitated as hy- 
droxides by the alkali sulphides. 

§119. Hydrosulphuric acid scarcely precipitates the metals of these 
groups, unless it be from some of their acetates (§135, 6e), owing to the 
solubility of the sulphides in the acids, which would be set free in their 
formation. Thus, this change cannot occur — ^FeClg -f- HgS = FeS -f- 
2HC1 — ^because the two products would decompose each other. Hydrogen 
sulphide does not precipitate the. metals of these groups in acid solution 
unless the acid is very weak (acetic acid §135, 6e), The hydrogen ions of 
strong acids, which are largely dissociated, reduce the concentration of the 
sulphur ion of the hydrogen sulphide below the point where it can pre- 
cipitate the sulphides of these metals. For the same reason these sul- 
phides are dissolved by strong acids and the reaction FeClg + HgS^ 
FeS 2HC1 cannot proceed from right to left. 

As acetic acid and other weak acids are only slightly dissociated, ‘the 
concentration of the hydrogen ion is very much less and the decrease in the 
concentration of the sulphur ion of the hydrogen sulphide is slight. The 
soluble sulphides are dissociated to a much greater extent giving a con- 
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eentration of the sulphur ion sufficient to precipitate the sulpliides of these 
metals. (See 45.) Therefore when it is desired to precipitate the metals as 
sulphides, neutralized hydrosulphuric acid — an allcali sulphide — ^is used in 
neutral or alhaline solution; or, what is equivalent, hydrosulphuric acid 
gas is passed into the strongly ammoniacal solution, 

§120. As most of the normal chemically salts of heavy metals are hydro- 
lyzed, in water, giving free acids, so that their solutions have an acid reaction 
to test-paper, we can only assure ourselves of the requisite neutrality by 
adding sufficient ammonium hydroxide, wliich itself precipitates the larger 
number of the bases, as we have just seen (§116). But the resulting 
precipitate of hydroxide, as Pe(0H)o, is immediately changed to sul- 
phide, FeS, by subsequent addition of ammonium sulphide; as tlie student 
may observe, by the change in the color of the precipitate. 

Ferric and manganic salts are reduced to ferrous and manganous salts, 
by hydrosulphuric acid, in solution, with a precipitation of sulphury and 
the corresponding reaction occurs with chromates. 

§121. Soluble carbonates precipitate all the metals of these groups, in 
accordance with the general statement for bases not alkali (§205, 6a). 
With aluminum and chromium, the precipitates dissolve sparingly in ex- 
cess of potassium or sodium carbonate; with Co , Ni and Zn , the precipitate 
dissolves in excess of (lIHJaCOs . In the case of ferrous and manganous 
salts, the precipitates are normal carbonates; with zinc, cobalt, and nickel 
salts, they are basic carbonates; while with ferric, aluminum, and chrom- 
ium salts, the precipitates are hydroxides. Barium carbonate precipitates 
Al, Cr'" and Fe'", which, in the cold and from salts not sulphates, is a 
separation from the fourth group metals. 

§122. Soluble phosphates precipitate these as they do other non-alkali 
bases. The acid solutions of phosphates of the metals of the third and 
fourth groups are precipitated by neutralization. Phosphates of Co , Kx , 
and Zn are redissolved by excess of NII 4 OH , and those of Al , Cr , and Zn 
by excess of the fixed alkalis. The recently precipitated phosphates of all 
the metals of these groups which form sulphides, are transformed to sul- 
phides by ammonium sulphide, due to the fact that the sulphide is less 
soluble than the phosphate : FeHPO^ + ( 1 IH 4 ) 2 S = FeS + (NH 4 ) 2 HP 04 . 
Hence, the only phosphates which may occur in a sulphide precipitate are 
those of Al , Cr , Ba , Sr , Ca , and Mg . 

§123. The metals of the third and fourth groups are not easily reduced 
from their compounds to the metallic state by ignition before the blow- 
pipe, even on charcoal except zinc, which then vaporizes. Three of them, 
however — ^iron, cohalt, and nickel — are reducible to magnetic oxides. The 
larger number of them give characteristic colors to beads of borax and of 
micTOCosmic salt, fused on a loop of platinum wire before the blow-pipe. 
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None of them color the flame or give spectra, unless vaporized by a higher 
temperature than that of a Bunsen burner (spark spectra). 


The Iron Group (Third Group). 

Aluminum, Chromium, Iron. 

§124, Aluminum. A1 = 27.1. Valence three. 

1 . Properties. — Specific gravity, 2.708 (C. V., 105, 1912). The cast metal has 
specific gravity of 2.56. Melting point, 658.7® (Cir. B. S., 36, 1915). It is a 
tin- white metal (the powder is gray), odorless and; tasteless, very ductile and 
malleable, about as hard as silver. Its boiling point is above 2200®. Impurities 
increase the melting point. When molten it possesses great fluidity. As a con- 
ductor of heat it is about twice as good as tin and about one-third as good as 
silver. It conducts electricity about one-half as well as copper and silver (Dewar 
and Fleming, Phil Mag,, (5) 36, 271, 1893. Boy, ImL Gt. Brit, Imuq 5, 1896), 
and about three times better than iron. Commercial aluminum is never pure, 
containing small amounts of silicon and iron, and sometimes Cu and Pb , with 
96 to 99.75 per cent aluminum. It is used for cooking utensils, canteens and other 
military equipments, boats, small weights, measures, articles of ornament and 
scientific instruments; as an alloy with copper (aluminum bronze) it finds exten- 
sive application. 

2. Occurrence. — Not found free in natoe. Is found in corundum, ruby and 
sapphire, as nearly pure AI 2 OS ; in diaspora (Al( 0 H) 3 .Al 203 ) ; in bauxite 
(AI 2 O 3 .XH 2 O) ; in orthoclase (KAlSfeOg) , and other feldspars ; in cryolite 
(NasAlFe) . As a silicate in all clays and in very many minerals. It is widely 
istributed, constituting about one-twelfth of the earth’s crust. 

3 Preparation. — (7) By electrolysis of the fused NaAlCh . {f^) By fusion of 
cryolite or the chloride with Na or K . (5) By heating NaAlCl 4 with zinc, with 

which it forms an alloy from which the zinc is driven off by a white heat. 
{4) By fusion of the chloride with potassium cyanide. (5) By fusing AI 2 S 3 
with iron. A great many new methods have been patented. {6) Aluminum 
is prepared commercially, by electrolysis of aluminum oxide dissolved in a bath of 
cryolite (Na^AlPe). The metal is deposited around the cathode, oxygen being 
evolved at the anode. See Dammer, 3, 79. 

4. Oxide and Hydroxides.— Al^Os is formed by heating the hydroxide, 
nitrate, acetate or other organic salt, difBcu ltly soluble in acids after ignition, 
but may be dissolved after fusion with KHSO 4 or HasCO, . Al(OH), is 
formed when aluminum salts are precipitated with cold ammonium hydroxide. 
AlaO(OH )4 is formed if the precipitation is made at 100 °. 

5. Solubilities. — a, — Metal, — Pure aluminum scarcely oxidizes at all in dry or 
moist aftr; the electrolytically deposited powder oxidizes gradually in the air. 
Powdered or leaf aluminum when boiled with water evolves hydrogen, forming 
the hydroxide. It is attacked by the halogens forming the corresponding 
halides (Gustavson, Bl, 1881, ( 2 ), 36, 556). Dilute sulphuric acid attacks it 
slowly, evolving hydrogen (Ditte, C, r., 1890, 110, 573); the hot concentrated 
acid dissolves it readily with evolution of SOj . Nitric acid, dilute or con- 
centrated, attacks it very slowly (Deville, A. CJi,, 1855, (3), 43, 14; Montemartini, 
Gazzettd, 1892, 22, 397; Ditte, l,c,, 782). Hydrochloric acid, dilute or concen- 
trated, dissolves it readily with evolution of hydrogen; also attacked readily 
by fixed alkalis, sparingly by HH 4 OH (Gottig, B., 1896, 29, 1671), evolving 
hydrogen with formation of an aluminate: 2A1 4- 2KOH + 2 HaO = EKAIO* + 
3H, . It is attacked by fixed alkali carbonates (D., 3, 87). When ignited with 
sodium carbonate, aluminum oxide is formed; sodium is vaporized and a small 
amount of aluminum nitride produced (Mallet, J, C,, 1876, 30, 349 ). Fused 
KOH is decomposed by aluminum at very high temperature, the potassium 
being vaporized (Deville, 1857, 152). It is not at all attacked by cold four 
per cent acetic acid (vinegar) even in presehce of NaCl, and when boiled for 
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14 hours with the above mixture a square meter of surface (weighing 24.7426 grams) 
.lost but 0.047 gram (one jpart in 526). 

5. — Onde and ^droxide.~The oxide is insoluble in water, and when not too 
strongly ignited dissolves readily in dilute acids and in fixed alkalis. Corundum, 
crystallized AI 2 O 3 , is insoluble in acids, but is rendered soluble by fusion in fixed 
alkali carbonates or sulphates. The hydroxide Al(OH )3 is insoluble in water, readily 
soluble in acids and in fixed alkalis, sparingly soluble in ammonium hydroxide, the 
solubility, however, being much decreased by the presence of ammonium salts. 
c, — SoUb . — ^Aluminum phosphate is insoluble in water. The normal acetate is 
soluble, the basic acetate insoluble in water (separation from Cr and the fourth 
group). The chloride is deliquescent. The double sulphates of aluminum and the 
alkali metals (alums) are soluble and readily melt in their water of crystallization, 
becoming anhydrous. Solutions of normal salts of aluminum have an acid reaction. 

6. Eeactions. a . — The alkali hydroxides and carbonates ^ precipitate 
aluminum hydroxide {!), A1(0H)3 (4), grayish-white, gelatinous insoluble 
in water, soluble in excess of the fixed alkali hydroxides f (?) (Prescott, 
J. Am. Soc.j 1880, 2, 27; Ditte, A. Oh., 1897 (6), 30, 266), sparingly soluble 
in the fixed alkali carbonates and in ammonium hydroxide but much less 
so if ammonium salts be present. The solution of fixed alkali aluminate 
is precipitated as aluminum hydroxide by careful neutralization of the 
alkali with acids including hydrosulphuric (S), and carbonic, as basic 
hydroxide, by adding excess of ammonium chloride (i) (distinction from 
zinc which is precipitated by a small amount of NH^Cl , but redissolves on 
adding an excess) (Lowe, Z.^ 1865, 4, 350). The excess of potassium 
hydroxide liberates ammonia forming potassium chloride, thus reducing 
the amount of fixed alkali present. The precipitate is more compact and 
washes more readily than the gelatinous normal hydroxide. Barium car- 
bonate, on digestion in the cold for some time completely precipitates 
aluminum salts as the hydroxide (5) mixed with a little basic salt. (See 
§126, 6a.) The presence of citric, oxalic, or tartaric acid greatly hinders 
the precipitation of aluminum hydroxide, and an excess may entirely pre- 
vent its precipitation by the formation of a soluble double salt, e. g., 
KAl(0^n,0 ,), . Other organic substances, as sugar, pieces of filter paper, 
etc., hinder the precipitation. To obtain complete precipitation all or- 
ganic substances should be decomposed. 

(1) AlCla -f- 3KOH = Al(OH). + 3KC1 

2A1C1, -I- 3K,CO, + 3HaO = 2A1(0H:), + 6KC1 + SCO, 

(2) Al(OH)» + KOH = KAIO., + 2H,o' 

or AlCl, + 4KOH = KAIO 3 + 3KC1 + 2 H *0 

(3) 2KA10a + HaS + 2 H 2 O = 2 Al(OH), + K,S 

(4) 2KA10, + + HaO = AlaO(OH)* -f- 2KC1 + 2 NH, 

(5) 2A1C1, + 3BaCO, + 3H,0 = 2A1(0H), + SBaCl^ + SCO, 

* According to Langlola (A. Ch., 1856, (3), 48, 502) the precipitate with alkali carbonates 
always contains CO 3 . He assigns the formula SCAlsOsCOs) + 5 (Al 208 . 8 Hs 0 ). 

t A solution of barium hydroxide may be used to dissolve the Al(OH)s in separating from 
re(OH)i and Cr(OH)i ; especially valuable in detecting the presence of smaU amoimts of alu* 
minum when the reagents NaOH and KOH contain aluminum (Neumann, Af., 1894, 15, 53). 
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3. — Oxalates do not precipitate aluminum salts. The acetate of alum- 
inum is decomposed upon boiling, forming the insoluble basic acetate 
(separation of iron and aluminum from the fourth group) : Al(C2Hg02)3 + 
H„0 = Al(CgH303)30H + HC3H3O3 . The basic acetate is best formed as 
follows: To the solution of aluminum salt add a little sodium or am- 
monium carbonate, as much as can be added without leaving a precipitate 
on stirring, then add excess of sodium or ammonium acetate, and hoil for 
some time, when the precipitation at length becomes very nearly complete. 

Phenyl hydrazine, CeHjlIHlirHo , completely precipitates aluminum as 
the hydroxide from the neutral solution of its salts (complete separation 
of aluminum and chromium from iron which should be in the ferrous 
condition) (Hess and Campbell, J. Am. Soc., 1899, 21, 776). 

<?.— Nitric acid is a very poor solvent for metallic aluminum, but a good 
solvent for the oxide and hydroxide. The metal dissolves in a solution of the 
normal aluminum nitrate, evolving hydrogen and forming the "basic nitrate 
(Ditte, C. r., 1890, 110,783). 

d, — ^Alkali phosphates precipitate aluminum phosphate, AIPO 4 , white, 
insoluble in water and acetic acid, soluble in mineral acids, and in the 
fixed alkalis (separation from FePO^) (Grneber, Z. angew., 1896, 741). 
A separation of A1 and PO4 may be effected by dissolving in hydrochloric 
acid adding tartaric acid and then ammonium hydroxide, and digesting 
some time with magnesia mixture (magnesium sulphate to which sufficient 
ammonium chloride has been added so that no precipitate is obtained 
when rendered strongly alkaline with ammonium hydroxide). The filtrate 
contains nearly all of the aluminum. The same method may be employed 
with Pe'" and PO 4 . See also 7. 

e. — The sulphide of aluminum cannot be prepared in the wet way, that 

prepared in the dry way being decomposed by water (Curie, 0. N., 1873, 
28, 307). Hydrosulphuric acid does not precipitate aluminum from acid 
or neutral solutions; from its solutions in the fixed alkalis it is precipitated 
as the hydroxide on addition of sufficient hydrosulphuric acid to neutralize 
the fixed alkali (distinction from zinc which is rapidly precipitated from 
its alkaline solutions, as the sulphide). The alkali sulphides precipitate 
aluminum from its solutions, as the hydroxide; from acid or neutral solu- 
tion H^S is evolved: 2AICI3 -f 3(1^4)28 + 6R^0 = 2A1(0H)3 + 6irH4Cl 
+ SHgS, from solutions in the fixed alkalis ammonia is evolved, fixed 
alkali sulphide being formed: 2KAL0o + (NH 4 )oS -f- = 2 A 1 ( 0 H )3 -f- 

K^S + 2 NH 3 . 

Sodium tMosulphate precipitates, from aluminum salts, in neutral solutions, 
aluihinum hydroxide with free sulphur and liberation of sulphurous anhydride: 
SAlsfSOJa + GNa^StO, -h 6H,0 = 4Al{OH)s -f- SS^ + 6NasS04 + 6SO. . A 
small amount of sodium tetrathionate is formed and also some hydrosulphuric 
acid (Vortmann, B., 1889, 3307). Sodium sulphite also precipitates alu- 
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minum hydroxide, with liberation of sulphur dioxide: 2A1C]« + 3 Na 2 S 03 -f 
3 H 2 O = 2A1(0H)5 + 6 NaCl + 3 SO 2 . Neither of the above reagents precipi- 
tate iron salts, thus effecting a separation of aluminum (and chromium) from 
iron. 

Aliimiiiiim, clironiiiim and ferric sulphates crystallize with tlie sulphates 
of the alkali metals, forming a class of compounds, alums, of which the 
potassium aluminum compound is perhaps best known, ICAl(S04)o.l2H2Q ; 
common alum. These compounds melt in their water of crystallization, 
becoming anhydrous upon further heating. The freshly ignited alum is 
only sparingly soluble in cold water, but upon standing becomes readily 
soluble, dissolving in less than one part of hot wate'»*. The alums are usu- 
ally less soluble than their constituent sulphates and may be precipitated 
by adding a saturated solution of alkali sulphate to a very concentrated so- 
lution of A 1 , Cr"^ , or Fe'" sulphate. 

/. — Aluminum chloride is a very powerful dehydrating agent and is much 
used in organic chemistry as a halogen carrier. An impure aluminum chlorate, 
mixture of KCIO 3 and Al 2 (SO^) 8 , is much used in calico printing (Schlum- 
berger, Dingl,, 1873, 207 , 63). g , — ^Aluminum salts are precipitated by solu- 
tions of alkali arsenites and arsenates, but not by arsenous or arsenic acids. 
Ji . — Potassium chromate forms a yellow gelatinous precipitate, potassium 
bichromate gives no precipitate with aluminum salts, i. — Solution of borax 
precipitates an acid aluminum borate, quickly changed to aluminum hydroxide. 

7. Ignition. — Compounds of aluminum are not reduced to the metal, but 
most of them are changed to the oxide, by ignition on charcoal. If now this 
residue is moistened with solution of cobaJtous nitrate, and again strongly 
ignited, it assumes a dlute color. This test is conclusive only with infusible 
compounds, and applies only in absence of colored oxides. Aluminum com- 
pounds ignited on charcoal in presence of sulphur are changed to AI 2 S 3 (Buch- 
erer, Z. angew,, 1892, 483). 

To separate A1 from PO 4 , fuse the precipitate or powdered substance with 
parts finely divided silica and 6 parts dried sodium carbonate in a platinum 
crucible, for half an hour. Digest the mass for some time in water; add 
ammonium carbonate in excess, filter and wash. The residue consists of 
aluminum sodium silicate; the solution contains the PO 4 , as sodium phosphate. 
The A1 can be obtained from the residue by dissolving it in hydrocMoric aci^ 
evaporating to dryness to render the silica insoluble. Treat with hydrochloric 
acid and filter; the filtrate containing aluminum chloride. 

8. Detection. — After the removal of the first two groups it is precipi- 
tated with Cr and Fe'" as the hydroxide, A1(0H)3 , by NH^OH in the pres- 
ence ' of ITH4CI . It is separated from Fe(0H)3 and Cr(0H)3 by boiling 
with EOH or NaOH or by fusion with an alkaline oxidizing agent such as 
NaClO or NasOg . From the filtrate acidulated with HCl it is precipitated 
as hydroxide with (3IH4)2C0s ; or it is precipitated from the alkaline 
solution by an excess of NBL4CI (6a). 

9. Estimation. — Aluminum is usually weighed as the oxide, after ignition 
It is separated from zinc as a basic acetate; from chromium by oxidizing the 
latter to chromic acid, by boiling with pot^sium chlorate and nitric acid, or 
^ fusing with ENO 3 and Na 2 C 03 , or by action of Cl or Br in presence of 
&OH , or by NaaOj fused or in solution, and after acidulating with SGI precipi- 
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tating the aluminum with ammonium hydroxide. It may be separated from iron 
by boiling with KOH (6a), by Na 2 S 203 (6e), or by phenylhydrazine (6b), It 
is separated from iron by conversion into the oleate and dissolving the oleate 
of iron (Fe"' or Fe") in petroleum (Borntraeger, Z., 1893, 32, 187). It is some- 
times precipitated and weighed as the phosphate. 

10. Oxidation. — Aluminum reduces solutions of Pb , Ag, Hg*, Sn, Bi 
(incompletely), Cu f, Cd , Co , Ni , Zn J and G1 (in alkaline mixture only), 
Te, Se, Au, and Pt, to the metallic state; ferric salts to ferrous salts; 
As and Sb with HCl become respectively AsH.^ and SbH, , with alkalis As'" 
is reduced to AsHg . As''^ is unchanged (§69, 6'6 and 10), and Sb"' and 
Sb''^ become Sb®. Aluminum salts are not reduced to the metallic state 
by any other compounds at ordinary temperature; by fusion with K or Na 
metallic aluminum is obtained, much better, however, by the aid of the 
electric current. 

§125. Chromium. Or = 53.0. Valence two, three and six. 

1. Properties.~/8pecz^c gravity^ 6.92 (Moissan, C. r., 116). Melting point 
1520° {Cir, B, 36, 1915). A grayish-white crystalline metal. The hardness 
of steel is greatly increased by the presence of less than one per cent of chromium. 
It is non-magnetic (Woehler, A., 1859, 111, 231). It burns to the oxide Cr 203 
when heated to 200° to 300° in the air (Moissan, (7. r., 1879, 88, 180). 

2. Oocurrence. — Not found native. Chrome-ironstone or chromite (Fe 00 r 203 ) 
is the chief ore of chromium, and is usually employed in the manufacture of chro- 
mium compounds. Chromite and also Daubr^elite (FeCr 2 S 4 ) , are frequently 
found in meteorites; it also occurs in crocoite 0 PbCrO 4 ) , and other rare chro- 
mates and sulphates. 

3. Preparation. — (I) By electrolysis of the chloride. (2) By fusing the 
chloride with potassium or sodium. (S) By ignition of the oxide with carbon. 
(Jf) By fusing CrOls with Zn , Cd or Mg , using KCl and NaCl as a flux, and 
removing the excess of the Zn , Cd or Mg by dissolving in nitric acid, which 
does not dissolve metallic chromium, (5) By ignition of the oxide with alu- 
minum (Goldschmidt, A., 1898, 801, 19). 

4. Oxides and Hydroxides.— Clirowi<ws oxide, CrO , has not been isolated. The 
corresponding hydroxide, Cr(OH) 3 , is made by treating CrCl, with HOH. 
Chromic oxide, CrjOj , is made by a great variety of methods, among which are 
fusing the nitrate, or higher or lower oxides and hydroxides in the air; heating 
mercurous chromate, or the dichromates of the alkalis; 

4Hg2Cr04 = SCrjOg •+• 8 Hg + SOj 
(HHOaCr^O, = Cr^O* + -h 4H3O 
= 2Cr208 + 4K2Cr04 + 30, 

In the last the KaCr 04 may be separated by water. After heating to redness, 
CrjOj is insoluble in acids. Chromic hydroxide, Or(OH )8 , is precipitated by 
adding NH 4 OH to chromic solutions. That formed by precipitating with KOH 
or HaOH retains traces of the alkali, not easily removed by washing. 

Chromium trioxide or chromic anhydride, CrO# , is formed as brown-red 
needles upon addition of concentrated sulphuric acid to a concentrated solution 
of KjCraOx,* to be freed from sulphuric acid it must be recrystallized from 
water, in which it is readily soluble, or treated with the necessary amount of 

♦ Klandy, 0. 0., 1893, 201 ; Wislioenus, B. 1895, 28, 1328. t Tommasl, Bl,, 1882, ( 2 ), S 7 , 443. 

t Plavitsky, J5., 1873, 6, 195 ; Zimmerman, Z., 1888, 27, 61, 
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BaCr04 (Moissan, A. Ch., 1885, (6), 6, 568). It is also prepared by transposi- 
tiOT of BaCr04 with HNO, orH2S04; 1130104 with H2SO4; andAg2Cr04 with 
HCl; etc. It melts at 196°, decomposing at higher temperature into Cr203 
and O. It IS used in dyeing silk and wool, but not cotton fabrics. It is a 
powerful oxidizing agent, being reduced to chromic oxide. The existence of 
chromic acid, H^Cr04 , is disputed (Moissan, 1. c.; Field, C. AT., 1892, 65, 153; 
and Ostwald, Zeit. phys. Ch.f 1888, 2, 78). Two series of salts are formed as if 
derived from chromic acid, H2Cr04 , and dichromic acid, H2Cr207 . The salts 
are (mite stable and find an extended application in analytical chemistry (6^, 
§67, §69, §186, etc.). 

5. Solubilities. — a, — Metal , — Chromium is not at all oxidized by water or 
moist air at 100 ®. Heated above 200 ° it is oxidized to Cr^Oj , rapidly in pres- 
ence of HOH . It is soluble in HCl or dilute H 2 SO 4 ; insoluble in concentrated 
H 2 SO 4 or in HHOs , dilute or concentrated. Chlorine or bromine attack it 
with formation of the corresponding halides (Woehler. 7. r*.: Ufer, A., 18.59, 112, 
303). &. — Oxid^ and Hydroxides.— C/ircwifo ox^Ule, Cr-jOg . is insoluble in water, 
slowly soluble in acids, but not at all if previously ignited (Traube, *4., 1848, 
66 , 88 ); the hydroicide is insoluble in water, soluble in acids, sparingly soluble 
in ammonium hydroxide, soluble in fixed alkalis to chromites, reprecipitated 
again upon boiling. The presence of other metallic hydroxides, as iron, etc., 
hinders the solution in fixed alkalis. Chromic anhydride, CrOg , is verj’ soluble 
in water, soluble in reducing acids to chromic salts. 

c. — Salts, — Chromic sulphide is not formed in the wet way, being 
decomposed by water; the phosphate is insoluble in water. The chloride 
exists in two modifications; a deliquescent soluble chloride, which also 
forms a soluble basic chloride (Ordway, Am, S,, 1858 (2), 26, 202); 
and a violet sublimed chromic chloride absolutely insoluble in water, 
hot or cold, or in dilute or concentrated acids, the presence of a very 
small amount of chromous or stannous chloride at once renders this modi- 
fication soluble in water (Peligot, A, Ch,, 1846 (3), 16, 298); the bromide 
and sulphate also exist in soluble and insoluble modifications; the nitrate 
and also the basic nitrates are readily soluble in water (Ordway, 1. c.). 
There are many double salts, the sulphates of chromium and the alkali 
metals, chrome alum, forming salts similar to the corresponding aluminum 
compounds. There are tw'o modifications of solutions of chromium salts, 
one having a green color and the other violet to red, the tints being 
modified somewhat by the degree of the concentration. All normal chromic 
salts in solution have an acid reaction, being partially hydrolized. 

6. Eeactions.* a , — ^Alkali hydroxides and carbonates precipitate solu- 

tions of chromic salts, as chromium hydroxide, gelatinous, gray-green or 
gray-blue according to the variety of solution from which it is obtained 
(5c), insoluble in water, soluble in acids; soluble in excess of the fixed 
alkalis to chromites : Cr(0H)s -J- ^ KCr02 -f- iTSLfi . This reaction 

•ChicomotiBsaltsare very unstable, they are great reducing agents, oxidizing rapidly when 
exposed to the air. They are almost never met with in analysis. Chromons chloride, CrCl ,, is 
formed when the metal is heated in contact with hydrochloric acid gas (lifer, 1. e ); also by re- 
duction of CJrCls with hydrogen in a heated tube (Moberg, J, pr.^ 1848, 44, 833). Precipitates are 
formed In its solutions by the alkali hydroxides, carbonates, sulphides, etc. fMoissan, BZ., 188g 
(81,87,396). 
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is reversible. The KOH tends to form, while the water^ especially when 
hot, tends to decompose the chromite. The chromium may therefore be 
reprecipitated from this solution if the excess of KOH is small and the 
solution is diluted and boiled. (Distinction from aluminum.) As ammo- 
nium chloride reacts with the caustic potash forming potassium chloride 
and the weak alkali, ammonium Jiydroxide, the chromium may also be pre- 
cipitated by the addition of ammonium chloride and heating. The presence 
of ferric hydroxide and some other compounds greatly hinders the solution 
in fixed alkalis, hence chromium cannot be separated from iron by excess 
of fixed alkali. Chromium hydroxide is slightly soluble in excess of cold 
ammonium hydroxide to a violet solution, completely reprecipitated on 
boiling. The precipitate formed with the alkali carbonates is almost 
entirely free from carbonate: 2CrCl3 + SHasCOg + SHoO = 2Cr(0H)3 + 
GlTaCl -{- SCOo . Barium carbonate precipitates chromium from its solu- 
tions (better from the chloride) as a hydroxide with some basic salt, the 
precipitation being complete after long digestion in the cold (separation 
from the fourth group). For removal of excess of reagent, add H2SO4 
and the filtrate will coutain the chromium as a sulphate. 

Alkali dichromates are changed to normal chromates by alkali hydrox- 
ides or carbonates. 

— Chromium forms no basic . acetate and remains in solution when the 
basic acetates of aluminum and ferric iron are formed (66, §124 and §126). 
Potassium cyanide precipitates chromium hydroxide. Oxalates and ferro- 
cyanides cause no precipitate. HjCrO^ is reduced to chromic compounds 
by K 3 Pe(CN )6 and KCKS. c. — ^Nitrites or nitrates are without action upon 
chromium salts in the wet way, but upon fusion in presence of nitrites or 
nitrates and alkali carbonate a chromate is formed (separation from Pe and 
Al). d . — ^Hypophosphorous add reduces chromates to chromic salts. Soluble 
phosphates, as Ha 3 HP 04 , precipitate chromic phosphate, CrP 04 , insoluble in 
acetic acid, decomposed by boiling with KOH , leaving the phosphate in solu- 
tion (Kammerer, J, (7., 1874, 27, 1005). 

e . — ^Hydrosulphuric acid is without action upon neutral or acid solutions 
of chromic salts, chromites as KCrOa are precipitated as chromium 
hydroxide; SKCrO^ + HoS + =:''2Cr(0H)3 + Z^S. The hexad 

chromium of chromates is reduced to the triad condition with liberation 
of sulphur, in neutral or alkaline solutions, chromium hydroxide being 
formed: BK^Cr^O^ -f SH^S = 4Cr(0H)3 +8K2S -f 383 + SHgO ; in acid 
solutions a chromic salt is formed (10). Alkali sulphides precipitate 
chromic salts as the hydroxide liberating H^S : 

SCrCh + 3(HH4)aS + 6 HaO = 2 Cr(OH )3 + 6 KH 4 CI -f- 3H*S 
Chromates are reduced and precipitated as chromium hydroxide with sepa- 
ration of sulphur: 4 :K, 0 i 0 ^ + 6(10:4)28 + 4H2O = 4Cr(0H)3 + 8K0H 
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+ 382 + l^inig . Soluble sulpMtes and tMosulphates reduce chromates 
in acid solution (Donath^ J, (7., 1879^ 36, 401; Longi, Gazzetta^ 1896, 26, 
ii, 119). 

f , — ^Hydrochloric acid reduces chromates to chromic chloride on boiling, 
with evolution of chlorine: 2K2Cr04 -j- 16HC1 = 2CrCl3 + 4KC1 -h 3CI2 + 
8H2O ; more readily without evolution of chlorine in presence of other 
easily oxidized agents, as alcohol, oxalic acid, etc.: KoCrgOy + 8HC1 + 
3C2H5OH = 2KC1 + 2CrCl3 + SCgH^O (acetaldehyde) + rHoO . If the 
dry chromate be heated with sulphuric acid and a chloride (transposable 
by sulphuric acid) (§269, 5), brown fumes of chromium dioxy dichloride 
are evolved: K2Cr207 + 4HaCl + 3H2SO4 = 2Cr02Cl2 + + ^NagSO^ 

+ 3H2O (§269, Sd) (Moissan, Bl, 1885 (2), 43, 6). To obtain a quantity of 
CrOoClo , Thorpe (J. G,, 1868, 21, 514) recommends 10 parts of HaCl and 
12 parts KaCroO^ fused together and distilled with 30 parts of H3SO4. 
Hydrobromic acid reduces chromates to chromic bromide with evolution 
of bromine; hydriodic acid to chromic iodide with evolution of iodine. 
In the presence of hydrochloric or sulphuric acids all the bromine or 
iodine is set free. KoCr.O^ + 6HI + 4H2SO4 = K,S0^ + Cr3(S04}3 + 
3I2 + ^HoO. Hydriodic acid acts most readily upon chromates, the 
hydrochloric least readily. Chromic hydroxide and chromic salts, when 
boiled with chloric or bromic acids, or potassium chlorate or bromate and 
nitric, sulphuric or phosphoric acids, become chromic acid. 

^.—Soluble arsenites and arsenates form corresponding* salts with chromic 
salts. Chromates in acid solution are instantly reduced to ehronaic salts by 
arsenites or arsenous acid. Chromic acid hoiled with arsenous acid in excess 
gives CrAsO^ (Neville, J, C., 1877, 31, 283). . ^ 

— ^Potassium chromate colors an acid solution of chromic salt brown-yeUow 
on addition of ammonium hydroxide, a precipitate of the same color is obtained, 
chromic chromate (Mans, PoffQ., 1827, 9, 127). The alkali metals form two 
classes of chromates: yellow normal chromates and reddish dichromates 
(Schulernd, J, C., 1879, 36, 298). The chromates of the alkalis, and those of 
magnesium, calcium, zinc and copper are soluble 5 those of strontium, mercury 
(Hg") are sparingly soluble; and those of barium, manganese, bismuth, mer- 
cury (Hg"), silver and lead are insoluble in water. Alkali chromates or 
dichromates are precipitated as normal chromates (in some cases as dichro- 
mates) (Preis and Rayman, R., 1880, 13, 340) by solutions of silver, lead, mer- 
cury (Kg') and barium salts. Silver chromate is dark red, soluble in nitric 
acid and ammonium hydroxide (§59, 67i); lead chromate is yellow, transposed 
with difficulty by nitric acid (Duvillier, A. 1873, (4), 30, 312), iiMolnble m 
acetic acid (§67, 6h); barium chromate, yellow, is soluble in hydrochloric and 
nitric acids, sparingly soluble in chromic acid (§186, 67»). • ^ a 

7. Ignition. — Chromic oxide, chromic salts and chromates dissolve in beads 
of microcosmic salt, and of borax, before the blow-pipe, in both reducing an _ 
oxidizing flames, with a yellowish-green tint while hot, becoming emerald 
green when cold. By ignition on charcoal the carbon 
anhydride, CrOs , free or combined, and a green mass, OroOs , is left. 
chromium compounds are fused with an alkali carbonate, and a mtnte, nit a , 
chlorate, bromate or iodate, an alkali chromate is formed, soluble m water 
(distinction from A1 and Pe). 

8 . Detection* — ^If present as chromate (solution red or yellow)^ it is 
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reduced by HCl and alcohol or by HjS. Precipitated with 1*6 and Al, 
aiter the removal of the metals of the first and second groups, by NH4OH 
in presence of NH4CI . Boiling with KOH separates the Al and leaves the 
Cr and the Pe, as hydroxides. The precipitate is fused on a platinum foil 
with ITajCOj and KNO, which oxidizes the Cr to an alkali chromate, soluble 
jn water (separation from the Pe).r The Cr is identified after acidulation 
with HCjHjOj by the formation of the yellow lead chromate, using 
Pb(C,Hs02)2 . These metals may also be separated by the methods given 
m 10 . 

9. Estimation.— Chromium is usually estimated gravimetrioally {1) as the 

oxide. It is brought into this form either by precipitation as a hydroxide (6a) 
and ignition or, in many cases, by simple ignition (4). (S) As chromate, it may 

be precipitated with barium chloride, dried and weighed as simh; or m acetic 
acid solution it may be precipitated as PbCrO* by Pb(CiHs03)2 , dried and 
weighed. Volumetrically, as a chromate (if present as chromic salt it may be 
oxidized to a chromate). (S) By titration with a standard solution of ferrous 
sulphate. (4) By liberation of iodine from hydriodic acid (6f^) and measuring 
the amount of iodine liberated with standard sodium thiosulphate solution. 

10. Oxidation. — Chromous compounds are very strong reducing agents, 
changing HgCl^ to HgCl, CuSO^ to Cu% SnClg to Sn% etc. Chromic com- 
pounds are oxidized to chromates by chlorates (Giacomelli, UOrosi, 1895, 
18, 48; Storer, Am, 8., 1869,98,190) (6f), ISTa^O^, MnO^ (Marchal and Wier- 
nick, Z, angew,, 1891, 511), and Ph02 in acid solution; in alkaline mixture, 
by reducing PbO^ to PhO , Ag^O to Ag% HgjO and HgO to Hg% CuO to 
CU2O, KMn04 and K2M11O4 to MnOg (Donath and Jeller, C, (7., 1887, 151); 
by Cl, Br, and I, forming the corresponding halide; and by HjO,* 
(Baumann, Z. angew,, 1891, 139). 

The halogens in alkaline solution may be used to separate chromium from 
iron and aluminum. The halogens react with the alkali and oxidize the 
chromium to chromate according with the following reactions: 

2NaOH + CI2 = NaCl + NaClO + H2O 

2KaCr03 + 3NaC10 + NaOH = 2Na3Cr04 + 3NaCl + ftO. 

The ferric hydroxide is not acted upon, while the aluminum hydroxide 
dissolves in the fixed alkali and may be separated from the chromium by 
the addition of ammonium chloride and warming. BTajOa or in alka- 
line solution produce a similar reaction, 

2NaCr02 4- 3NaaOs 4- 2H2O = 2Na20r04 4- 4NaOH, 
the separation of iron and aluminum being effected by the method already 
given. 

*The use of H 3 O 3 in alkaliie solution is proposed by Biggs (Am, S„ 189i, 148, 409) in the separ- 
ration of Al, Fe and Or. 100 co. water, 10 cc, and one gram of XaOH are added to the 

freshly precipitated hydroxides and digested until eflervesoenoe ceases. Filter off the precipi- 
tate of ferric hydroxide, acidify the filtrate with acetic acid and precipitate the aluminum with 
ammonium hydroxide. The chromium if present will be in the filtrate as sodium chromate, 
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A chromate is also formed when chromium compounds are fused with 
an alkali carbonate and an oxidizing agent (7). 

For this purpose sodium carbonate and potassium nitrate or sodium 
peroxide are frequently used. The following reactions take place : 

2Cr(OH)8 + 2 Na 2 C 03 + SKNOs = 2 Na 2 Cr 04 + SKNOs + 2COj + 3HiO 
2Cr(OH)3 + 3Na«02 * 2 Na 20 r 04 + 2NaOH + 2 H 2 O. 

Ferric hydroxide is not acted upon while aluminium hydroxide is con- 
verted into aluminate. 

2A1(0H)3 + NaaCOa = 2NaA102 + CO 2 -f SHiO . 

On dissolving the fused mass in water^ the three metals may be separated 
by the method already given. 

Chromic oxide (not ignited) or chromic chloride at 440® in 
a current of chlorine become CrOgClg (Moissan, BL, 1880, (2), 34, 70). 
Chromic acid and chromates are reduced to chromic compounds by 
H2C2O4 (Werner, /. C., 1888, 53, 602), K,Fe(CN),, KCBTS, (IfHJ.S, 
Ka2S203 , SO2, H2O2, etc. Of most common occurrence in qualitative 
analysis is the action of hydrosulphuric acid and alkali sulphides; at first 
sulphur is liberated, a part of which may be oxidized to sulphurous and 
sulphuric acids (Parsons, 0. N,, 1878, 38, 228). 

+ 16HC1 + 6H,S = 4CrCl, + 4KC1 + 3S, + 143^0 
12H,CrO* + 3S, = 4 Cr, 0 ,Cr 04 -f 680, + 12H,0 
2H,Cr04 + 3SOa = Cr^CSO^), + 2H*0 

While H2O2 in alkaline solution oxidizes Or'" to Cr^, in acid solution the 
reverse action takes place: 2H2Cr04 + SHgSO^ -f 3H2O2 = Cr2 (804)3 + 
SOo + 8H2O (Baumann, 1. c.). With chromate in acid solution, the HoO, 
at first gives a deep blue solution (probably of the very unstable perchromic 
acid, HCr04), followed by the reduction to a chromic salt. The blue color 
gives a very delicate test for chromium. The test is rendered more deli- 
cate by the addition of a few c.c. of ether and shaking. The ether dis- 
solves the blue compound and forms a blue layer on standing. One part 
of chromic acid in 40,000 parts of water can be detected by this reaction. 
Vanadic acid interferes with the delicacy (Eeichard, Z., 40, 577). 

§126. Iron. (Ferrum). Pc = 55.84. Usual valence two and three. 

1. Properties. — Specific gravity, variable, dependingTupon the purity and 
methods of preparation. 7.85 at 16® (Caron, C. r., 1870, 70, 1263), 8.139 
(Chandler-Roberts, C. N., 1875, 81, 137). Melting point, cast iron, 1130® to 
1375®; steel, 1375 to <1530®; pure iron, 1530® (Ctr. B. S,, 36, 1915). Pure iron 
is silver-white, capable of taking a remarkably fine polish: it is among the most 
ductile of metals, in this property being approached by nickel and cobalt (§73, J); 
it is the hardest of the ductile metals (Calvert and Johnson^ DingL, 1859, 162, 
129), and in tenacity it is surpassed only by cobalt and nickel (§132, 1). It 
softens at a red heat and may be welded at a white heat. Finely divided iron 
burns in the air when ignited; that made by reduction in hydrogen may ignite 
spontaneously when exposed to the air. When pure iron is heated, or cooled 
through certfdn ranges of temperature, polymorphic changes occur, which ^ 
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accompanied by an absorption (on heating) or an evolution (on cooling) of heat, 
and changes in the physical properties of the iron; these polymorphic modifica- 
tions are called Alpha^ Beta and Gamma iron, respectively. 

Alpha iron is stable in all ranges of temperature up to 768® C. (AC 2 ) ; * at 
768® C, the change Alphas Beta occurs; Beta iron is stable between 768® C. 
and 909® C. (AC 3 ) ; * at 909® C. the change Beta Gamma takes place 
(Burgess and Crowe, Reprint, 213, Bui. B. S., 10, 1913). Gamma iron is capable 
of dissolving, and retaining in solid solution, carbon as iron carbide (PeaC) ; 
the presence of PeaC in solid solution, however, progressively lowers the tem- 
perature of the A 3 * point, at which the change Gamma — > Beta occurs, and 
causes the appearance of a third point (Ai) * at dr 700® C., the temperature 
of which is unaffected by varying percentages of carbon. Because of the pro- 
gressive lowering of the temperature at which the Gamma — > Beta (Ats) * change 
takes place by increasing percentages of carbon, the (As) * point merges into the 
(A 2 ) * point at rlr768® C., and dbO.33% C. At this temperature and concentration, 
and between it and rfc700®C. (Ai) * Gamma iron probably passes directly into the 
alpha modification, with a continued concentration of carbon in the sohd solution 
still remaining, until the Ara-a * point and Ati * point coincide (Ars-a-i). * 

This point (d=700® C., and iO.835% C.) marks the lowest temperature at which 
carbon (as PeaC) will remain in solid solution; if the temperature falls below Ari,* 
Carbon separates from the solid solution as Pe^C (cementite) and at the same 
instant the Gamma iron, which up to that moment had acted as a solvent for the 
carbon is transformed to Alpha iron, simultaneously with the precipitation of 
the cementite, forming that interstratified conglomerate of Alpha ferrite, and 
cementite, known as Pearlite (the eutectoid). 

Above ± 700® C. the solubility of P 03 O in Gamma iron increases with the tem- 
perature, reaching a maximum at a concentration of about 1.7% carbon and a 
temperature of 1130® C. Hence all slowly cooled iron-carbon alloys containing 
less than the eutectoid percentage of carbon (<0.835% C.; hypo-eutectoid 
steels) will consist of structurally free Alpha Ferrite (pure iron) and Pearlite) 
those with more than the eutectoid percentage of carbon (between 0.835% C. 
and 1.7% C.; hyper-eutectoid steels) will consist of structurally free Cementite 
(PesC) and Pearlite; those of eutectoid composition (0.835% C.; eutectoid 
steel), will consist of Pearlite only. When such steels, provided the carbon con- 
tent lies between ±0.25% and 1.75%, are heated to a temperature higher than 
Acs * (Ac®® * in the case of hyper-eutectoid steels) and then suddemy cooled 
( 0 .^., by quenching in water), the changes which would normally occur on slow 
cooling^ through Ar», Ara, Ati * are partially suppressed; the steel becomes hard 
and brittle, the carbon being retained in solid solution. This process is called 
* ^hardening P The hardened steel may be tempered ” by reheating to tempera t\ires 
lower than Aci* (±700® C.) which causes certain structural changes to take place 
leading to the formation of a series of transition products, the general effect of which 
is to soften the steel somewhat and lessen its brittleness to the extent desired. 

2, Occurrence. — Iron is rarely found native except in meteorites; the iron 
minerals used as ores are hematite (Pe 20 *), limonite ( 2 Pe( 0 H) 3 .Fe 20 s) , mag- 
netite (PesOO ; to a less extent, siderite (PeCOa), clay iron stone (FeCOs with 
clay) black band (FeCOj with bituminous matter); it also occurs as pyrite (F6S2), 
marcasite (FeSj), p 3 Trhotite (POnSn+i) and widely distributed in many other min- 
erals and rocks. 

3. Preparation. — I^e iron is not usually found in the market, although 
some of the^ commercial products approach it very closely. 

Pig iron is produced by smelting iron ore mixed with coke and limestone in 
blast furnaces; the resulting product is subjected to remelting processes (prod- 
uct, gray and malleable iron castings), or to conversion processes (|)roducts, 
Bessemer steel; open-hearth steel, acia and basic; wrought iron); pure iron may 
be made by electrolysis, and by heating its purified salts with hydrogen. 

4r. Oxides and Hydroxides. — Ferrous PeO, is made from Pe20s by heat- 

ing it to 300® in an atmosphere of hydrogen; also by heating PeC 204 to 160®, 

*Ari-i-« Is derived from Arr6t (a halt, or pause) and refroldlssement (cooling); hence, a 
halt in cooling at certain critical temperatures. Ara =* 898®C.; Ara «- 768® C.; Ari » ±700®C. 
Aoi-a-i (c = chauffant, heating) refers to corresponding points during heating. Acs is slightly 
higher (909® C.) than Axs. Accm or Arcm r^ers to temperatures at which Cementite dissolves 
In, or is precipitated from Ckmma iron during heating or cooling. 
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air being excluded. It takes fire spoiitaneonslv hi tlio air, o'^idizing to PeaOj . 
Ferrom Jiydroxide, Ee(OH)j , is formed by precipitating ferrous salts with KOH 
or NaOH , perfectly white when ])ure, Init usually green from partial oxidation. 
Ferrk* oxide, EeoOg » is tornied by heating PeO , Ee(OH)2 , or any ferrous salt 
consisting' of a volatile or organic* acid in tlie air; more rapicllv bv heating 
Ee(OH)3 , Fe(NO,), , or Eca (804)3 • Eerric hydroxide is formed by precipitat- 
ing cold dilute ferric salts \\ith alkalis or alkali carbonates, and drying at 100°. 
If KOH or NaOH is used, the precipitate requires longer washing than when 
NH4OH is employed. By increasing the temperature and concentration of the 
soluticms, the following definite compounds may be formed: EeO(OH) , 
Ee30(0H)4 , Ee40,(OH),, Ee403(0H)«, E630,(0H),\ EeaO^ is slowly formed 
by heating EeO or EeaOa to a white heat. Its corresponding hydroxide may be 
made by precipitation; EeCl^ -f 2EeCl3 + 8NH4OH; = Ee,(OH)s + . 

Ees(OH)8 when heated to 90° forms Ee3 04 . The black color and magnetic 
properties show that it is a chemical salt and not a mechanical mixture of EeO 
and EeoOa . Ee'" acts as an acid tow^ards the E^"; this oxide, Ee304 , or 

EeEe204 , may be called ferrous ferrite. Other ferrites have been formed, e. g,, 

calcium ferrite, CaEe204; MgEeaO^ and BaEesO* (List, B., 1878, 11, 1512); zinc 
ferrite, ZnEejO^ . Compare potassium aluminate, KAlOg (§124, Ca), and potas- 
sium chromite, KCrOa (§125, 6a). Ferric acid, lEL.^eO^ , and its anhydride, 
EeOa , have not been isolated. Potassium ferrate^ K-jEeOi , is made (7) by elec- 
trolysis; (2) by heating iron-filings, EeO or Ee-jOs , to a red heat %vith 
(5) by heating Ee(OH)8 with potassium peroxide K0O2; (.J) by passing Cl or Br 
into a solution of 5 parts of KOH in 8 parts of water in which Ee(OH)3 is 
suspended; the temperature should be not above 50°. It has a purple color; is 
a strong oxidizing agent. It slowly decomposes on standing: 4K2Ee04 -j- 

lOHaO = 8KOH + 4Fe(OH)3 -f- 3O3 . With barium salts it precipitates a 

stable barium ferrate, BaEeO^ . 

5. Solubilities. — a. — llefaL — ^Iron dissol'yes, in hydrochloric acid and in dilute 
sulphuric acid, to ferrous salts, with liberation of hydrogen (a); concentrated 
cold H2SO4 has no action, but if hot, SO2 is evolved and a ferric salt formed (f)); 
in moderately dilute nitric acid, wdth heat, to ferric nitrate, liberating chiefly 
nitric oxide (c); in cold dilute nitric acid, forming ferrous nitrate with pro- 
duction of ammonium nitrate (d), of nitrous oxide (e), or of hydrogen f) 
(Langlois, A. C7l, 1856, [3], 48, 502), 

(a) Ee + H2SO4 = EeS04 + H2 

(&) 2Ee + 6H2SO4 = Ee2(S04)3 + SSO. + 6H2O 

(c) Ee 4- 4HH08 = Ee(H03)3 + NO + 2H2O 

(d) 4Ee + IOHNO3 = 4E€(N03)3 + NH4NO3 -f 3H2O 

(€) 4Ee + IOHHO3 = 4Ee(N03)2 + N^O -f 5HoO 

if) Ee -f- 2HHO3 = FeCNOa). + H. 

In dissolving the iron of commerce In hydrochloric acid, the carbon which it 
always contains, so far as combined in the carbide of iron, will pass off in 
gaseous hydrocarbons (Campbell, Afih., 1896, 18, 830), and so far as uncombined 
will remain undissolved, as graphitic carbon. The metal is attacked by moist 
air, forming chiefly 2Ee208.3H20 , iron rust. When hot iron is hammered, scale 
oxide, Pe208.6Fe0 , is formed. Cold concentrated HNO3 or the action 
of the electric current forms passive iron. (Byers and Langdon, J, Am. 80c., 
35, 759, 1913) (Byers, Ibid., 30, 1718, 1908). 

6. — Oxides and hydroxides . — Ferrous oxide and hydroxide unite with acids 
with, rapid increase in temperature, forming ferrous salts, always mixed with 
more or less ferric salts. The ferrous salts are much more readily prepared 
by the action of dilute acids upon the metal, or ui>on EeCOa or E^ . Ee804 , 
treated with an insufficient amount of HCl, forms EeCL and EejOa*, treated with 
HCl sufficient for complete solution, a mixture of EeCl3 and EeCla is obtained, 
which, when treated with excess of ammonium hydroxide and dried at 100° 
again exhibits the magnetic properties of the original. Ferric oxide, Ee^Og , dis- 
solves in acids, quite slowly if the temperature of preparation of the omde has 
been high. Mitscherlich (J. pr„ 1860, 81, 110) recommends warm digestion with 
ttn parts of a mixture of sulphuric acid and water (8*3) , If the oxide be 
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heated with alkalis or alkali carbonates, it then dissolves inuch more readily in 
acids. Ferric hydroiMe, Fe(QiB.h . is insoluble in water (for a soluble colloidal 
ferric hydroxide, see Sabanejeff, C. C., 1891, i, 11), readily soluble m acids to 
ferric salts. Freshly precipitated ferric hydroxide readily dissolves in feme 
chloride and in chromium chloride, not in aluminum chloride. A solution of 
ferric hydroxide in ferric chloride is soluble in water after evaporation to dry> 
ness if not more than ten parts of are present to one of the FeCls 

champ, A, 1859, (3), 56 , 306) 

c.— Salts.— Ferrous salts, in crystals and in solution, have a light green 
color. Solutions of the salts have a slight acid reaction toward litmus. 
The sulphate FeS 04 . 7 H 20 , is efflorescent; the chloride, bromide, iodide, 
and citrate are deliquescent. Solutions of all ferrous salts are unstable, 
gradually changing to basic ferric salts, more or less insoluble in water. 
The carbonate, hydroxide, phosphate, borate, oxalate, cyanide, ferro- 
cyanide, ferricyanide, tartrate, and tannate are insoluble in water. 
Ferric salts in solution have a brownish-yellow color, redden litmus and 
color the skin yellow. The chloride, bromide, nitrate, and sulphate are 
deliquescent. The ferrocyanide, tannate, borate, phosphate, basic acetate, 
and sulphite are insoluble in water; the sulphate is soluble in alcohol 
(separation from ferrous sulphate). Ferric chloride is soluble in ether 
saturated with hydrochloric acid, separation from aluminum (Gooch and 
Havens, Am. /S.,*^1896, 152, 416). Solutions of ferric salts, when boded, 
frequently precipitate a large portion of the iron as basic salt, especially 
if other soluble salts are present (Pritsche, Z. angew.^ 1888, 227 ; Pickering, 
J. (7., 1880, 37, 807) (§70, footnote). 

6. Eeactiong. a. — The alkali hydroxides precipitate ferrous hydroxide, 
Pe( 0 H) 2 , white if pure, but seldom obtained sufficiently free from ferric 
hydroxide to be clear white, and quickly changing, in the air, to ferroso- 
ferric hydroxide, of a dirty-green to black color, then to ferric hydroxide 
(4), of a reddish-brown color. The fixed alkalis adhere to this precipitate. 
Amm onium chloride or sulphate, sugar, and many organic acids, to a slight- 
extent, dissolve the ferrous hydroxide or prevent its formation (§§116 and 
117). The soluble carbonates precipitate, from purely ferrous solutions, 
ferrous carlonate, PeCOj , white if pure, but soon changing, in the air, to 
the reddish-brown ferric hydroxide. 

Solutions of ferric salts are precipitated by the alkali hydroxides and 
carbonates as ferric hydroxide, Fe(0H)3 , variable to Pe 203 .H 20 — ^PeO(OH) — 
reddish-brown insoluble in excess of the reagents (distinction from alumi- 
num and chromium which are soluble in excess of the fixed alkali hy- 
droxides and from cobalt, nickel and zinc which are soluble in ammonium 
hydroxide). Salts of the fixed alkalis adhere to, this precipitate with great 
tenacity and the precipitate obtained from the use of the fixed alkali 
carbonates invariably contains traces of a carbonate. Freshly precipitated 
barium carbonate completely precipitates ferric salts in the cold as ferric 
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hydroxide (separation of ferric iron, with aluminum and chromium, from 
ferrous iron, cohalt, nickel, manganese, and zinc; 2PeCl3 + SBaCOj + 
SHjO = 2 Pe( 0 H )3 + SBaClg + SCOa). The mixture should he allowed to 
stand several hours (chromium precipitates more slowly than aluminum 
or iron), and, sulphates must be absent, as freshly precipitated barium 
carbonate reacts with solutions of the sulphates of the fourth group ; e. g.y 
NiSO^ + BaCO^ = NiCOg + BaSO^ . The reaction takes place most read- 
ily if the metals be present as chlorides. If the precipitate obtained be 
treated with an excess of dilute sulphuric acid the ferric hj^droxide dis- 
solves, leaving the excess of barium as the insoluble sulphate. Freshly 
precipitated carbonates of Ca, Mg, Mn, Zn, and Cu react similar to the 
barium carbonate. 

&. — Oxalic acid and soluble oxalates precipitate from solutions of ferrous 
salts, ferrous oxalate, FeCaO* , yellowish-white, crystalline, sparingly soluble in 
hot water, soluble in HCl , HNOj and H^SO^; ferric salts are not precipitated 
by oxalates except as reduction to ferrous oxalate takes place. 

The acetates, as ITaCjHgOa , form in solutions of ferric salts a dull red ^ 
solution of ferric acetate, Fe(C2H302)3 , which upon boiling is decomposed 
and precipitated as basic ferric acetate of variable composition (separation 
of iron and aluminum from phosphoric acid (d), chromium, and the metals 
of the fourth group). The red colored ferric acetate solution is not 
decolored by mercuric chloride (distinction from Ee(CirS)3). The baric 
precipitates are soluble in HCl , HNOg and HgSO^ and are transposed by 
alkaU hydroxides. 

Tannic acid precipitates concentrated solntions of ferrous salts; ferric salts 
are precipitated as blue-black ferric tannate (tJis dasis of common ink), insoluble 
in ^ter or acetic acid, very soluble in excess of tannic acid. Ferric salts are 
completely precipitated by ammonium succinate from bot solutions (Young, 
/. C., 1880, 37, 674). Both ferrous and ferric salts (not nitrates) slightly acid 
are completely precipitated by a solution of nitroso B. naphthol (separation 
from aluminum and chromium) (Khorre, J?., 1887, 20 , 283; Menicke, Z, ongew., 
1888, 5 ). If the Fe'" be in excess of the PO 4 the phosphate will all be pre- 
cipitated. Hydrochloric acid should be absent, i. excess of H aO^HsOs should 
be added (Knorre, Z, angew., 1893, 267). 

Potassium cyanide gives with solutions of ferrous salts a yellowish-red pre- 
cipitate, which dissolves in excess of the reagent to potassium 
B: 4 Pe(CBr)«; with solutions of ferric salts, ferric hydroxide is precipitated with 
evolution of hydrocyanic acid (equation (a), page 16^. 

Potassium ferrocyanide precipitates ferrous salts as potassium ferrous 
ferrocyanide (h), K,reFe(C^e , (Everitf s salt), Hiusli-white, insoluble in 

*Heconic acid and fonnic acid form red solutions with ferric salts ; benzoic acid gives a flesh 
colored precipitate ; phenol, creosote, saligenin, and other hydroxy aromatio derivatives give 
a blue to violet color. Morphine gives a blue color. The f oUowlng is recommended as a very 
satisfactory test for a trace of iron in copper sulphate. Dissolve one gram of the ChiSOi in five 
cc. of water, add five cc. of a ten per cent, ctherial solution of salicylic acid. If the layer of 
contact assumes a violet color iron Is present (Origge, 
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acids, transposed by alkalis (c). This is converted into Prussian blue 
(see below), gradually by exposure to the air, immediately by oxidizing 
agents (d). With ferric salts, ferric ferrocyanide (e), Fe,(Fe(CN),) 3 , Prus- 
sian blue, is formed, insoluble in acids, decomposed by alkalis (f). If the 
reagent be added in strong excess the precipitate is partiall3'' dissolved to 
a blue liquid. Strong acids should not be present as they color the re- 
agent blue. In neutral solutions diluted to one in 500,000 the iron may be 
detected (Wagner, Z., 1881, 20 , 350). The ferrocyanides are transposed 
by KOH and decomposed by fusion with NaNO. and Na^CO., , the iron being 
obtained as FejO, (Eoningh, angew., 1898, 463). Potassium ferri- 
cyanide precipitates from dilute solutions of ferrous salts ferrous ferri- 
cyanide (g), (TumbulPs blue), dark blue, insoluble in acids, 

transposed by alkali hydroxides (h ) ; with ferric salts no precipitate is 
obtained, but the solution is colored brown or green (i). This is a very 
important reagent for the detection of the presence of even traces of 
ferrous salts in the presence of ferric salts. As iron is so readily oxidized 
or reduced by various reagents the original solution should always Be 
tested. The solutions should also be sufficiently diluted to allow the 
detection of the precipitate of the ferrous ferricymide in the presence of 
the dark colored liquid due to the presence of ferric salts. If no precipi- 
tate be obtained (indicating absence' of ferrous iron) a drop of stannous 
chloride or some other strong reducing agent constitutes a delicate test 
for ferric salts and reconfirms the previous absence of ferrous salts. 
Potassium thiocyanate gives no reaction with ferrous salts; with ferric 
salts the Mood red ferric thiocyanate, Fe(CliIS )3 (solution),* is formed (j). 
This constitutes an exceedingly delicate test for iron in the ferric condi- 
tion (the original solution should always be tested). According to Wagner 
{Z., 1881, 20 , 350) one part of iron, as ferric salt, may he detected m 
1,600,000 parts of water. The red salt of ferric thiocyanate is freely 
soluble in water, alcohol, and ether; it is extracted by ether from aqueous 
solutions and thus concentrated, increasing the delicacy of the test (Eatan- 
soH, A., 1864, 130 , 246). The red color of the liquid is destroyed by 
mercuric chloride (fc), also by phosphates, borates, acetates, oxalates, tar- 
trates, racemates, malates, citrates, succinates, and the acids of these salts. 
Nitric and chloric acids give red color with potassium thiocyanate, re- 
moved by heat. 

♦TTiie quantity of non-dissociated Fe(0MS)3, to which the color is due, is increased by an ex- 
cess of either of the products of the dissociation. The test for iron is therefore more delicate 
if considerable KCirS is added. (The decoloration by HgClg is due to the breaking up of the 
FefCNS), to fonn'Hg<€NS 5 i which is even less dissociated in water solution than 
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(a) reels + SKCN + 3H.0 = re(OH)s + SKCl + SHCIT 
(&) FeSO, + B:4Ee(CrNr)e = K,FeFe(CK')e + K^SO^ 

(£?) KsFeFeCCN')^ + 2KOB: = Fe(OH)s + E: 4 Fe(Cig’)e 

(d) 4K,FeFe(CN)e + O, + 4HC1 = Fe4(Fe(CN)o)s + K,Te(CN), + 4KC1 + SH^O 

(e) 4FeCl3 + 3K4Fe(ClSr)e = Fe4(Fe(CN)«)3 + 12KC1 

(f) Fe4(Fe(ON)e)3 + 12KOH = 4Fe(OH)3 + 3K:.Fe(CN)e 
(ff) 3Fe80, + 2K3FerCN)o =Fe.(Fe(CN)Os + SK^SO* 

(h) Fes(Fe(CN),), + 6KOH == 3Fe(OH), + 2 K 3 Fe(CN)e 

(i) FeCl, + KoFe(CN)e = FeFe(CN)^ -f 3KC1 
(/) FeCla + 3X0178 =^Fe(CNS)s + 3KC1 

(k) 2Fe(C17S)3 + 3HgCls = 3H:g(C17S)s + 2FeCl3 

c, — ^Nitric acid readily oxidizes all ferrous salts to ferric salts, the reac- 
tion being hastened by the aid of heat. As the iron is reduced to the 
ferrous condition in the precipitation of the metals of the second group 
with hydrosulphuric acid, the oxidation with nitric acid is necessary to 
insure the precipitation of all the iron as hydroxide in the third group 
(6a and §117). 

d. — ^Hypophosphorous acid reduces ferric salts to ferrous salts. From 

solutions of ferrous salts^ alkali phosphates, as N’aoHP04, precipitate 
secondary ferrous phosphate. PeHPO^, mixed with the tertiary salt, 
reaCPOJ,, white to bluish white, soluble in mineral acids. By the addi- 
tion of an alkali acetate, the precipitate consists of the tertiary phosphate 
alone: SPeSO^ + BNa^HPO^ + + SNa^SO^ + 

2HC2H3O2 . Ferric salts are precipitated as ferric phosphate, PeP04 , 
scarcely at all soluble in acetic acid, but readily soluble in hydrochloric, 
nitric and sulphuric acids.* Hence ferric iron in mineral acid solution 
is precipitated by phosphoric acid with co-operation of alkali acetates: 
PeCls + H3PO4 + SNaCgHgO^ == PePO^ + SNaCl + SHC^HaO^ . If 
metals of the fourth group and the alkaline earths be present 
with phosphoric acid they are precipitated with the third group 
metals by ammonium hydroxide in the usual course of analysis 
(§146 and //.); phosphates of Co, Ni, and Zn being redissolved 
by the excess of ammonium hydroxide. To prevent this general pre- 
cipitation with the metals of the third group, when phosphates are 
present, the acid solution (after removal of the second group by hydro- 


♦ Equilibrium requires that a weak acid, as phosphoric, he present for the most part as the 
non-dissooiated molecule. But FeP04 » as any neutral salt, is dissociated, so far as it dissolve s 
in water, into its ions, as is also the strong hydrochloric acid. Bringing these together will re- 
sult in the union of the H ion of the acid and the PO4 ion to non-dissociated HaP^V^ thus 
maintaining the equilibrium for H3PO4 ♦ but disturbing that lietween solid and dissolved 
FeP04 , which requires a certain concentration of PO4 ions. To restore the latter more F«P04 
dissolves, only to react with the H ions as before, and this process continues until the H ions 
of the hydrochloric acid are reduced to such small quantity as to be in equiUbrium with the 
PO4 Ions or. If the HOI la in excess, until the FeP04 is entirely dissolved. This process takes 
pla<^ whenever a strong acid dissolves the salt of a weak one. It is analogous to the solution 
of a base In an acid, forming non-disaociated water. 
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gen sulphide and the expulsion of the gas by boiling) is treated with an 
excess of sodium acetate. Acetic acid is liberated by the mineral acid 
and phosphates of iron, aluminum and chromium are precipitated. If no 
more phosphoric acid remains in the solution, the remainder of the iron, 
aluminum and chromium may be precipitated by means of ammonia. If 
on the other hand the solution contains phosphoric acid it must be re- 
moved. For this purpose ferric chloride is added drop by drop, until a red 
color indicates complete precipitation of the phosphate and forma- 
tion of ferric acetate. The mixture is then boiled and filtered hot. All 
of the phosphoric acid present is thus precipitated and separated from 
the metals of the remaining groups. Care should be taken to avoid an 
excess of the ferric chloride as the ferric phosphate is somewhat soluble 
in ferric acetate solution. The alkali hydroxides transpose ferric phos- 
phate (freshly precipitated), forming ferric hydroxide and alkali phosphate^ 
The transposition is not complete in the cold. With fixed alkali hydroxide 
aluminum phosphate is dissolved, thus effecting a separation from chrom- 
ium and iron. Ferric phosphate warmed with ammonium sulphide forms 
ferrous sulphide, ammonium phosphate and sulphur: 4 FeP 04 + 

= 4FeS + 4(ini,)3P0, + S,. 

e. — ^Hydrosulphuric acid is without action upon ferrous salts in acid or 
neutral solutions, except a slight precipitate is formed with neutral fer- 
rous acetate. Alkali sulphides and HoS in alkaline mixture, form ferrous 
sulphide, FeS , black, insoluble in excess of the reagent, readily soluble in 
dilute acids with evolution of hydrogen sulphide. The moist precipitate 
is slowly converted, in the air, to ferrous sulphate and finally to basic 
ferric sulphate, rc 20 (S 04 ) 2 . Ferric salts are reduced to ferrous salts with 
liberation of sulphur by HaS (f), or soluble sulphides, the latter at once 
reacting to precipitate ferrous sulphide {2 ) : 

(f ) 4FeCl, + 2H,S = iTeCl, -t- mCi + 

(2) 4PeCl, + 6(]SrH4),^S = 4PeS + 12NH,C1 + 

After the removal of the metals of the second group by HgS, the iron 
present will always be in the ferrous condition (it will therefore be neces- 
sary to test the original solution to find the condition of the iron at the 
beginning of the analysis). The excess of HgS should be removed by 
boiling and the iron oxidized by carefully adding nitric acid drop by drop 
and boiling until the solution assumes a pale straw color (6&). If this be 
done the iron will be completely precipitated in the third group by the 
ammonium hydroxide (6a). 

Ferrous sulphite is but little soluble in pure water, easily soluble in excess of 
sulphurous add, to a colorless solution. The moist salt oxidizes rapidly on 
exposure to the air (Fordos and Gelis, J, Pharm,, 1843, (3), 4, 333). Ferric 
sulphite is only known as a red solution formed by the action of BOs upon 
freshly precipitated Fe(OH)* , rapidly reduced to the ferrous condition accordv 
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ing to the following equation: F62 (802)3 = FcSOa + FeSaO# (Gelis, €, 1862 , 

896). Ferrous thiosulphate, FeS.03, is formed, together with some FeS and PeSOs, 
by the action of SO2 upon Fe® (Fordos and Gelis, 1. c.). Ferric salts are reduced 
by sodium thiosulphate to ferrous salts in neutral solutions with formation of 
sodium tetrathionate: 2FCCI3 + 21Taj.S»03 = 2FeCl2 + 2NaCl + NajS^O^ f Fordos 
and Gelis, G*r,, 1842, 15, 920); in acid solutions sulphuric acid and sulphur are 
formed: 4FeCl3 + = 4FeCl2 + 413’aCl + 2HSO4 + Ss (Men- 

schutkin, 78). Ferric iron is precipitated as basic nitrate by the addition of a 
solution of ammonium sulphate to a solution of iron in evaporated to 

dryness and taken up with water (separation from aluminum) (Beilstein and 
Luther, C\ C., 1891, i, 809). 

/. — Chlorides and bromides of both ferrous and ferric iron are formed 
but only ferrous iodide exists. Ferric salts are reduced to ferrous salts 
by bydriodic acid with liberation of iodine. 

g, — Soluble arsenites and arsenates precipitate solutions of ferrous and ferric 
salts, forming the corresponding arsenites and arsenates. Basic ferric arsenite, 
4Fe303.As2'08 + 5H2O , is formed when an excess of ferric hydroxide is added 
to arsenous acid. It is insoluble in acetic acid. It is formed when moist 
ferric hydroxide is given as an antidote in case of arsenic poisoning (§69, Ql 
and 6'a; D., 3, 352). 

7 i, Ferrous salts are rapidly oxidized to ferric salts by solutions of chro- 
mates, the chromium being reduced to the triad condition (9 and 10 ). 
With ferric salts potassium chromate forms a reddish-brown precipitate. 

i . — ^Zinc oxide precipitates solutions of F©"' , A1 , Cr"' and Cu completely and 
Pb partially, effecting a separation of these metals from TVTn , Co and HI 
(Meineke, Z. angew,, 1888, 258). 

7, Ignition. — The larger number of iron salts are decomposed, as solids, by 
heat; FeCl* vaporizes partly decomposed, at a very little above 100®. Igni- 
tion in the air changes ferrous compounds, and ignition on charcoal or by 
reducing flame changes ferric compounds to the magnetic oxide, which is 
attracted to the magnet. Ferrous oxalate ignited in absence of air gives FeO . 
Ferric oxide ignited in a current of hydrogen gives FegO^ from 330® to 440®, FeO 
from 500® to 600®, and Fe® above 600® (Moissan, A, Ch., 1880, (5), 21, 199). 

In the outer flame, the borax bead, when moderately saturated with any 
compound of iron,, acquires a reddish color while hot, fading and becoming 
light yellotD when cold, or colorless, if feebly saturated. The same bead, held 
persistently in the reducing flame, becomes colorless unless strongly saturated, 
when it shows the pale green color of ferrous compounds. The reactions with 
microcosmic salt are less distinct, but similar. Cobalt, nickel, chromium and 
copper conceal the reaction of iron in the bead. ' 

Ferric compounds, heated briefly in a blue borax bead holding a very little 
cupric oxide, leave the bead blue; ferrous compounds so treated change the 
blue bead to red — ^the color of cuprous oxide. 

8. Betection. — After removal of the first two groups the iron (now in 
the ferrous condition) is oxidized by HNO3 and then precipitated in pres- 
ence of NH4CI with A 1 and Cr"' by an excess of NH4OH . The Al is re- 
moved by boiling with excess of KOH . If more than traces of Fe be 
present it is detected in presence of the Cr(0H)3 , by dissolving in HCl 
and obtaining the blood-red solution with ECU’S . In case Cr be present 
in great excess the Cr(0H)8 and Fe{0H)g are fused on a platinum foil with 
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Ha^COj and , oxidizing the Cr to a chTomate soluhle in water. After 
filtering, the precipitate of FCoOg is dissolved in HCl and tested with KCES. 
The original solution must he tested to determine whether the iron was 
present in the ferrous or ferric condition. A portion of the original 
solution acidified with HCl gives blood red color with KCNS if Pe"' is 
present, no color for the Pe". Another portion gives a blue precipitate with 
K3Pe(Cir)6if Pe" is present, only a brown or green color for the Fe"'(GZ'). 
Ferrous iron, in the presence of ferric, may be detected as follows: To 
a small portion of the solution to be tested an equal volume of concentrated 
sulphuric acid is added without mixing. After cooling the solution a 
a crystal of potassium nitrate is added. On shaking the test tube gontly a 
red to brown color develops if ferrous iron is present. Blum, Z., 44, 10. 

9 . Estimation. — ( 1 ) After oxidation to Ee'", if necessary, it is precipitated 

with iraTiOH , dried, ignited to a dull-red heat and weighed as . (^) By 

precipitation with nitroso-yS-naphthol in slightly acid solution (Knorre, B., 1887 , 
20 , 283 ). Volumetrically: ( 5 ) As ferrous iron, by titration with a standard 
solution of KMhiO*; 10reSO4 + 2EIM!n04 + SHgSO* = SFe^ (504)3 + EI3SO4 + 
2liCnS04 8HjO . (4) By titration with a standard solution of KaCrgO^ , using 

a solution of as an external indicator: 6EeS04 + KaCroO^ -f- 7H2S04 = 

3E62 (804)3 -f- K3SO4 "f Cr, (804)4 “h 7H2O . ( 5 ) As ferric iron, by titration with 

a standard solution of NaaSaOs, using KCKS as an indicator: 2EeCl3 + 211028203 
= SEeCla + Na-JS403 -f 2NaCl . A few drops of a solution of CUSO4 are added, 
which seems to hasten the reaction and gives more accurate results; or use 
excess of the ITaaSaOs and titrate back with standard iodine (Crafts, J, C., 1873 , 
26 , 1162 ). (6) The iron as ferric salt is treated with an excess of a standard 

SnCla solution, the excess of the SnCl, being determined by a standard solution 
of iodine in potassium iodide: EEeCls -f SnCla = 2E6CI3 -|- SnCl4. ( 7 ) Potas- 
sium iodide is added to the nearly neutral ferric chloride; the flask is stoppered 
and warmed to 40 ®. The iodine set free is titrated by standard l^a^SaOs 
(very accurate for small amounts of iron). (8) When present in traces it is 
determined colorimetrically as Ee(CNS)t in etherial solution (Lunge, Z, angew.t 
1894 , 669 ). 

10. Oxidation.— Metallic iron precipitates the free metals from solu- 
tions of An , Pt , Ag , Hg , Bi , and Cn (separation from Cd). 

Solutions of Fe" are changed to Fe'" solutions by treating with solutions 
of An , Ag , Cr^, Mn^, and HgOg . In presence of some dilute 

acid, such as H2SO4 or H8PO4 hy PbOg, PbsO^, liCnO^, MUgOg, 

COoOg , HigOg . The following acids also oxidize Fe" to Fe"', HNOg , HHOg , 
HCIO, HCIO2, HClOg, H2SO4 (if concentrated and hot), HBrO, HBrOg 
HEOg , also Br , Cl . Br and Cl in presence of KOH changes Fe" and Fe'" 
to EgPeO^ . Barium ferrate is the most stable of the ferrates; they are 
strong oxidizers, acting upon nitrites, tartrates, glycerol, alcohol, ether> 
ammonia, etc. (Eosell, J. Am, Soc,, 1895, 17 , 760). 

Fe'" is reduced to Fe" by solutions of Sn", Cu', HgPOg, H3PO3, H^S, 
H2SO3, HagS^Os, and HI. Also by nascent hydrogen, or by any of the 
metals which produce hydrogen when treated with acids, including Pb , 
As, Sb, Sn, Bi, Cu* Cd, Fe, Al, Co, Nr, Zn, and Mg f. 


=» Carnegie, J. 0„ 1888, 08,468. 


t Warren, 0. iV., 1889, 60, 187. 
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|127. ANALYSIS OF THE IRON GROUP. 

§127. Table foe Ai^alxsis of the Iron* oe Thied Geoup (Phosphates 
and Oxalates being absent). See §312. 

To the clear filtrate from the Second Group, in which H 2 S will cause no pre- 
cipitate (§80), and freed from BfeS by boiling, add a few drops of Nitric 
Acid and boil an instant, (to oxidize the ferrous iron *). Immediately add 
Ammonium Chloride (§134, 56; §189, 56) and an excess (§136, Gu) of 
Amm onium Hydroxide (§116). If there is a precipitate, filter and wash. 

Precipitate: Al(OH) 3 , Cr(OH) 3 , FeCOH), [MnCOH)a]. 

Pierce the point of the filter, and with a little water wash the precipitate 
into a casserole or evaporating dish. Add 5 to 10 cc. of NaOH and 10 
to 15 cc. of H 2 O 2 or add a gram or two of sodium peroxide. Boil several minutes, 
dilute and filter. 


Residue: Fe (OH) 3 , 
Mn(OH )3 

Dissolve in dilute H 2 S 04 , 
adding a* few drops of 
H 2 O 2 if necessary. Di- 
vide in two parts. 

(1) Add KCNS. Blood- 
red color indicates iron 
(§ 126, 66). 

(2) Boil with HNO 3 and 
PbOj or PbsO^. Red- 
dish purple solution in- 
dicates manganese. 

Iron being found, to de- 
terimne whether it is 
ferric or ferrous, or 
bothf, in the original 
solution, test the latter, 
after acidulating with 
l^drochloric acid, with 
&GNS for ferricum, 
and with K 3 Fe(CN )6 
forferrosum (§ 126, 66). 

Filtrate: NasCrOi, NaA 102 

Acidify with acetic acid and divide into two parts. 

(1) Test for chromium. 
Add a few drops of lead 
acetate. The yellow 
lead chromate indi- 
cates chromium (§ 57, 
66 ). 

If the original solution 
contains a chromate it 
will be yellow (normal 
chromate), or red (acid 
chromate), and will 
give the reactions for 
chromates with 
Pb(C 2 Hs 02)2 , BaOla, 
etc. (§ 126, 6 h). If the 
chromium is present as 
a chromic salt, Cr 2 ( 804 ) 3 , 
the solution will have 
a green or bluish-green 
color and will give the 
general reactions as de- 
scribed at § 126, 6 . 

Chromates should be re- 
duced by boiling with i 
HGl and C,aOH be- 
fore proceeding with 
the regular course of 
an^ysis (§ 126, 6 /)* 

( 2 ) Test for aluminum. 
Add (NH 4 ) 2 C 03 in ex- 
cess and heat. A pre- 
cipitate is A 1 ( 0 H) 3 . 

The same result is ob- 
tained with nearly 
equal certainty by add- 
ing an excess of NHiGl 
to the alkaline solution 
§ 124, 6 a; § 130). 

Lead and antimony give 
similar results if 

(through carelessness) 
they nave not been 
removed (§ 131, 6 ). 

study S 186, § 138, § 139, 

1 130, and §131. 

study §136, §138, §139, 
§130, §181. 

study §186, §188, §139. 
$ 181, 6 and § 124, 6 . 


* In the filtrate from the Second Group iron Is necessarily In the ferrous condition (136, 6«), 
i t Ferrous salts, which have been kept in the atr, are never wholly free from ferric compounds. 
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DIRECTIONS FOR ANALYSIS WITH NOTES. 


Directions foe the Analysis of the Metals of the Third G-roijp. 

§128. Manipulation. — ^Boil the filtrate from the second group (§80) to 
expel the HjS and then oxidize any ferrous iron that may be present by 
the addition of a few drops of HNO3 , continuing the boiling to a clear 
straw-colored solution (§126, 6c): 

3FeSO, -h 4HNO3 = Fe^CSOJ, + FeCNO,)* -1- NO + 2H2O 
Add to the solution about one-half its volume of NH4CI (5&, §§134 and 
189) and warm and then add NH4OH in a decided excess (§135, 6a): 

MgCla + NH,C1 -f- ira:40H== NH^MgCls + NH*OH 
I’e.CSO*)* + 6NrH40H = 2Fe(OH)3 + 3(^4)2804 
Z11SO4 + 4NH4OH: = (NH:4)2 ZiiO, H- (NH 4)aS04 -h 2H3O 

Heat nearly to boiling for a moment, filter, and wash with hot water. 
Notice that the filtrate has a strong odor of ammonium hydroxide and 
set aside to be tested for the metals of the succeeding groups (§138). 

§129. Notes. — (I) If tlie HaS is not all expelled, it becomes oxidized by the 
HNTOs with deposition of a milky precipitate of sulphur (§257, GH), which 
tends to obscure the reactions following: 6HaS -f* 4HNOs = 3S2 -{- 4NO 4- SHjO. 
Also any HjS not decomposed by the HUOj would cause a precipitate of the 
sulphides of the fourth group upon the addition of the NHiOH: HjS -f NiClj -j- 
2NH4OH == NiS -h 2N:^C1 -h 2H2O . 

(2) Any iron that may have been present in the original solution in the 
ferric condition is reduced to the ferrous condition by the HaS (§126, 6e): 
4FeCl, + 2H3S = 4FeCl* -b Sa + 4HC1 . The ferrous hydroxide is not com- 
pletely insoluble in the ammonium salts present (§117), and hence unless the 
oxidation with the HNO, be complete, some of the iron will be found in the 
next group. 

(5) If considerable iron be present the solution becomes nearly black upon 
addition of nitric acid, due to the combination of the nitric oxide with the 
ferrous iron (§241, 8a). Therefore the boiling, and addition of HNOs , a drop 
or two at a time, must be continued until the solution assumes a bright straw 
color. 

(4) If nitric acid be added in excess there is danger that Mn will be oxid- 
ized to the triad or tetrad condition then it is precipitated with iron in the 
third group (§134, 6a). The careful addition of the nitric acid (avoiding an 
excess) prevents this oxidation of the manganese. 

(3) Ammonium hydroxide precipitates a portion of Mn (§134, 6a) and Mg 
(§189, 6a), but these hydroxides are soluble in NH4CI (5c, §§134 and 189); 
hence if that reagent be added in excess the Mg is not at all precipitated by the 
NH4OH, but the manganese is oxidized to Ma(OH)2 and precipitated more or 
less completely (§ 134 , 6a): 

2MnCl2 + 2NH4OH « Mn(OH)2 + (NH4)2MiiOl4 
Mii(OH)2 + 4NH4OI = (NHOaMnCl* + 2NH4OH 
2(NH4)2MnCl4 -f 4NH4OH + O -h H2O « 2Mn(OH), + 8NH4CI 
2MgCl2 + 2NH4OH = Mg(OH)2 + NHiMgCls + HN4CI 
Mg(OH)2 + 3NH4OI * NH4MgCl, -f 2NH4OH 

Barium, calcium, and strontium are also precipitated as carbonate because the 
alkaline solution absorbs carbon dioride from the air. As much as 15 mg. of 
barium may be present in this precipitate. (Curtman and Frankel, J. Am. Soc., 
S3, 724, 1911.) For detection of the barium see § 186, 8. 

(d) Ammonium chloride lessens the solubility of Al(OH)3 in the NH4OH 
solution and effects an almost quantitative precipitation of that metal (§ 117 )« 
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(7) NH 4 OH precipitates solutions of Co , Ni and Zn , but these precipitates 
are readily soluble in an excess of the NH 4 OH (§116). To insure the presence 
of an excess of NH 4 OH the odor should be noted after shaking the test tube and 
after the solution has been heated. 

(5) The precipitates of the hydroxides of Al, Cr and Fe'" filter much more 
rapidly if the precipitation takes place from a hot solution (§124, 4 and 6a). 

( 9 ) In the presence of chromium the filtrate from the third group is usually 
of a slight violet color, due to the solution of a trace of chromium hydroxide 
in the IIH 4 OH (§125, 6 a). Boiling the solution to remove excess of ammonia 
prevents this. 

( 10 ) A small portion of the filtrate of the second group after the removal of 
the HaS by boiling should be tested for the presence of phosphates by am- 
monium molybdate (§75, Gd). If phosphates are found to be present,^ the 
method of analysis of the succeeding groups must be considerably modified. 
These modifications are fully discussed under §145 to §153. 

• • 

§ 130 . Manipulation. — The well washed precipitates of Al, Cr, Pe"' 
and Mn'" hydroxides are transferred to a small casserole or evaporating 
dish by piercing the point of the filter and washing the precipitate from 
the filter with as small an amount of water as possible. 

Add NaOH and H2O2 and boil for a minute or two or add BTagOg in 
small portions and boil until the chromium is completely oxidized as 
indicated by the yellow color. 

2Cr(OH), + SNaaOa = 2 Na 2 Cr 04 -h 2HjO -h 2NaOH 
Al(OH)* + NaOH - NaAlO, + 2HsO 

The alkaline solution is filtered (the filtrate is reserved to be tested for 
aluminum) and the remaining precipitate dissolved in dilute HCl or 
H2SO4 with the addition of a few drops of HoO^ if necessary to dissolve 
the manganese hydroxide. 


F62O8 + 3H2IO4 = Fe 2 (S 04)8 "h 3H2O 

2Mn(OH)s -f 2H2SO4 + H2O2 = 2M11SO4 -f 6H2O + O2 

The iron is tested for by adding a few drops of ammonium or potassium 
sulphocyanate : 


Fe2(S04)8 + 6KONS = 2Fe(CNS)8 + 3 K 2 SO 4 

If iron has been found to he present, the original solution acidulated 
with HCl (or a few drops of the filtrate from the first group) should be 
tested with KCNS for the presence of ferric iron (§126, 66) and with 
K3re(CH)e for the dark blue precipitate of re3[Pe(Cir)3]2 indicating 
the presence of ferrous iron (§126, 66) : 

3FeS04 + 2K8Fe(CN)« « Fe8lFe(CN)e]2 + 3 K 2 SO 4 

Manganese is tested for by boiling a portion of the solution with nitric 
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acid and PbOj or PbgO^ .* If manganese is present a solution of the 
reddish purple permanganic acid is obtained. 

2MnS04 + 5PbOi + 6HNOj = 2HMiiO 4 + 2PbS04 + SPbCNOsh + 2Ba.O 
The filtrate obtained after boiling the precipitated hydroxides 

with NaOH and is acidified with acetic acid and one portion tested 
for chromium with Pb(03Hs02)2 a yellow precipitate indicating chromium. 

NajCr04 + Pb(CiiH,Oj)s = PbCr04 + 2NaCsHj02 (§67, 6h) 

Another portion is tested for aluminum by adding (NH4)2C03 in excess 
and warming: 

NaAlOj + 4HCja:,0, = AKCsHsOj), + NaCAOj 

2A1(C2H80j)j + 3(NH4)2C08 + 3B2O = 2Al(OH)j + 6NH4(C2Hs02) + SOOs 
a white gelatinous precipitate being evidence of the presence of aluminum. 
A similar precipitate may also be obtained by adding excess of NH^Cl 
to the alkaline solution: 

2KA10j + 2NH»Cl + HjO = AlaO(OH)4 + 2K:C1 + 2KHs (§124, 6a) 

§131. Notes. — (1) Chromium hydroxide is oxidized by an alkaline oxidizing 
agent to a chromate. Sodium peroxide may be used or hydrogen peroxide and 
caustic soda which unite to form sodium peroade. The same result may be 
obtained by fusing chromium hydroxide on a platinum foil with a mixture of equal 
parts of KNOs and NaaOOa. 

2Cr(OH)« + SKNO, + 2Na2COa » 2Na2Cr04'!+ SKNOa + 2CO2 + 3H2O . 
Aluminum is converted into sodium aluminate 

2Al(OH), + Na2C03 « 2NaA102 + 3H2O + OO2 . 

(^) Unless the precipitate of the hydroxides is a very dark green, due to the 

E resence of a large amount of chromium, a portion of the precipitate shc^d 
e dissolved in HOI and tested with KCNS for the presence of iron. The 
presence of a moderate amount of chromium does not interfere. ^ 

(^?) In the absence of chromium the presence of more than traces of iron 
gives a brown color to the ammonium hydr93dde precipitate (§126, 6a), alu- 
minum hydroxide being a white gelatinous precipitate. 

(4) Manganese remains undissolved when the mixed hydroxides are treated 
with sodium peroxide. When they are fused with BilNOs and Na2C03 the mangan- 
ese is converted into the green manganate. (§ 134,^ 7). This dark green color 
is an excellent test for manganese which is almost invariably present with the 
hydroxides if it is in the solution of the unknown (§ 134, 6a). On treating the 
fused mass with water a green solution is obtained which turns purple on stand- 
ing or cautiously acidifying Tnth acetic acid. 

(a) K8Mn04 + 8HC1 = MnClj + 2KC1 + 2CI2 + 4H2O 

(h) 2K2Cr04 + lOHCl + 3C2H6O = 20rClj + 4KC1 + 3O3H4O + 8HiO 

(S) The presence of chromium as chromic salts is usually indicated by the 
green or bluish-green color of the original solution. Chromium ^ chromates 
(red or yellow) should be reduced to chromic salts by boiling with HOI and 

♦As PbO# and FbsOi frequently contain traces of manganese, the samples used when testing 
for manganese must first be tested as follows: Boil the oxide with dilute nitric acid and allow 
to settle. If the liquid is red, manganese is present. A pure sample of oxide must be obtained 
or the manganese removed by repeated boiling with nitric acid. 
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CAO before proceeding with the regular group separations (| 126 , 6 e and /). 
HjS will effect this reduction but gives 'also a precipitate of 
should be avoided when convenient to do so: 2 K 3 Cr 207 + 16HC1 -j- 6 H. 2 S 
4 CrCl 2 + 4KC1 + SS* + UTL.O . ^ 

(6) Too much stress cannot be laid upon the necessity for removing* all tne 

metals of one group before testing the filtrate for the metals of the next 
succeeding group. If through lack of sufficient H 2 S or too much HiCl , lead or 
antimony are not completely removed in the second group, they will give all 
the reactions for aluminum (§57, 6 rt, and §70, 6 a); hence as a safe^^d it is 
advised to test the white precipitate, indicating aluminum, + 

black or orange precipitate is evidence of unsatisfactory work and the student 
should repeat his analysis. 

( 7 ) The presence of a trace of white precipitate in the final test for alununum 
may be due to the presence of that metal in the fixed alkali (§124, 6 fl, jDotnote), 
or it may be caused by the use of too concentrated fixed alkali, which inay 
dissolve silica from the glass of the test tubes or remove it from the filter 

aper (§249, 5). The caustic soda solution maybe tested by acidifying 10 c c 
with HCl, adding excess of ( 1 ^ 4)2003 and warming* Note the amount of reci 1 - 
tate formed and do not re;.ort aluminium unless a heavier j recipitate is obtained in 
the analysis. 


The Zinc Gboup (Foubth Group). 

Cobalt, Nickel, Manganese, and Zinc. 

§132. Cobalt. Co = 58. 97, Usual yalence two and three. 

1. Properties . — Specific gravity ^ powder from the oxide reduced by hydrogen, 
mean of five samples, 8.957 (Rammelsberg, Fogg., 1849, 78, 93); melting pointy 
1480® (Cir. B. S., 36, 1915). Cobalt is similar to iron in apiiearance, is harder 
than Pe or Ni . It is malleable, very ductile and most tenacious of any metal, 
the wire being about twice as strong as iron we (Deville, A. Ch.y 1856, (3), 46, 
202). The fine powder oxidizes in the air quite rapidly and may even take fire 
spontaneously; in a compact mass it is but little tarnished in moist air. At a 
white heat it burns rapidly to CO3O4. It is attracted by the magnet and can 
DC made magnetic, retaining (unlike steel) its magnetism at a white heat. 

2. Occurrence — Cobalt aoes not occur in a free state, except in meteoric 

iron. It is found in linnaeite (C 03 S 4 ); skutterudite (CoAsa); smaltite (CoAsa); 
cobaltite (OoAsS); wad, asbolite (impure hydrous oxides of Mn, Pe , Cu and 
Co): and in a number of other rare minerals. ^ 

3 . Preparation. — (i) By electrolysis of the chloride. (2) By heating with 
potassium or sodium. (S) By heating any of the oxides, hydroxides or the 
chloride in hydrogen gas. {4} fusion of the oxalate under powdered, glass. 
( 0 ) Also reduced bv carbo-n in various ways. 

4 . Oxides and Hydroxides.— Co&a If ows- ooride, CoO , is made (1) by heating 
any of its oxides or hydroxides in hydrogen to (not above) 350®; (2) by ignition 
of Co (OH) 2 or CoCOj , air being excluded; (3) by heating Co.O* to redness in 
a stream of CO, (Russell, J, 0., 1863, 16, 51); {4) by heating any of the higher 
oxides^tb a'i^ite heat (Moissan, A. CK, 1880, (5), 21, 242). Gobaltoue hydroxi^ 
is made from cobaltous salts by precipitation with fixed alkalis; oxidizes if 
exposed to the air ( 6 a). The most stable oxide is the cot>alto8(hCoMtic^ (COjO^) 
tricolHilt tetroxide; it is made by heating any of the oxides or hydroxides, the 
carbonate, oxalate or nitrate to a dull-red heat in the air or in oxygen gas. 
Several oxide-hydroxides are known, e.g., COa 02 ( 0 H)*, Co,0(OH)ff, CoaOg(OH) 3 . 
Cdbaltie oxide, C 03 O, , is made by heating the nitrate just hot enough J^r de- 
composition, but not hot enough to form CogO* . Gohaltic Ihyd/fViDide, Oo(OH)g , 
is made by treating any cobaltous salt with Cl , HCIO , Br or I in presence of 
a fixed alkali or alkali carbonate. It dissolves in HCl with evolution of chlo- 
rine, in HaS 04 with evolution of oxygen, forming a cobaltous s^t. C 0 O 2 has 
not yet been isolated, but McConnell and Hanes (i7. (7., 1897, 71, 584) have 
shown that it exists as H,CoO, and in certain cobaltites. 
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5. Solubilities.— a.— MetoZ.— Slowly soluble on warming in dilute HCl or 
HjSO* , more rapidly in HNOg , not oxidized on exposure to the air or when 
heated in contact with alkalis. Like iron, it may exist passive form 

(Nickles, J. pr„ 1854, 61, 168; St. Edme, C. r., 1889, 109, 304). With the halogens 
it forms cobaltous compounds (Hartley, J. G., 1874, 27, 501). 6. O^des and 
hydroaides , — Cobaltous oxide (gray-green) and hydroxide (rose-red) are ii^ 
soluble in water; soluble in acids, in ammonium hydroxide, and in coimentrated 
solutions of the fixed alkalis when heated (Zimmernian, A., 1886, ^2, 324); 
the various higher oxides and hydroxides are insoluble in ammonium hydroxide 
or chloride (separation from nickelous hj'^droxide after treating with iodine 
in alkaline mixture) (Donath, Z., 1881, 20, 386), and are decomposed by acids, 
evolving oxygen with non-reducing acids, or a halogen from^ the halogen aci^, 
and forming cobaltous salts. C03O4 is said to be soluble in acids with great <nin.- 
culty (Gibbs and Geuth, Am. S., 1857, (2), 23, 257). c.SalU-^ohm forms two 
classes of salts: coMltmis, derived from CoO , and cobaltxc^ from CO2O3 . ine 
latter salts are quite unstable, decomposing in most cases at ordinary tem- 
peratures, forming cobaltous salts. The cobaltous salts show a remarkable 
variation of color. The crystallized salts with their water of crystallization 
are pink; the anhydro-us salts are lilac-blue. In dilute solution the salts are 
pink, but most of them are blue when concentrated or. in presence of strong 
acid. A dilute solution of the chloride spreads colorless upon white paper, 
turning blue upon heating and colorless again upon cooling, used as sympa- 


thetic ink.” ^ • 1 -u X 

Cobaltous nitrate and acetate are delitiuescent; chloride, hygroscopic; sulphate, 
efflorescent. The chloride vaporizes, undecomposed, at a high temperature. 

The carbonate, sulphide, phosphate, borate, oxalate, cyanide, ferrocyanide 
and ferricyanide are insoluble in water. The potassium-cohaltous osade 
solublcf; the ammonio-cobaltous oxide, and the double cyanides of cobalt and the 
alkali metals, soluble in water. Alcohol dissolves the chloride and nitrate; 
ether dissolves the chloride, sparingly, more so if the ether be saturated with 
HOI gas (separation from HI) (Piiierlia, C. r., 1897, 124, 862). Most of the 
salts insoluble in water form soluble compounds 'with ammonium hydroxide. 


6. Eeactions. a.— The fixed alkali hydroxides precipitate, from solu- 
tions of cobaltous salts, blue basic salts, which absorb oxygen from the air 
and turn olive green, as cobaltoso-cohaltic hydroxide; or if boiled before 
oxidation in the air, become rose-red, as cobaltous hydroxide, Co( 0 H )2 . 
The cobaltous hydroxide is not soluble in excess of the reagent, but is 
somewhat soluble in a hot concentrated solution of KOH or NaOH (dis- 
tinction from BTi) Eeichel, Z., 1880, 19, 468). The cold solution is blue, 
the color being more intense when hot and especially if a little glycerine 
is present. On standing it turns green, then red, the changes being more 
rapid if a little hydrogen peroxide solution is added. Copper also gives 
a blue solution but does not give the other color changes. Donath, Z., 
40, 137. Freshly precipitated Pb(0H)2, Zn(0H)2, and HgO pre- 
cipitate Co (OH) 2 from solutions of cobaltous salts at 100°. Ammo- 
nium hydroxide causes the same precipitate as the fixed alkalis ; 
ncomplete, even at first, because of the ammonium salt formed in the 
reaction, and soluble in excess of the reagent to a solution which turns 
brown in the air by combination with oxygen, and is not precipitated by 
potassium hydroxide. The reaction of the precipitate with ammonium 
salts forms soluble double salts (as with magnesium) ; the reaction of the 
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precipitate with ammonium hydroxide produces, in different conditions, 
different soluble compounds noted for their bright colors, as (NH3)4CoCl2 , 
(NHJeCoCl^, (NH3)4CoCl3,etc. 

Alkali carbenates precipitate cobaltous basic-carbonate, €0805(003)3 , 
peach-red, which when boiled loses carbonic anhydride and acquires a 
violet, or, if the reagent be in excess, a blue color. The precipitate is 
soluble in ammonium carbonate and very slightly soluble in fixed alkali 
carbonates. Carbonates of Ba , Sr , Ca , or Mg do not precipitate cobaltous 
chloride or nitrate in the cold (separation from Fe'", A1 , and Cr'"), but 
by prolonged boiling they precipitate them completely. However, if a 
solution of a cobaltous salt be treated with chlorine, a cobaltic salt is 
formed (5a), which is precipitated in the cold on digestion with BaC03 
(distinction from BTi). 

5, — Oxalic acid and oxalates precipitate reddish-wliite cohaUom oxalate^ 
C 0 C 2 O 4 , soluble in mineral acids and in ammonium hydroxide. 

Alkali cyanides — as KCN — ^precipitate the brownish-white cobaltous 
cyanide, 00(01^)2 , soluble in hydrochloric acid, not in acetic or in hydro- 
cyanic acid, soluble in excess of the reagent, as double cyanides of cobalt 
and alkali metals — (KClI‘)2Co(GlT)2 — ^potassium cobaltous cyanide, the solu- 
tion having a browm color: C0CI2 + SKCIT =: Co(ClI)2 + ^KCl . Then 
Co(CBr)2 + 2Kcisr = (KCir)2Co(cir)2 . Dilute acids, without digestion, 
reprecipitate cobaltous cyanide from this solution (the same as with Ni) : 
(KCN)2Co(Cir)2 + 2HC1 = Co(CN)2 + 2HCN + 2K01 . But if the solu- 
tion, with excess of the alkali cyanide and with a drop or two of hydro- 
chloric acid,* insuring free HCN , be now digested hot for some time, the 
cobaltous cyanide is oxidized and converted into alkali cobalticyanide — as 
K3Co(ClI)e — corresponding to ferricyanides, but having no corresponding 
nickel compound: 

40o(CN) 3 -h 4HCN -h Oi = 40o(CN)j (cobaltic cyanide) + 2HsO 

Oo(CN)j -{- 3KCN « KsGo(CN)« (potassium cobalticyanide). 

In the latter solution neither alkalies nor acids precipitate the 
cobalt (important distinction from nickel, whose solution remains 
(KCII)2Ni(Cir)2, and which, after digestion as above is precipitated). 
The potassium cobalticyanide solution, after removal of the BTi, may be 
precipitated with HglTOj (Gibbs, J. C., 1874, 27 , 92). The oxidation 
of the cobalt may be hastened by the presence of chromic acid, which is 

* Moore (C. W., 1887, 56, 8} adds glacisd phosphoric acid to the neutral solutions of cobalt and 
nickel, until the precipitate first formed begins to redissoh'e ; then he adds KCJT and boils, 
oontinning the boiling and addition of KCM xmtil KOH fails to give a precipitate. He then 
warms with excess of bromine in presence of KOH, whereupon the nickel is completely pre- 
cipitated leaving the cobalt in solution. See also Hambly (0. W., 1892, 65, S89), 
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reduced to trivaJent chromium compound; 600 ( 011)2 + 34K0N -f- 
SOrO, + SHjO = 6 K 2 Co(ON)e + OraOs + 6K0H (McCulloch, C. N., 
1889, 59, 51), also by means of ITaOlO or NaBrO produced by passing 
chlorine into caustic soda or adding bromide to tbe alkali. 

rerrocyanides, as K 4 Ee(CN)B , precipitate colaltous fen'ocyanide^ Coz'FeiCl ^)^ , 
gray-green, insoluble in acids. Ferricyanides, as K 3 l’e(CjN‘)e , precipitate cobalt^ 
ous ferricyanidej Co 3 (Fe(CN)o )2 , brownish-red, insoluble in acids. But a more 
distinctive test is made by adding amjnomum chloride and hydrowide, with the 
ferri cyanide, when a Uood-red color is obtained, in evidence of cobalt (distinc- 
tion from nickel). Potassium xanthate forms a green precipitate in neutral or 
slightly acid solutions of cobalt salts (§133, 66). 

Nitroso-^-naphthol completely precipitates solutions of Cn, Fe, and Co ; 
Ag, Sn , and Bi salts are partially precipitated; and Pb , Hg , As , Sb , Cd , 
A1 , Cr 5 Mn , Hi , Zn , Ca , Mg , and (xl remain in solution (Bnrgass, Z, 
artgew.y 1896, 596). In analysis for the separation of cohalt and nicJcel it is 
recommended to proceed as follows: The solution of the metals preferably 
as sulphates or chlorides is acidulated with hydrochloric acid and treated 
with a hot solution of nitroso-^S -naphthol in 50 per cent acetic acid, until the 
whole of the cohalt is precipitated. The brick-red precipitate is then washed 
with cold HCl , then with hot 12 per cent HCl , and finally with water. The 
separation is quantitative. The precipitate may be ignited in air to the 
oxide or with oxalic acid in an atmosphere of hydrogen and weighed as 
the metal. For qualitative purposes the cobalt in the precipitate may be 
identified by the color of the borax bead (7). The nickel in the filtrate 
may be precipitated by hydrosulphnric acid and identified by the usual 
tests (Knorre, B.j 1887, 20, 283 and Z. angew., 1893, 264). 

Ammonixim Thiocyanate in concentrated solutions of cobalt produces a 
brilliant blue color which disappears on dilution with water. On the ad- 
dition of amyl alcohol and ether in equal portions and shaking, the layer 
of alcohol and ether becomes blue. The test is very delicate especially if 
the cobalt solution is concentrated. Nickel salts produce no coloration of 
the amyl alcohol and ether, but iron interferes because the red Pe (CHS)., 
is dissolved by the alcohol. By the addition of 2 or 3 c.c. of concentrated 
ammonium acetate solution and 2 or 3 drops of 50 per cent tartaric acid 
solution, the red color of the Fe (CHS ) 3 may be removed. The blue color 
is probably due to the undissociated salt (HH^)^ [Co (CHS) 4 ] which is 
soluble in ether and amyl alcohol (Vogel Ber. 12, 2314. Treadwell, Z, An. 
Clu 26 (1901), 105). 

Ammonium thiocyanate may be employed for the separation of nickel 
and cobalt (Rosenheim and Cohen, B., 33, 111 , and Rosenheim and Huld- 
shinsky, J?., 34, 2050), 12 grams of HH 4 OHS are added to the nitric acid 
solution of the metals the volume being 15-20 c.c. Cobalt produces a deep 
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blue compound of the formula EoCoCCH'S)^ in which E is an alkali metal. 
This blue compound may be extracted by ai mixture of 25 vol. ether and 
1 vol. amyl alcohol. 

c. — ^Potassium nitrite forms with both cohaltous and nichelous salts the 
double nitrites, Co(1102)2-2KN‘02 and Ni(lT02}2.2K]!T02 , soluble. The nickel 
compound is very stable, but if the cobalt compound, strongly acidulated 
with acetic acid, be warmed and allowed to stand for some time, preferably 
twenty-four hours; the cobalt is completely precipitated as the yellow 
crystalline potassium cobaltic nitrite, Co(N02)3.3KN02 (separation from 
Ni) : CoCL + 6KNO2 + HC2H3O. + HNOg = GoiT!(0,)^,d‘SS02 + 2KC1 
+ KC2H362 + H2O + NO. 

d. — ^Pnosphates, as , precipitate cobaltous salts as the reddish 

cohaltous phosphate, C 0 HPO 4 , soluble in acids and in ammonium hydroxide. 
Sodium pyrophosphate forms a gelatinous precipitate with solutions of cobalt 
salts, soluble in excess of the reagent. The addition of acetic acid causes a 
precipitation of the cobalt even in the presence of tartrates (separation from 
Ni, but not from Mn or Pe) (Vortmann, B,, 1888, 21, 1103). If a solution of 
cobaltous salt be treated with a saturated solution of ammonium phosphate 
and hydrochloric acid, and when hot treated with an excess of ammonium 
hydroxide, a. bluish precipitate of C 0 NH 4 PO 4 will appear on stirring (separa- 
tion from nickel *) (Clark, C, N., 1883, 48, 262; Hope, J, Soc, Ind., 1890, 9, 375). 

e. — ^Hydrosnlphuric acid, with normal cobaltous salts, gradually and 
imperfectly precipitates the black cobalt sulphide^ CoS ; from cohalt acetate, 
the precipitation is more prompt, and is complete; but in presence of 
mineral acids, as in the second group precipitation, no precipitate is made. 
Immediate precipitation takes place with hydrosulphuric acid acting upon 
solutions of cobaltous salts in ammonium hydroxide. When formed, the 
precipitate is scarcely at all soluble in dilute hydrochloric acid or in acetic 
acid; slowly soluble in moderately concentrated hydrochloric acid; readily 
soluble in nitric acid; and most easily in nitrohydrochloric acid. By 
exposure to the air, the recent cohaltous sulphide is gradually oxidized to 
cobalt sulphate, soluble, as occurs with iron sulphide (§126, Se), Al k ali 
sulphides precipitate immediately and perfectly the black cobaltous sul- 
phide, described above, insoluble in excess of the reagent. WTien cohaltous 
salts are boiled with sodium thiosulpliate a portion of the cobalt is precipi- 
tated as the black sulphide. 

f. — ^The higher oxides of cobalt and cobaltic salts are reduced by warming 
with halc^en acids, Hberating the corresponding halogens (HCl does not reduce 
the cobalt in B^Oo(CH)«), 

g. — Soluble arsenitee and arsenates precipitate cobaltous salts, forming the 
corresponding cohalt arsenitea or araemtes, bluish-white, soluble in ammonium, 
hydroxide or in acids, including arsenic acid, h , — Soluble chromates precipi- 
tate cohaltous chromate, yellowish-brown, soluble in ammonium hydroxide and 


* Krauss (2?., 80, ggfT) gives a gooU review of the most important methods for the separa- 

tion of oobidt and slekeL 
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in acids, including cliromic acid. No precipitate is formed with potassium 
dichromate. i. — KMiiO* added to an ammoniaoal solution of cohaltons salts 
oxidizes the cobalt and prevents its precipitation by KOH (separation from 
Ni) (Delvaux, (7. r., 1881, 93, 723). 

/. — Cobaltous salts in ammoniacal solution, warmed with and then 

rendered acid with acetic acid, are precipitated by ammonium molybdate 
(separation from Ni) (Carnot, C. r., 1889, icfe, 109). 

7. Ignition. — ^In the bead of borax, and in that of microeosmic salt, with- 
oxidizing and with reducing flames, cobalt gives an intense hlue color. 
The blue bead of copper changes to brown in the reducing flame. If 
strongly saturated, the bead may appear black from intensity of color, but 
will give a blue powder. This important test is most delicate with the 
borax bead. Manganese, copper, nickel, or iron interfere somewhat. By 
ignition, with sodium carbonate on charcoal or with the reducing flame, 
compounds of cobalt are reduced to the metal (magnetic). Cobaltous 
oxide dissolves in melted glass and in other vitreous substances, coloring 
the mass blue-used to cut off the light of yellow flames (§ 205 , 7). The 
black cobaltoso-cobaltic oxide, CO3O4 , as left by ignition of cobaltous oxide 
or nitrate, combines or mixes, by ignition, with zinc oxide from zinc com- 
pounds to form a green mass, with aluminum compounds a blue, and with 
magnesium compounds a pink mass. 

8. Detection. — After removal of the metals of the first three groups 
cobalt is precipitated by HjS in ammoniacal solution with Wi , Mn and Zn . 
The sulphides are digested with cold dilute HCl which dissolves the Mn 
and Zn . The borax bead test (7) is now made upon the remaining black 
precipitate, and if Hi be not present in great excess * the characteristic blue 
bead is obtained. If the nickel be present in such quantities as to obscure 
the blue borax bead the sulphides are dissolved in hot cone. HCl , using a 
few drops of HNO3 . The solution is heated to decompose all the nitric 
acid and, after dilution, the cobalt is precipitated with nitroso-j9-naphthol, 
according to directions given in 6J, and further identified by the bead test. 

The NH^CITS test (§132, 65) and the ITaHCOs and HgOg test (§140) 
may also be obtained. 

9. Estimation. — (1) As metallic cobalt, all compounds that may be reduced 

by ignition in hydrogen gas, c. g. C 0 CI 2 , Oo(N08)j, CoCOi, and all oxides and 
hydroxides, (f ) As CoO , all soluble cobalt salts, all salts whose acids are expelled 
or destroyed by ignition, all oxides and hydroxides. The salt is converted into 
Oo(OH)s by precipitation with a fixed alkali, and ignited in a stream of CO 2 . 
The carbonate and nitrate may be ignited directly in CO*, and organic salts 
pe first ignited in the air until the carbon is oxidized, and then again ignited 
in COa. (5) After converting into a sulphate it is i^ited at a dull-red heat 
and weighed as a sulphate. H) After converting into the oxalate, titrated 
with KM 11 O 4 . {S) In presence of nickel, it is oxidized in alkaline solution by 

HtOa, and HCl are added, and the liberated iodine titrated with sodium 
thiosiilphate (Fischer, C. C., 1889, lid), (d) Electrolytically. (7) Separated 

* If more than ten parts of nickd are present to one part of cobalt, the characteristic blue 
bead Is not obtained. 
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from nickel by mtro80-/3-naphtholy and after ignition in hydrogen weighed as 
the metal (66). 


10. Oxidation. — Co" is oxidized to Co'" in presence of a fixed alkali by 
PbOg, Cl, KCIO, Br, KBrO, I and in presence of acetic acid by 

KNOj (6c). Co'" is reduced to Co" by , H,P0j , H^S , H^SO., , HCl , 

HBr , and HI . Metallic cobalt is precipitated from solution of CoCl^ by 
Zn , Cd . and Mg . 


§133. Hiekel. Hi = 58.70 . Usual valence two and three. 

1. Properties.— oravitv, 8.9 (Schroeder, Pogg., 1859, 106, 226). Melting 
point 1462® (Cir. B. S.^ 36, 1915). It is a hard white metal, capable of taking 
a high polish; malleable, ductile and very tenacious, forming wire stronger than 
iron but not quite so strong as cobalt (§ 132, 1). It does not oxidize in dry or 
moist air at ordinary temperatures. It is magnetic but loses its magnetism 
like steel on heating to redness (Gangain, C. r., 1876, 83, 661). It burns with 
incandescence when heated in O, Cl, Br, or S. It is much used in plating other 
metals, in making coins of small denominations, in hardening armor plate, pro- 
jectiles, etc. The presence of small amounts of phosphorus or arsenic renders it 
much more fusible, without destroying its ductility; a larger amount makes 
it brittle. 

2. Occurrence. — Nickel almost always occurs in nature together with cobalt. 
It is found as millerite, (NiS) ; pentlanoite (PeNyS ; niccolite (NiAs) ; garnierite 
(variable, perhaps H 2 (NiMg)Si 04 + xHjO) ; frequently in pyrrhotite, (PenSn+i 
with Ki) and in numerous other rarer minerals. 

3. Preparation. — (1) By electrolysis. (2) By heating in a stream of hydrogen. 
The oxide is reduced in this manner at 270° (W. Muller, Pogg., 1869, 136, 51). 

(3) By fusing the oxalate under powdered glass (00^ being given off), 

(4) Eeduction by igniting in CO . (6) Reduction by fusing with carbon in a 

variety of methods. (6) By heating the carbonyl, f 171(00)4 to 200°. 

4. Oxides and Hydroxides . — Nickelous oxide is formed when the carbonate, 
nitrate, or any of its oxides or hydroxides are strongly ignited. Nickelous 
hydroxide is formed by precipitation of nickelous salts with fixed alkalis. 
Nickelic oxide, NiaO* , is made from NiCO, , Ni(NOa)a or HiO by heating in the 
air not quite to redness, with constant stirring. It is changed to NiO at a red 
heat. Nickelic hydroxide, liri(OH)* , is formed by treating nickelous salts 
first with a fixed alkali hydroxide or carbonate and then with Cl , NaClO , Br 
or NaBrO (not formed by iodine), a black powder forming no corresponding 
salts (Campbell and Trowbridge, J. Anal., 1893, 7, 301). A trinickelic tetroxide, 
HriaO^ , magnetic (corresponding to COsO* , PejO* , Hn ,04 and Pba 04 ), is formed, 
according to Baubigny (0. r., 1878, 87, 1082), by heating HiCl, in oxygen gas 
at from 360° to 440°; and by heating Ni^O, in hydrogen at 190° (Moissan, A. €Ti., 
1880, (5), 21, 199). 

5. Solubilities. — a. — Metal . — ^Hydrochloric or sulphuric acid, dilute or con- 
centrated, attacks nickel but slowly (Tissier, (7. r., 1860, 50, 106) ; dilute nitric 
acid dissolves it readily, while towards concentrated nitric acid it acts very 
similar to passive iron (Deville, C. r., 1854, 38, 284). It is not attacked when 
heated in contact with the alkali hydroxides or carbonates, h.— Oxides and 


* Durant, C. JV., 1897, 75, 43. 

t Nickd carbonyl is prepared by heating the nickel ore in a current of CO . It is a liquid, sp. 
gr 1.3185, boiling at 43° and freezing at -25®. When heated to 200® it is decomposed into Nl 
and CO (BerthelOt, O. r., 1891, 112, 1343; 113, 679; Mond, Soc. Ind„ 1892, 11, 750), 
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hydroxides . — Nickelous oxide and hydroxide are insoluble in water or flyprl 
alkalis, soluble in ammonium hydroxide and in acids. Nickelic oxides and 
hydroxides are dissolved by acids with reduction to nickelous salts, with halogen 
acids the corresponding halogens are liberated. The moist nickelic hydroxide, 
formed by the action of Cl, Br, etc., in alkaline solution, after washing with 
hot w'ater liberates free io'dine from potassium iodide (distinction from cobalt). 
Kickelic hydroxide when treated with dilute sulphuric acid forms NiSO* , 
oxygen being evolved. With nitric acid the action is similar, distinction from 
cobaltic hydroxide, which requires a more concentrated acid to effect a similar 
reduction, c . — Salts. — The salts of nickel have a delicate green color in crystals 
and in solution; when anhydrous, they are yellow. The nitrate and chloride 
are deliquescent or efflorescent, according to the hygrometric state of the 
atmosphere; the acetate is efflorescent. The chloride vaporizes at high tem- 
peratures. 

The carbonate, sulphide, phosphate, borate, oxalate, cyanide, ferrocyanide 
and ferricyanide are insoluble; the double cyanides of nickel and alkali 
Uietals, soluble in water. The chloride is soluble in alcohol, and the nitrate in 
dilute alcohol. Most salts of nickel form soluble compounds by action of 
ammonium hydroxide. 

6. Reactions, a . — ^Alkali hydroxides precipitate solutions of nickel 
salts as nickel hydroxide, lfi( 0 H )2 , pale green, not oxidized hy exposure to 
the air (§132, ^a), insoluble in excess of the fixed alkalis (distinction from 
zinc), soluble in ammonium hydroxide or ammonium salts, forming a 
greenish-bine to violet-blue solution. Excess of fixed alkali hydroxide 
will slowly precipitate nickel hydroxide from the ammoniacal solutions 
(distinction from cobalt). Alkali carbonates precipitate green haste 
nickelous carbonate, lIi 5 (OH) 0 (CO 5)2 (composition not constant), soluble in 
ammonium hydroxide or ammonium salts, with blue or greenish-blue color. 
Carbonates of Ba, Sr, Ca, and Mg are without action on nickelous 
chloride or nitrate in the cold (distinction from Fe'", A1 , and Cr'"), but 
on boiling precipitate the whole of the nickel. 

6. — Oxalic acid aud oxalates precipitate, very slowly but almost completely, 
after twenty-four hours, nickel oxalate, green. Alkali cyanides, as KCN , pre- 
cipitate nickel cyanide, Ni(C13’)3 , yellowish-green, insoluble in hydrocyanic 
acid, and in cold dilute hydrochloric acid; dissolving in excess of the cyanide, 
by formation of soluble double cyanides, as potassium nickel cyanide 
(KCN)2Ni(CN)3 , The equation of the change corresponds exactly to that for 
coMU (§132, 6Z»); and the solution of double cyanide is reprecipitated as 
Hri(ClT)2 by a careful addition of acids (like cobalt); but hot digestion, with 
the liberated hydrocyanic acid, forms no compound corresponding to cobalti- 
cyanides, and does not prevent precipitation by acids (distinction from cobalt). 
It will be observed that excess of hydrochloric or sulphuric acid will dissolve 
ihe precipitate of Ni(ON)i . K an oxidizing agent such as NaGlO or NaBrO 

added to the alkaline solution of the double cyanide, the nickel will be oxidized 
and precipitated (separation from cobalt), as NiaOs.3HsO, according to the 
following equation: . 

S,Ki(CN)4 + NaBrO + NaOH » 

Ferrocyanidea, as IC4F6(CN’)f , precipitate a greenish-white ntckel ferrocyanide, 
Ni2Fe(CN)6 , insoluble in acids, soluble^ in ammonium hydroxide, decomposed 
by fixed alkalis. Ferricyanides precipitate greenish-yellow nickel ferricyanide, 
insoluble in acids, soluble in ammonium hydroxide to a green solution (§182, 6b). 
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A solution of nitroferricyanide precipitates solutions of cobalt and nickel salts, 
the latter being soluble in dilute ammonium hydroxide (Cavalli, Gazzetta, 1897, 
27, ii, 95). 

A solution of potassium xanthate precipitates neutral solutions of nickel and 
cobalt, the former being soluble in ammonium hydroxide (distinction), from 
which solution it is precipitated by (1TH4)2S (Phipson, C. A',, 1877, 36, 150). 
The xanthate also precipitates nickel in alkaline solution in presence of 
(a separation from Fe'") (Campbell and Andrews, J, Am, 1895, 

Nickel salts are not precipitated by an acetic acid solution of nitroso-/?- 
naphthol (separation from cobalt) (Knorre, B., 1885, 18, 702), 

c. — Potassium nitrite in presence of acetic acid does not oxidize nickelous 
compounds (distinction from cobalt), d.— Sodium phosphate, Na^HPO^ , pre- 
cipitates nickel pJiosphate^ , greenish-white. 

e. — Hydrosulphuric acid precipitates from neutral solutions of nickel 
salts a portion of the nickel as nickel sulphide^ black (Baubigny, C7. r., 1882, 
94 , 1183; 95 , 34). The precipitation takes place slowly, and from nickel- 
ous acetate is complete. In the presence of mineral acids no precipita- 
tion takes place. Alkali sulphides precipitate the whole of the nickel, 
as the black sulphide. Although precipitation is prevented by free acids, 
the j)reeipitate, once formed, is nearly insoluble in acetic or in dilute 
hydrochloric acids; slowly dissolved by concentrated hydrochloric acid, 
readily by nitric or nitro-hydrochloric. 

Nickel sulphide, NiS, is partially soluble in yellow ammonium sulphide* 
from which brown-colored solution it is precipitated {gray, black mixed with 
sulphur) on addition of acetic acid (distinction from cobalt). It is insoluble 
in the monosulphide and is completely precipitated by passing hydrogen sulphide 
through an ammoniacal solution in the absence of air or oxidizing agents (Noyes, 
Bray and Spear, J, Am. Soc.^ 30, 497). Freshly precipitated nickel sulphide 
is soluble in KCN and reprecipitated as Ni(CN )2 on adding HCl or E 2 SO 4 (sep- 
aration from cobalt) (Guyard, BZ., 1876, (2), 26, 509). When nickel salts are 
boiled with a solution of a portion of the nickel is precipitated as the 

black sulphide, 

f, — The halogen acids reduce the higher oxides of nickel io nickelous 
salts with liberation of the corresponding halogen. Potassium iodide 
added to freshly precipitated nickelic hydroxide gives free iodine (distinc- 
tion from cobalt). 

ff. — Nickel salts are precipitated by arsenites and arsenates, white or green- 
ish-white, soluble in acids, including arsenic acid, h, — Potassium chromate 
precipitates basic nickel chromate, yellow, soluble in acids, including chromic 
acid (Schmidt, A., 1870, 156, 19). KsCrsO^ forms no precipitate. 

7, Ignition. — Nickel compounds dissolve clear in the borax head, giving with 
the oxidizing flame a purple-red or violet color while hot, becoming yellowish- 
brown when cold; with the reducing flame, fading to a turbid gray, from 
reduced metallic nickel, and finally becoming colorless. The addition of any 
potassium salt, as potassium nitrate, causes the borax bead to take a dark 
purple or blue color, clearest in the oxidizing flame. With microcosmic salt, 

^Bare (J. Am. 8oe.,18e5, 17, S87) adds tartaric acid to the solutions of nickel and cobalt, and an 
excess of sodium hy^xlde. He then passes in The cobalt is completely precipitated 

wlille the nickel remains In solution, and can be precipitated upon acidulating- the flltrate. 
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nickel gives a reddish-brown bead, cooling to a pale reddish-yellow, the colors 
being alike in both flames. Hence, with this reagent, in the reducing flame, 
the color of nickel may be recognized in presence of iron and manganese^ which 
are colorless in the reducing flame; but cohclt effectually obscures the bead 
test for nickel. The yellow-red of copper in the reducing flame, persisting in 
beads of microcosmic salt, also masks the bead test for nickel. By igni^on 
with sodium carbonate on charcoal, compounds of nickel are reduced to the 
metal, slightly attracted by the magnet, 

8. Detection. — ^We proceed exactly as with cohalt for the iiitro80-/3 
naphthol precipitation. The Ni remains in the filtrate and can be precipi 
fated with HgS (after neutralizing with ITH^OH), and its presence con- 
firmed by the usual tests. Or dissolve the sulphides of "Si and Co ir 
HNOg ^ evaporate nearly to dryness, add an excess of E0& or NasCOg , 
boil, add bromine water and boil to complete oxidation of the Co and Hi ; 
filter, wash thoroughly with hot water and add hot solution of EC to the 
precipitate on the filter paper. Free iodine (test with CSj) is evidence of 
the presence of nickel. 

Nickel may also be detected in the presence of cobalt as follows: — 
Dissolve the sulphides of Hi and Co in aqua regia, boil out the excess of 
chlorine, neutralizing with KOH and add KCN in slight excess. Add 
HaCIO or HaBrO and warm. The nickel is percipitated as the brown 
hydrated oxide HigOg.SHjO . 

Dimethylglyoxime produces a red crystalline precipitate which forms 
the most sensitive test known for detecting nickel in the presence of cobalt. 
The reagent is prepared by dissolving 1 gram of the dimethyglyoxime in 
100 c.c. of 98% alcohol. The solution should be made slightly alkaline 
with ammonia and boiled after adding a few drops of the reagent. The 
following reactions take place: 

2 (CHs) 4 C,HjOj^+NiCl, -h 2 NH 4 OH = 2 NH 4 CI + [(0H8)2C2N202H],Ni + 2H,0 

If the amount of nickel is small the solution at first becomes yeUow 
and on cooling deposits red needles. The test is sensitive to nickel when 
present in 400,000 parts of water (L. Tschugaeff Ber. 38 (1905), 2520). 
Ten times as much cobalt may be present but in the presence of larger 
quantities of cobalt the following procedure is followed. Excess of am- 
monia is added to the cobalt solution and then a few cubic centimeters 
of hydrogen peroxide. The solution is boiled to decompose the excess of 
hydrogen peroxide. Dimethylglyoxime is added and the solution again 
boiled. If a small amount of nickel is present a red scum is formed on 
the solution and red crystals form on the sides of the beaker. On filtering 
the solution the red precipitate is readily observed on the filter paper. 

9. Sstiznation.’^ — (/) Nickel hydroxide, oxide, carbonate or nitrate is ignited 
at a white heat and weighed as NiO . iji) It is converted into the sulphate and 

*Goul&l (Z. angew.t ISdS, 177) gives a summary of the methods proposed for the volu« 
metric eetiznatlon of nickel. 
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deposited on platinum as the free metal by the electric current. (5) Volu- 
metrically. By titration in a slightly alkaline solution with KCIT , using a 
small amount of freshly precipitated Agl as an indicator (Campbell and 
Andrews, J. Am, Soc,, 1895, 17, 127). 

10. Oxidation. — ^Ni" is changed to Ni'" in presence of fixed alkalis by 
Cl , NaClO Br ^ and WaBrO (not by I , distinction from cobalt, Donath, 
B.y 1879, 12, 1868). BTi"' is reduced to Ni" by all non-reducing acids with 
evolution of oxygen; by reducing acids, HoCoO^ is oxidized to COo, 
to BSO, , H 3 PO 2 to HsPO, , H^S to S , H^SO, to H^SO, , HCl to Cl , B 3 r to 
Br , HI to I, HCNS to HCH and H^SO^, H,Fe(CN)e to H 3 Pe{ClT}o . Hi" 
is reduced to the metal by finely divided Zn , Cd , and Sn . 


§134. Manganese. Mn = 54.93. Valence two, three, four, six and 
seven. 

1. Properties. — Specific gravity, 7.392 (Glatzel, Ber,, 1889). Melting point, 
1260® (flir. B. S., 36, 1915). Boiling point, 1900® (v. d. Weyde, Ber, 44, 1879). 
It is a brittle metal, having the general appearance of cast iron, non-magnetic, 
takes a high polish. According to Deville it has a reddish appearance. It is 
readily oxidized, decomposing water at but little above the ordinary temperature 
(Deville, A, Ch., 1856, (3), 46, 199). It is used largely as ferromanganese in 
the manufacture of Bessemer steel. 

Oxides and hj^droxides of manganese exist as dyad, triad, and tetrad; the 
salts exist most commonly as the dyad with some unstable triad and tetrad 
salts; as an acid it is a hexad in manganates and a heptad in permanganates. 

2. Occurrence. — Not found native. It accompanies nearly all iron ores. Its 
chief ore is pyrolusite (BlnOa) . It is also found as braunite, (SMUsOs.MnSiOs) ; 
hausmannite, fMn 304 ) ; manganite, (Mn 20 s.H 20 ) ; rhodocrosite, MnCOs ; ala- 
bandite, (MnS) ; and as a constituent of many other minerals. 

3. Preparation . — {!) By electrolysis of the chloride. (2) By reduction with 
metallic sodium or magnesium (Glatzel, B., 1889, 22, 2857). (S) By reduction 
with some form of carbon. It has not been reduced by hydrogen. (D By 
ignition with aluminum (Goldschmidt, A., 1898, BOl, 19). 

4. Oxides and Hydroxides. — (a) Iffanganous oxide, HnO , represents the only 

base capable of forming stable manganese salts. It is formed (1) by simple 
ignition of Mn(OH) 3 , HnCOg or , air being excluded; ( 2 ) by ignition 

of any of the higher oxides of manganese with hydrogen in a closed tube 
(Moissan, A. Ch., 1880, (5), 21, 199), If prepared at as low a temperature as 
practicable, it is a dark gray or greenish-gray powder, and oxidizes quickly 
in the air to Miia 04 . If prepared at a higher heat it Is more stable, MCan- 
ganous hydroxide, Mn(OH)a , is formed from manganous salts by precipita- 
tion with alkalis.' It quickly oxidizes in the air, forming MjnO(OB[), thus 
changing from white to brown. ( 6 ) Manganic oxide, MnaO^ , is formed by 
heating any of the oxides or hydroxides to a red heat in oxygen gas or in air 
(Schnieder, Fogg., 1859, 107, 605). Manganic oxide-hydroxide, MnO(OH) , is 
formed (1) by oxidation of Mn(OH )3 in the air; ( 2 ) by treating MnO, with 
concentrated H 2 SO 4 at a tempera tnre of about 130®, forming Mn,(S 04 ), and 
then adding water: Mn 2 {S 04 )» + 4 H 2 O = 2 MnO(OH) + SH^SO* (Carius, A.. 
1856, 98 , 63). (c) Trimanganese tetroxide, Mn ,04 , is formed when any of the 
higher or lower oxides of manganese or any manganese salts with a volatile 
acid are heated in the air to a white heat (Wright and Luff, B., 1878, 11, 2145). 
The corresponding hydroxide would be Mn 2 (OH)g; this has not been isolated. 
A corresponding oxide-hydroxide is formed by adding freshly formed and 
moist MhO* to an excess of MnCl* containing HHiCl (Otto, A., 1855, 93, 372). 
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(d) Manganese peroxide, MnOs , is formed { 1 ) by heating Mn(N03)2 to 200° 
(Gorgen, 0 . r., 1879, 88, 796); ( 2 ) by heating MnOO, with KOlOj to 300®; {S) by 
boiling any manganous salt with concentrated HNO® and KCIO3 . A correspond- 
ing hydroxide, SCn(OH)4 , has not been isolated. Several other hydroxides, 

MnO(OH)3, Hn303(0H)3, MnsO.COH)* etc., have been produced. The 
chief use of manganese dioxide is in the preparation of chlorine or bromine. 

(e) Manganates. — Manganic acid, H2M!n04 , is not known in a free state. The 
corresponding salt, K2K11O4 , is formed when any form of manganese is fused 
vdth ZOH or KsOO, ( 1 ) in the air, oxygen being absorbed; or (^) with KITO3 
or KCIO3 , NO or KCl being formed. A manganate of the alkali metals is 
soluble in water, with gradml decompoRilion into manganese dioxide and per- 
manganates: 3K2lhIn04 -f- 2H2O = 2K3rnO. + MnOo + 4KOH . Free alkali 
retards, and free acids and boiling promote, this change. Manganates have 
a green color, which turns to the red of permanganates during the decomposi- 
tion inevitable in solution. This is the usual method of manufacturing EMnO* . 
If) Permanganic acid is not in use as an acid, but is represented by the per- 
manganates, as KMnO* . The permanganic acid radical is at once decomposed 
by addition of hot H2SO4 to a solid permanganate (i), but in water solution 
this decomposition does not at once take place, except by contact with oxidiz- 
able* substances. The oxidizing power of permanganates extends to a great 
number of substances, possesses different characteristics in acid and in alka- 
line solutions, and acts in many cases so rapidly as# to be violently explosive. 
The reactions with ferrous salts (2) and with oxalio acid ( 3 ) are much used in 
volumetric analysis. 

( 1 ) 4 KW:iiO* + = 2K3SO4 + 43yta03 + 3O3 -f- 2H2O 

and 23MDnO* + SH2SO4 = 2M31SO4 + + O3 

or 4KMrLO* + eHaSO^ = 43M11SO4 + 2K3SO4 + 50^ + 6H2O 

(2) KMnO* + Sl’eCls + SBfCl = MnOl* + KCl + SPeCls + 4^30 

(5) 2 KMil 0* + 5H3C2O4 + 6HC1 = 2M:nCl3 + 2KC1 + 8H3O + lOCOa 

5. Solubilities,— a.— if — Manganese dissolves readily in dilute acids to 
form manganous^salts. Concentrated H2SO4 dissolves it only on warming, SO2 
being evolved. It combines readily with chlorine and bromine, b, — Oxides 
and hydroxides. — ^All oxides and hydroxides of manganese are insoluble in 
water. They are soluble, upon warming, in hydrochloric acid, forming man- 
ganous chloride; the higher oxides and hydroxides being reduced with evolu- 
tion of chlorine (commercial method of preparation of chlorine). Instead of 
hydrochloric acid, sulphuric acid and a chloride may be employed (HBr and 
HI act similarly to, and more readily than HCl). In the cold, hydrochloric 
acid dissolves M&1O2 to a greenish-brown solution, containing, probably, M11CI3 
or M11CI4 , unstable, giving chlorine when warmed and forming MjiOs when 
strongly diluted with water (Pickering, J. C., 1879, 35, 654; Nickles, A. C%., 
1865, (4), 5, 161). Nitric and sulphuric acids dissolve manganous oxide and 
hydroxide to manganous salts. Manganese dioxide (or hydrated oxide) is 
insoluble in nitric acid, dilute or concentrated; concentrated sulphuric acid 
with heat decomposes it, evolving oxygen and forming manganous sulphate: 
2HXLO2 “h 2H3SO4 = 23flnS04 -f 2H2O 4- O2 , Manganous hydroxide is insoluble 
in the alkalis but soluble in solutions of ammonium salts. 

0. — Salts . — ^Manganous sulphide, carbonate, phosphate, oxalate, horate, 
and sulphite are insoluble in water, readily soluble in dilute acids. Man- 
ganic salts are somewhat unstable compounds, of a reddish-brown or 
purple-red color, ' becoming paler and of lighter tint on reduction to the 
manganous combination. MnClg and MnSO^ are deliquescent. Man- 
ganic chloride, MnCl3,andthe pefc//ZoWdc,MnCl4, are unstable salts which 
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are decomposed by water especially when hot, to MnCL and chlorine. 
The trichloride is greenish black, soluble in absolute alcohol and ether; 
while the tetrachloride is reddish-brown soluble in absolute alcohol, (W. 
B. Holmes, J. Am. Hoc. 29, 1277.) Manganic sulphate 3Ino(S04)3, is 
soluble in dilute sulphuric acid, but is reduced to lffnS04 by the attem])t 
to dissolve it in w'ater alone; potassium manganic sulphate and other 
manganic alums are also decomposed by water. Alkali manganates and 
permanganates are soluble in w'ater, the former rapidly changing to man- 
ganese dioxide and permanganate, which is much more stable in solution. 
In presence of reducing agents both manganates and permanganates are 
reduced to lower forms. 

KzMnO^ + 8 HC 1 = MnCOj -j- 2 KC 1 4* 2CI2 -f 4H2O 
2K!M[n04 -(- SSInSOi -{- 2H3O = SlMCnOs -f- !E[2S04 -f- 2jE[tS04 

Concentrated H2SO4 in the cold dissolves KMn04 , forming (111103)2801 
(a sulphate of the heptad manganese : 2KMn04 3H2SO4 = (111103)2804 + 
2KHSO4 -f- 2H2O (Franke, J. pr.^ 1887, 36, 31). If heat he applied oxygen 
is evolved and the manganese is reduced to the dyad (4/). 

6. Eeactions. a. — The fixed alkali hydroxides precipitate from solu- 
tions of manganous salts, manganous hydroxide, Mn(0H)2, white, soon 
turning brown in the air by oxidation to manganic hydroxide, lIiiO(OH) . 
The precipitate is formed by the reaction of the negative hydroxyl ion of 
the alkali with the positive manganous ion : 

2 ra :4 OH -h = mji(0H)2 4* 21 ^ ci . 

The precipitate is insoluble in excess of the alkalis because the mangan- 
ous or manganic manganese does not form an acid ion. Before the 
manganous manganese is oxidized it is soluble in excess of ammonium 
salts because a complex salt is formed in which the manganese forms a 
part of the acid ion : 

Mn(OH)» + 4^ Cl = (^), WtaCl* + 21054 01 , 

(1). Ammonium hydroxide precipitates one-half of the manganese as 
the hydroxide from solutions of manganons salts, the other half being 
held in solution as an acid ion by the ammonium salt formed (2) (Dam- 
mer, 3, 237). The presence of excess of ammonium salt prevents the 
precipitation of the manganese by ammonium hydroxide because the 
manganese is present in the acid ion (S) (separation of manganese from 
the metals of the third group) (Pickering, J. (7., 1879, 85, 672; Lang- 
bein, Z., 1887, 26, 731). Manganic hydroxide, l[iiO(OE), is insoluble 
in the alkalis or in ammonium salts. It gradually precipitates, com- 
pletely on exposure to the air, as a dark brown precipitate from solutions 
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of manganous hydroxide in ammonium salts. Alkali carbonates pre- 
cipitate manganous carionaie, MnCOg , white, oxidized in the air to the 
brown manganic hydroxide, and before oxidation, somewljat soluble in am- 
monium chloride. Strong ammonium hydroxide gradually reduces a solu- 
tion of potassium permanganate to manganese dioxide (105). 

il) lyincOHja + 4NH4C1 = (NH4)2MnCl4 + 2NH4OH 
2MnS04 4- 2NH4OH - (NH4)2Mn(S04)2 + Mn(OH)j 
($) MnCli + 2NH4CI =» (VmU)JiSxkCU 

h , — Oxalic acid and alkaline oxalates precipitate manganous oxalate. 
soluble in mineral acids not too dilute. All compounds of manganese of 
a higher degree of oxidation are reduced to the manganous condition on 
warming with oxalic acid, or oxalates in presence of some mineral acid: 
SKffinO^ + 6 H 2 C 2 O, + 3 H 0 SO 4 = K 2 SO, + 2MnS0, + 1000^ + 8 H 0 O . 

Soluble cyanides, as KOT ,* precipitate manganous cyanide, 3!ffii(Clsr)2 , white, 
but darkening in the air; soluble in excess of the precipitant by formation of 
double cyanides, as Mn(CKr)3.2KC13r . This solution, exposed to the air, pro- 
duces mangcmicyanides (analogous to f erricyanides) , with oxidation of the 
manganese: 12(3Sfl:n(CN)a.2KCKr) 4- 30* 4- 2H,0 = 8B:33fl:n(CN)6 + 4MnO(OH). 
1*6'" and Mn" may be separated by treating a solution of the two metals with 
a strong excess of KCN and then with iodine. The manganese is precipitated 
as IMnOa and the iron remains in solution (Beilstein and Jawein, B,, 1879, 12, 
1528). I’errocyanides piecipitate white manganous ferrocyanide, Mn2re(ClT)e, 
soluble in hydrochloric acid. Ferricyanides precipitate brown manganous ferri- 
cyanide, Mn,(Pe(CiN’)«)2 , insoluble in acids (separation, with Co and Ni, from 
to) (Tarugi, Gasnsetta, 1895, 26, ii, 478). If an alkali or alkali carbonate be* 
present, potassium ferricyanide oxidizes manganous compounds to manganese 
dioxide, the ferricyanide being reduced to ferrocyanide. Potassium ferro- 
cyanide reduces manganates and permanganates to manganous compounds. 

e . — ^Nitric acid is of value in analysis of manganese compounds in that 
it, as a non-reducing acid, acts readily with oxidizing agents, as PbO^, 
KCIO 3 , etc., to oxidize manganous compounds to manganese dioxide or to 
permanganic acid. Eeducing agents as HCl, etc., should be absent. 
Sulphuric acid may be used instead of nitric acid. 

23to(M-0,)2 4 - SPbO, 4 - eHNO, = 2HMnO, + 5Pb(NO,)2 4 * 2H2O 

5MnSO, -h 2X010* + H2SO4 4- 4H2O = 5MnO, 4- K2SO4 4- 01* + SHaSO* 

In using PbO^ and HITO 3 to detect manganese, the compound should first 
be reduced with hydrochloric acid, precipitated with potassium hydroxide 
and this precipitate dissolved in nitric acid, as ]ll!n 02 is not all oxidized 
by PbOg and ENO 3 (Koninck, Z. angew,, 1889, 4 ). 

(i.— Hypophosphorous acid reduces all higher forms of manganese to the 
manganous condition. Alkali phosphates, as , precipitate, from 

neutral solutions of manganous salts, normal manganous phosphate, 3to,(P04)2 , 
white, slightly soluble in water, and soluble in dilute acids. It turns brown in 
the air. The manganous hydrogen phosphate, H11HPO4 , is more soluble in 
water, and is obtained by crystallization from a mixture, of manganous sul- 
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phate acidulated with acetic acid and disodium phosphate, Na 2 H!P 04 , added 
till a precipitate begins to form. From the ammonium-manganese solution, 
freshly formed (6a), phosphates precipitate all the manganese as man^janou^i 
ammonium phosphate, 

e . — ^HydrosTilphuric acid precipitates manganous acetate but imperfectly, 
and not in presence of acetic acid, and does not precipitate other salts, as 
manganous sulphide is soluble in very dilute acids, even acetic acid. 
Ammonium sulphide precipitates from neutral solutions, anil forms from 
the recent hydroxide of mixtures made alkaline, the flesh-colored man- 
ganous sulphide, MnS . Acetic acid, acting on the precipitated sulphides," 
separates manganese from cobalt and nickel, and from the greater part of 
zinc. All the higher oxidized forms of manganese (in solution or froshh 
precipitated) are reduced to the manganous condition, with separation of 
sulphur (10), by hydrosulphurie acid or soluble sulphides: -f- 

1A(irE,).S + = 4MnS -f 4K0H -f ?8N1I,0H + . The grceti 

manganous sulphide, MnS , crystalline, anhydrous, is formed by the action 
of HoS on a hot amnioniacal manganous solution not containing an excej'=^s 
of ammonium salts (Meineke, Z, angeio., 1888, 3), also by pouring the 
neutral manganous solution into a hot solution of ammonium chloride 
and excess of colorless ammonium sulphide. The fixed alkali sulphides 
produce a red manganous sulphide. 

Soluble Sulphites precipitate from solutions of manganous salts, manganous 
sulphite, MnSOs , white, insoluble in water, soluble in acids (Gorgeu, C. r., 
1883, 96, 341), Solutions of manganates or permanganates are immediately 
reduced to the flocculent brown-black manganese dioxide by solutions of sodium 
sulphite or sodixim thiosulphate; if acids be present, the reduction is complete 
to manganous salts. 

/. — HCl, HBr, and HI readily reduce the higher compounds of man- 
ganese to manganous salts with evolution of the corresponding halogen. 
When manganese dioxide is dissolved in concentrated HCl without heat, 
the dark brownish colored solution contains manganese tetrachloride, 
MnCl 4 , and trichloride, MnCla which deposits IttnOg on dilution with 
water and on warming decomposes into manganous chloride and chlorine 
(56) (Pickering, J. 0,, 1879, 35, 654, W. B. Holmes, 7. Am. Soc. 29, 
1277). Potassium iodide instantly reduces a solution of potassium per- 
manganate, forming manganese dioxide and an iodate (distinction from 
chloride and bromide). Potassium chlorate or bromate when boiled with 
concentrated nitric or sulphuric acids and manganous compounds forms 
manganese dioxide (o). 

g , — Soluble arsenites precipitate manganous arsenite^ and arsenates precipitate 
mangamus arsenate, insoluble in water, soluble in acids. Arsenous acid and 
arsenites reduce solutions of manganates or permanganates, forming a brown 
flocculent precipitate; or a colorless solution if warmed in presence of a 
mineral acid, ft.— Nonnal potassium chromate precipitates manganous salts, 
brown, soluble in acids and in ammonium hydroxide; no precipitate is formed 
with potassium dichromate, i. — Soluble manganates stnd permanganates pre- 
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cipitate manganous salts as manganese dioxide, being themselves reduced to the 
same form: SMnSO^ H" 2KMn04 -j- 2H2O = 5 MnOs -f- K*S04 -j- 2H2SO4 . 

7 . Ignition with alkali and oxidizing agents, forming a bright green mass 
of alkaline manganate, constitutes a delicate and convenient test for man- 
ganese, in any combination. A small portion of precipitate or fine powder 
is taken* If the manganese forms but a small part of a mixture to be 
tested, it is better to submit the substance to the systematic course of 
analysis, and apply this test to the precipitate by alkali, in the fourth 
group. A convenient form of the test is by ignition on platinum foil with 
potassium or sodium nitrate and sodium carbonate (a). Ignition, by an 
oxidizing flame, on platinum foil, with potassium hydroxide, effects the 
same result, less quickly and perfectly (b). Ignition by the oxidizing flame 
of the blow-pipe, in a bead of sodium carbonate, on the loop of platinum 
wire, also gives the green color (c). 

(a) Mn(OH)2 + 2 JKNOs + Na^CO 8= Na2Mii04 + 2KNO2 + CO2 + H2O 

or if a small amount of KNO3 is present, 

(b) 3Mn(0H)8+4KN08 + NaaCOs * 2 K 2 Mn 04 + Na2Mn04 + 4NO + CO 2 -h SHaO 
c, Mn(OH )2 + 2KOH d- O 2 = K 2 Mn 04 + 2 H 2 O 

id) ]y[2i(OH)2 “H NfleCOs -f- O2 = Na 2 Mzi 04 “h HE2O + CO2 

With beads of borax and microcosmic salt, before the outer blow-pipe flame, 
manganese colors the bead, violet while hot, and amethyst-red< when cold. The 
color is due to the formation of manganic oxide, the coloring material of the 
amethyst and other minerals, and is slowly destroyed by application of the 
inner flame, which reduces the mangunic to manganous oxide. 

8. Detection. — After the removal of the metals of the first three group 
(the third group in the presence of NH4CI in excess, 6 b and 6a), the Mn 
with Co , Bfi and Zn is precipitated in the ammoniacal solution by H2S . 
By digestion in cold dilute HCl the sulphides of Mn and Zn are dissolved, 
and after boiling to remove the HjS , Mn is precipitated as the hydroxide 
hy excess of KOH , which dissolves the Zn . The precipitate of the man- 
ganese is dissolved in HKOg and boiled with more HHOg and an excess of 
PbOg . A violet-colored solution is evidence of the presence of manganese. 

9 . Estimation, — (1) By converting into KnsO^ (4c), and weighing as such. 

(2) By precipitating as MnlTHAPO* , and after ignition weighing as MxLaPaOT . 
(S) By treating the neutral manganous salt with a solution of of 

known strength ( 6 i). If some Z 11 SO 4 is added the action is more satisfactory 
(Wright and Menke, J. (7., 1880, 37, 42). (^) By boiling the manganous com- 
pound with PbOj and , and comparing the color with a permanganate 

solution of known strength (Peters, G. F., 1876, 33, 35). (5) The manganous 
compound 4s oxidized to ICnOt by boiling with .KClOs and HNO, . This is 
then reduced by an excess of standard or PeSO* , and the excess 

of the reagent estimated by the usual methods. (6) DCnOa , obtained as in ( 5 ), 
is treated with H 2 C 2 O 4 and the evolved CO, measured or weighed. ( 7 ) , 

obtained as in (5), is boiled with HCl and the evolved Cl estimated. 

10. Oxidation. — (a) Min" is oxidized to Mn'" in alkaline mixture on 
exj)osure to the air; to Mn^ in neutral solution by E^MnO^ and EMnO^^ 
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in alkaline mixture by Cl, Br, I, Z3le(Clir)6, KCIO, KBrO, EoOoS etc.; 
in acid solution by boiling with concentrated HNOg or H^SO^ , and KClOg 
or KBrOg . is oxidized to Mn"^ by fusion with an alkali and an 

oxidizing agent, or by fusion with KClOg alone (Boettger, 1872 , 11 , 
433 ). is oxidized to by warming with PbOg or Pb304 and 

HNOg or H2SO4 . The higher oxide of lead should be in excess and reduc- 
ing agents should be absent as they delay the reaction; hence in analysis 
the manganese should be precipitated as the hydroxide or sulphide, fil- 
tered, washed, and then dissolved in HNO3 or HgSO^ , and boiled with the 
higher oxide of lead (6c). A solution of potassium manganate decomposes 
into potassium permanganate and manganese dioxide on standing, more 
rapidly on warming or dilution with water, (h) All compounds of man- 
ganese having a higher degree of oxidation than the dyad, (Mn."+^) are 
reduced to the dyad (Mn^') by , HH^PO. , HoS% K^S , HoSO, , 

(in neutral or alkaline solution to Mn^), HCl , Iffir , HI , HCNS , Hg', Sn", 
As'", Sb"', Cu', Pe", Cr", Cr'", etc.; the reducing agents becoming respec- 
tively CO2 , to (depending upon the temperature, concentration, 

and the agent used in excess). Cl , Br , I , HCH and S^, Hg", Sb’’', 

Cu", Fe"', and Cr^. mF+^ is reduced to Mn^ (or Mu'") by H ^ AsH.^ 
SbHg^, PHg^ Ira3S03^ (slowly), Mn", etc. KMnO^ is 

reduced to Z2Mn04 on boiling with concentrated EOH : dEMnO* + 4 K 0 H 
= 4K2Mn04 + 2H2O + O2 (Eammelsberg, B., 1876 , 8, 232 ). 

§135. Zinc. Zn = 65.37. Valence two. 

1. Properties . — Specific gravity^ 7.142 (Spring, J5., 1883, 16, 2723). Melting 
point, 418.5° to 419.35° (Burgess, Wash. Acad, of Sd., 1-18). Boiling point, 
918° (Berthelot, C. r., 1912, 134). It is a bluish-white metal, retaining its lustre 
in dry air, but slightly tarnished in moist air or in water. When heated to the 
boiling point with abundant excess of air it burns with a bluish-white flame to 
zinc oxide. Zinc dust mixed with sulphur is ignited by percussion (Schwarz, 
B., 1882, 16, 2505). At ordinary temperature it breaks with a coarse crystalline 
fracture. It is more malleable at 100° to 160° than at other temperatures, and 
at that temperature may be drawn into wire or rolled into sheets. At 205° it 
is so brittle that it may be easily powdered in a mortar. 

Zinc finds an extended use in laboratories for the generation of hydrogen. 
It is molded in sticks or granulated by pouring the molten metal into cold 
water. The pure metal is not suitable for the generation of hydrogen, as the 
reaction with acids proceeds too slowly (Weeren, B., 1891, 24, 1786). Com- 
mercial impurities render the metal readily soluble in acids, or the pure metal 
be treated with a dilute solution of platinum chloride (twenty milligrams 
PtCh per litre), or copper sulphate. Metallic platinum or copper is deposited 
upon the zinci PtCli -f- 2Zn = Ft 4“ 2 ZtiC1» , CUSO 4 -|- Zn = Cu -j- Z11SO4. 

2. Occurrence. — ^It is found as calamine (ZnCOs) , as zinc-blende (ZnS) ; also 
associated with other metals in ‘numerous ores. 

3. Preparation. — ^The process usually employed consists of two operations: 

iKleto, jLrch. Pharm.^ 1889. 227, 77; Jannaesoh and von Cloedt, Z. anorg., 1806, 10, 806 and 410; 
Camot, a r., 1888, 107, 007 and 1160. 

* Carnot, BL, 1889, (3), 1. 277 ; Goi^u, C. r., 1800, 110, 068, » Jones, J. C., 1878, S3. 06. * Hoenlg 
and ZatBck, If., 1868, 4, TBS ; Olaesetr, If., 1686, 829. 
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(fj Roasting*: in case of the carbonate the action is: ZnCOs = ZnO -f OO^; if it 
is a sulphide, 2ZnS + •'lOj = 2ZnO -f 2 SO 2 . (2) Reduction with distillation; 

after mixing the ZnO -with one-half its weight of powdered coal, it is distilled 
at a white heat. Its usual impurities are As, Cd , Pb , Cu , Pe and Sn . It is 
purified by repeated distillation, each time rejecting the first portion, which 
contains the more volatile As and Cd , and the last which contains the less 
volatile Pb , Cu , Pe and Sn . Strictly chemically pure zinc is best prepared 
from the carbonate which has been purified by precipitation. 

4. Oxide and Hydroxide. — Zinc oxide (ZnO) is made by igniting in the air 
either metallic zinc, its hydroxide, carbonate, nitrate, oxalate, or any of its 
organic oxysalts. Zinc hydroxide, ZnfOH)™ , is made from solutions of zinc 
salts by precipitation wdth fixed alkalis (Ca). 

5. Solubilities. — («) Ikletnl . — Pure zinc dissolves verj' slowly in acids or alkalis, 

unless in contact with copper, platinum or some less positive metal (Baker, 
J, C., 47, 34<J). The metallic impurities in ordinary zinc enable it to 

dissolve easily with acids or alkali hydroxides. In contact with iron, it is 
quite rapidly oxidized in -water containing air, but not dissolved by water 
unless by aid of certain salts. It dissolves in dilute hydrochloric, sulphuric * 
and acetic acids (/), and in the aqueous alkalis (2), with evolution o'f hydrogen; 
in very dilute nitric acid, without evolution of gas (5); in moderately dilute 
cold nitric «'icid, mostly witli evolution of nitrous oxide (4); and, in somewhat 
less dilute nitric acid, chiefly wnth evolution of nitric oxide (5). Concentrated 
nitric acid dissolves zinc but slightly, the nitrate being very sparingly soluble 
in nitric acid (Montemartini, Gazzetta^ 1892, 22, 277). Hot concentrated sul- 
phuric acid dissolves it with evolution of sulphur dioxide (6), 

(1) Zn -f HjSO, = ZnSO, -f- H^ 

(2) Zn 4- 2K0H = K^ZnO, -f H* 

(S) 4Zn -I- lOHHO, = 4Zn(N0^)^ + + SH^O 

(Jf) 4Zn 4- lOHNO, = 4Zii(H0,)a 4" 4“ 6HaO 

( 0 ) 3Za 4- «HPrO, = 3 Zii(HO,) 2 4- 2PrO 4" 4HaO 
(0 Zn 4- 2 H 2 SO, = ZnS 04 4- SO, 4- 2H,0 

pO Oxide and H’;/(fwWc.—All the agents which dissolve the metal, dissolve also 
its oxide and hydroxide. 

(c) Salts, — The chloride, bromide, iodide, chlorate, nitrate ( 6 aq), and 
acetate (iaq) are deliquescent; the sulphate (7aq) is efflorescent. The 
chloride is readily soluble in alcohol in all proportions (Kremers, Pogg,„ 
115, 380). The sulphide, basic carbonate, phosphate, arsenate, 
oxalate, and ferrocyanide are insoluble in water; the sulphite is sparingly 
soluble. The ferrocyanide is insoluble in hydrochloric acid (Fahlherg, Z., 
18T4, 13, 38(0- The sulphide is almost insoluble in dilute acetic acid (sepa- 
ration from MnS). All zinc salts are soluble in ZOH and NaOH except 
zinc sulphide, and all in NH 4 OH except ZnS and Zn 2 re(C!Nr)e . 

6 . Eeactions. a , — The fixed alkali hydroxides precipitate zinc hydroxide, 
Zni OH )2 , white, soluble in excess of the precipitant forming an alkali zincate: 

ZnCl* 4- 2KOH = Zn(0^i 4- 2KC1 
Zn(OH)a 4- 2KOH ^ K,ZnO, -f 2HkO 

Ammonia precipitates from neutral solutions free from ammonium salts, 
zinc hydroxide, soluble in excess of ammonia or ammonium salts forming 
complex zinc ammonia ions: 

ZnC^s 4 " 2 HH 4 OH ^ Zn(OH)i 4 ~ 2 HH 4 €^ 

Zn(OH), 4- eNH, = Zn(NH,),(OH), 

♦ Muir and Robbs. C, N,. 1882. 45. 09. 



§135, 6A. 


ZINC. 


185 


The precipitate of zinc hydroxide dissolTes more readily in excess of the 
alkalis at ordinary temperature than when heated. Unless a strong excess 
of the alkali be present, boiling causes a precipitation of zinc oxide, more 
readily from the solution in ammonium hydroxide than in the fixed 
alkalis. The presence of other metals — as iron or manganese — ^makes 
necessary the use of much more alkali to effect solution. An alkali solu- 
tion as dilute as tenth INTormal does not dissolve zinc hydroxide, no matter 
how great an excess be added (Prescott, J. Am. Soc.^ 1880, 2, 29). 

Alkali carbonates precipitate the basic carbonate, Zn 5 ( 0 H)g(C 03 ) 2 , white, 
soluble in ammonium carbonate, readily in alkali hydroxides (Kraut, Z. 
anorg., 1896,. 13, 1). Carbonates of Ba, Sr, Ca, and Mg have no action 
at ordinary temperatures (separation from Fe'", A1 , and Cr'"), but upon 
boiling precipitate the whole of the zinc. 

&. — Alkali cyanides, as KCN’ , precipitate zinc cyanide, ZnL(01T)a , white, 
soluble in excess of the precipitant. Alkali ferrocyanides, as !K 4 re(ON)<j , 
precipitate zinc ferrocyanide, ZnaPeCCN), , white (5c). Alkali ferricyanides, 
as KsFeCCK)*, precipitate zinc ferricyanide, Zii*(Pe(CN) 6 ) 2 , yellowish, c. — 
See 5c. d.— Sodium phosphate, Na^HPO^ , precipitates isino phoapTuite, soluble 
in alkali hydroxides and in nearly all acids. 

e , — ^Hydrosulphuric acid precipitates a part of the zinc from neutral 
solutions of its salts with mineral acids, and the whole from the acetate; 
also from other salts of zinc, by addition of alkali acetates or monochlor- 
acetic acid, in small excess (separation from Mn , Co , Ni , and Fe) (Berg, 
Z., 1886, 25, 512): ZnCl^ + + H^S = ZnS + 2KC1 + 

2HC^302.* That is: Zinc sulphide is not entirely soluble in dilute acids, 
though much more soluble in mineral acids than in acetic acid. The 
precipitate is white when pure. MkaH sulphides completely precipitate 
zinc as sulphide, both from its salts with acids and from its soluble com- 
binations with alkalis. 

Concentrated solutions of sodium sulphite precipitate solutions of zinc salts 
as basic zinc sulphite; or if the solutions be too dilute for immediate precipita- 
tion, boiling will cause the immediate formation of the bulky white precipitate 
of the basic sulphite (Seubert, Arch, Pharm.y 1891, 229, 316). f, — ^If a hot con- 
centrated zinc chloride solution be treated with ammonium hydroxide until 
a precipitate begins to form, a basic chloride, 2ZiiOl2.9ZnO , will separate out 
upon cooling as a white precipitate (Habermann, M., 1884, 5, 432). 

g , — Zinc salts are precipitated by solutions of alkali arsenites and arsenates, 
forming respectively zinc arsenite or arsenate, white, gelatinous, readily solu- 
ble in alkalis and acids, including arsenic acids. A.— Normal potassium dfciro- 

• In the equation for acetic acid, «b =slcc, a and b, the concentrations of the H and €,11,0, 
ions respectively, are small, c Is large, and h, the so-called ‘‘dlssociation-comstant,” to which 
the strength of the acid Is proportional, is very smaU. But addition of the fuUy-dissooiated 
sodium acetate to the likewise oompletely-ionized hydrochloric acid gives a solution containing 
the ions in very large oonoentration and practically none of the nonrdlseoolated aoetio acid. 
To restore equilibrium the H ions of the HOI unite with the acetic ions of the sodium acetate, 
leaving Ha and Cl ions in the solutioii. The displacement of a weak acid from its salt hr a 
strong one lies then not so much in an attraction of the strong acid by the base as in the te^* 
deaoy of the weak acid to form the non-lonized moleeule* 
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mate forms, -n-ith solutions of zinc salts, a vello^^' nrecioitate really soluble 
in alkalis and afids, including ohronuc acid, bo precipitate is formed with 

With sodium carbonate, on charcoal, before the blow-pipe, com- 
poiinds^if zinc are reduced to the metallic state, 

then oxidized in the air, and deposited as a non-volatile / rirenared 

hot and white when cold. Tf this coating, or zinc oxide ’ 

be moistened with solution of eolialt nitrate and again ^ 

green color tBloxam, J. C., WK, 18. 08). With borax or microcosmic salt, zme 
compounds gi^e a bend which, if strongl 3 ' saturated, is yellowish when hot, 
and opaque white when cold. 


8. Detection. — After the removal of the first three groups, the Zn is 
precipitated with Co , Ni and Mn from the ammoniacal solutions hy H,S . 
Digestion of the precipitated sulphides with cold dilute HCl dissolves the 
Mn and Zn a.s chlorides. The solution is thoroughly hoiled to expel the 
HaS and the zinc changed to Ha^ZnOj by an excess of NaOH , which precipi- 
tates the manganese as the hydroxide. From the alkaline filtrate HjS gives 
a white or gra.vish-white precipitate — evidence of the presence of Zn . 


0. Estimation. — (/) Z^^nc is weighed as an oxide, into which form it is 
hrotight by simple ignition if combined with a volatile inorganic oxyacid, 
otherwise it should be changed to a carbonate and then ignited. ^ (2) It is 
converted into a sulphide, and after adding powdered sulphur 
a stream of hydrogen or hydrogen sulphide, and wei ghe d as a sulphide (Kunzeb 
Z, 373), (t?) It may be converted into ZuNH^PO*, and, after drying 

at 100®, weighed. Ignition converts it into Zn.,,p 30 j , with slight loss of zinc. 
(A) Volumetricallv, bv converting into ZiijP6{C!Nr)e and with potas- 

sium permanganate or by using FeOls acidulated with HCgHjOa as ^ternal 
indicator (Voigt, Z. d^Wf/eir, 1889, 307). (o) By precipitation as Zn,(Fe(CN)») 3 , 
treating the precipitate with potassium iodide and titrating the liberated iodine 
(Mohr, mnf/L, lb58, 48, 115). (6') By titration in hydrochloric acid solution 
with K^FeCClTjfl , using a uranium salt as an indicator (Fahlberg, Z., 1874, 13, 
379; Koninck and Pro.st, Z. anfjetc., 1S96, 508). (7) By titration in alkaline 

solution with 170,8, using a copper salt as an indicator. (8) The zinc is pre- 
cipitated as ZnMrH 4 As 04 , the precipitate decomposed with HI and the liber- 
ated iodine titrated tvith standard Na^SaOs (Meade, J, Am, >Si 0 C., 1900, 22, 353). 


10. Oxidation. — Jletallic zinc precipitates the free metal from solutions 
of Cd, Sn, Ph, Cn, Bi, Eg, Ag, Pt, An, As, Sb, Te, In, PeS Co, 
Hi, Pd, Eh, It, and Os (Ginelin-Kraut, Handbucli, 1875, 3, 6). Zinc 
with copper (zinc-copper couple;, used in water analysis) reduces nitrates 
and nitrites to ammonia, chlorates to chlorides, iodates to iodides, ferri- 
cyanides to ferrocyanides, etc. (Thorpe, /. (7., 1873, 26 , 541). Solutions 
of chromates are reduced to chromic salts, ferric salts to ferrous salts, 
and compounds of manganese having more than two bonds are reduced to 
the dyad in presence of some non-reducing acid. Zinc is precipitated as 
ihe metal from acetic solutions by Mg (Warren, <7. W., 1895, 71, 92). 
The oxide is reduced to the metal by heating in a current of hydrogen 
(Derille, A. (7ft., 1855 (3), 48 , 477). 


iDaviwi. J, Cm I®®, 28, 90. 



§136. Comparison of some Reactions of the Iron and Zinc Group Bases. 

In Water Solution, as Chlorides, Nitrates, Sulphates, etc. 
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§137. Table for Analysis of the Zinc Group (Fourth Group) 
(Phosphates and Oxalates being absent). 

Into the clear ammoniacal filtrate from the Third Group pass Hydrogen Svl-- 
phide^ and if a precipitate appears, warm until it subsides. Filter and wash 
with a one per cent solution of NH4CI . (Test filtrate, in which H2S gives 
no precipitate for the Fifth Group.) 

Precipitate: CoS , NiS , MnS , ZnS . 

Treat on the filter with cold dilute Hydrochloric Acid (1-4). 


Besidue: CoS , NiS * (black). 

Test with the borax bead. A blue 
bead indicates cobalt, (§132, 7). 

Dissolve the remainder of the sulphides 
in nitro-hydrochloric acid or HCl + 
crystal of KCIO3 . Evaporate to ex- 
pel excess of CL , neutralize with 
XUH4OH and divide into two parts. 


For Cobalt: 

Add NaHCO^ and 
HjOj ; warm 
gently and filter. 
A green color to 
the filtrate indi- 
cates cobalt 
(§U0). 

If sufficient nickel 
be present to ob- 
scure the blue 
bead, add to the 
solution of the 
sulphides ( §133, 
7) an excess of ni- 
troso-i?^naphthol 
in acetic acid so- 
lution (§132, Ob); 
filter, wash, and 
test the brick-red 
precipitate with 
the borax bead. 

The filtrate may be 
tested for nickel. 


Study §132, 6c, 

§136, §138, §139, 
§140, §141, §144, 
§136 and ff. 


For Nickel: 

Add dimethyl-gly- 
oxime and warm. 
A scarlet precipi- 
tate shows nickel. 

Or: Add excess of 
hot £OH and Br, 
boil, filter, wash 
(until filtrate 
gives no precipi- 
tate with .^NOs), 
add solution of 
hot El and test 
the filtrate with 
CSj. If free io- 
dine appears, 
nickel is present 
(5133, 6^. 


Study the text at 
§133, 6a, b, e and 
/; §132, 66 and c; 
§138, §138, §139, 
§140, |l41 §144 
§146 and#. 


Solution: MnCL , ZnCl2(H2S,HCl). 

(traces of C0CI2 and NiCL.) 

Boil the solution thoroughly to remove the 
H2S , cool, and add a decided excess 
of potassium or sodium hydroxide and 
bromine water and heat (§136, 6a). 
Filter and wash 


Precipitate : 

|Mn02 (traces of Co(OH)3 andl 
Ni(OH)3 . 

Dissolve in HNO3 -|- a small 
amount of H2O2 and boil. 
(If Co and Ni were present 
precipitate the manganese 
from this solution by 
NH4OH -f H2O2 and boiling.| 
Filter, wash and redissolve 
in HNO3 -f H2O2 and boil.) 
Boil with HNO3 and Pbj04 
or Pb02. Manganese will 
give the reddish purple color 
, ofHMn04(§134,6c). Man- 
ganese may also be tested 
for, by pouring diamine over] 
the M11O2 if Co and Ni are 
absent, or if they are pres- 
ent, by pouring it over the 
precipitate of Mn(OH)s 
obtained W precipitating 
with NH4OH -h H2O2 . 
Manganese gives a reddish 
purple precipitate. 
Dark-colored original solu- 
tions indicating an alkali 
salt of manganese should 
be reduced by warming 
with HCl before proceed- 
ing with the analysis ( §134, 
6c and 6/). 


Confirm by study of the text 
§134, 7, §136, §138, §139, 
§142, §143, §144, §146 and 


Solution: 

E2Zn02 

Test for 
zinc by 
adding 
H2S. A 
white pre- 
cipitate 
(2^S) in- 
dicates 
zinc. 


Study the 
text at 
§136, 6a 
and e, 

§136, §138, 
§139, §142, 
§143, §144, 
§146 and# 


* Small portions of cobait and nlckdl sulphides may be dissolved by the cold dilute HCl, 
and wiU be predplUted with the Mn(OH)f . 
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§140. DIRECTIOXB FOR AXALYSIS WITH HOTES. 

Directions for the Analysis of the Metals of the Fourth G-roup. 

§138. Manipulation. — Into the warm strongly atnmoniacal filtrate from the 
third group (§128) , H^S gas is passed until complete precipitation is obtained: 
MuCla. 2 NH,Cl + 2 NH 4 OH + HjS = MnS + 4 NH 4 CI -f- 2 HjO 
(irajaZnOa + 2 H.S = ZnS + + 2 HaO 

The solution is wanned until the precipitate subsides, allowed to stand 
for a few minutes, and is then filtered and the precipitate washed with 
hot water containing about one per cent of NH^Cl (§139, 2). The filtrate 
should be again tested with H 2 S and if complete precipitation has been 
obtained it is set aside to be tested for the metals of the succeeding groups 
(§191). The well washed precipitate of the sulphides of Co , Hi , Mn , and 
Zn is digested on the filter or in a test-tube with cold dilute HCl (one part 
of reagent HCl to four of water) : MnS 4* ^HCl = MnCL + HoS . The 
black precipitate remaining undissolved contains the sulphides of Co and 
Hi, the filtrate contains Mn and Zn as chlorides with an excess of HCl 
and the HgS which has not escaped as the gas. 

§139. Nates, — (I) Instead of passing the HjS into the ammoniacal solution, a 
freshly prepared solution of ammonium sulphide may be used. The yellow 
ammonium sulphide, (NH 4 ) 2 Sx, should not he employed to precipitate the 
metals of the fourth group, as nickel sulphide is quite appreciably soluble in 
that reagent (§138, 6 e). 

(2) The sulphides of the fourth group, especially MnS and ZnS , should not 
he washed with pure water, as they may be changed to the colloidal sulphides, 
soluble in water. The presence of a small amount of NH 4 CI prevents this, and 
does not in any way interfere with the analysis of the succeeding groups. 

(5) If the precipitates are to be treated on the filter with the dilute HOI, 
the acid solution should he poured on the precipitate three or four times. For 
digestion in a test tube, the point of the filter is pierced and the precipitate 
washed into the test tube with as little water as possible. 

(4) The sulphides of Co and Hi are not entirely insoluble in the cold dilute 
HCl , and traces of them may usually be detected in the precipitate for Mn 
(§137, footnote). 

(5) Dilute acetic acid readily dissolves MnS but scarcely attacks ZnS (§135, 
6 e). If desired, dilute acetic may be used, first removing the Mn and then 
adding dilute HCl to dissolve the Zn . 

{6) If large amounts of iron are present, a portion of the Mn will always 
appear in the third group (§134, 6 a), and is detected by the green color of the 
fused mass when testing for Cr: 3Mn(OH)a -j- 4KNOg Hh HaaCO, 2 K 3 Mn 04 -|- 
Ha^MnO^ -f- 4HO -{- CO, SHjO . Too much HNO, in the oxidation of the 
iron favors this precipitation of Mn with Fe'" due to the oxidation of the Mn to 
the triad or tetrad combination. 

(7) Small amounts of the Fifth Group elements are carried down with the 
ammonium sulphide precipitate. As much as 5 mg. of barium may be present 
in this precipitate (Curtman & Frankel, J, Am, Soc., 38, 724, 1911). 

§140. Manipulation. — The black precipitate of cobalt and nickel sul- 
phides should first he tested with the borax bead (§141, S) for the bine 
bead of cobalt (delicate and characteristic but obscured by the presence 
of an excess of nickel (§132, 7)). The sulphides are then dissolved in hot 
HCl , using a few drops of HHO, (§141, 1 ), and boiled to expel excess of 
HHO, : 6 (JoS + 12HC1 -f 4HH0, = 6 G 0 CI 3 + 38^ + 4Ha + 8H,0. 
Divide the solution into three portions : To one portion of the solution 
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add an excess (§142,;?) of nitroso- /^-Kaphthol, filter, and wash with hot 
water and then with hot HCl (§132, 6&)- Test the red precipitate with 
tho ])orax head for cobalt. Iicnder the filtrate ammoniacaL filter again 
and tost this last filtrate with HoS for the black precipitate of NiS (§133, 
‘)h and *0- To another portion of the solution add NaHCO^ in excess, 
then add warm and filter, a greeti color to the filtrate indicates 

cobalt (§132, 10). The third portion of the solution is boiled with an 
excess of KaOH , bromine water (10, §§132 and 133) is added and the solu- 
tion is again boiled. The black precipitate of the higher hydroxides 
(§141, .4) of Co and Ni is tliorouglily washed with hot w^ater and then 
treated on the filter with hot solution of KI (§133, 6/), catching this last 
filtrate in a test-tube containing CSg (§141, 6). Free iodine is evidence of 
the presence of nickel. 

§141. Xot€8. — (I) ELNOi interferes with the nitroso-y^-naphthol reaction that 
follows the solution of the sulphides of Co and Ni , hence an excess is to be 
avoid ed- A crystal of KCIO3 may be used instead of HNO3 . 

(*?) If an insufficient amount of nitroso-jS-naphthol has been used a portion 
of the cobalt may be in the filtrate and will give the black precipitate for 
nickel. The filtrate must be tested with the reagent to insure complete 
removal of the cobalt. 

(»b Test with the borax bead as follows: Make a small loop on the end of a 
platinum wire, dip this loop when hot into powdered borax, and heat the 
adhering mass in the flame until a uniform transparent glassy bead is obtained. 
Uepeat until a bead the size of a kernel of wheat has been made. Bring this 
hot bead into contact with the x^recipitate or solution to be tested and fuse 
again in the burner flame. Allow the bead to cool and notice the appearance, 
A de«»p blue indicates cobalt, obscured, however, by a large excess of nickel. , 

(}) The nickel and cobalt may also be oxidized for the Kt test as follows; 
Add five or ten* drops of bromine to the solution to be tested in a beaker, 
w'arm on a water bath under the hood until the bromine is nearly all expelled, 
then add rapidly an excess of a hot saturated solution of Na*CO, . The black 
precix)itate so obtained will filter rapidly. 

(.1) The test for nickel by adding KI to the mixed higher oxides of cobalt 
arici nickel is characteristic of nickel and is also a very delicate test. Fully 
nine-tenths of the cobalt salts sold for chemically pure, show the presence of 
nickel by this test. 

(6*) In the reaction of nickelie hydroxide with potassium iodide some potas- 
sium iodate is formed and a greater amount of free iodine will be obtained if 
a drop of hydrochloric acid be added to the filtrate: KIO3 -j- 5KI -j- 6HC1 = 
3I3 -f fiKCl -f- m^o 

(7) If the sulphides of Ni and Co be digested with yellow ammonium sul- 
phide, a x)ortion of the NIS will be dissolved (§133, 6e) and may be reprecipi- 
tated as a gray precipitate (black with free sulphur) upon acidulating the 
filtrate with acetic acid. It is not a delicate test. 

§142, Manipulation. — The solution of tlie sulphides of manganese and 
zinc in cold dilute hydrochloric acid is boiled thoroughly to insure the 
removal of the lujdrosulphuric acid (§143, f), cooled (§135, 6fl), and then 
treated with an excess of sodium hydroxide. The zinc forms the soluble 
zincate, ISTayZnOj , while the manganese is precipitated as the hydroxide, 
white, rapidly turning brown by oxidation : 

MnCla + 2KaOH = M3i(OH), + SKCa 

ZuCl, + 4jraOH = Na,2n0, + aNaOl + 2^,0 
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Filter and test the filtrate with , a white or grayish-white precipitate 
indicates zinc (characteristic). Dissolve the well washed precipitate of 
Mn(0H)2 in nitric acid and boil with an excess of lead peroxide, adding 
more nitric acid. A violet color to the nitric acid solution indicates the 
presence of manganese (very delicate and characteristic): 

2 M[n(OH), + SPbOo -f- lOHNOa = + 5Pb(NO,), + CH,0 

§143. Xotes . — /. If the HnS is not oompietely removed the Zn will be pre- 
cipitated as the sulphide upon adding* the NaOH , and will not be separated 
from the manganese: ZnCl^ + HoS -f 2NaOH = ZnS -{- aNaCl + . 

£, Frequently the precipitate of zinc sulphide is dark gray or almost black. 
This is usually due to the presence of traces of other sulphides. If iron has not 
been all removed, through failure to oxidize completely with the nitric acid, 
it may appear as a precipitate with the manganese, and also as a black precipi- 
tate with the zinc sulphide. 

5. Small amounts of Co and Ni are frequently dissolved by the cold dilute 
HCl and will appear with the precipitate of MufOHla . They do not interfere 
with the final test for manganese. 

4. The precipitate of Mii(OH )2 must be washed to remove all the chloride, 
as the manganese will not be oxidized to permanganic acid until the chloride 
is completely oxidized to chlorine. 

•S. Instead of PbOo , red lead, FbaO* , is frequently employed with the nitric 
acid to oxidize the manganese to permanganic acid: 

2M[n(OH)2 + SPbaO^ + 30 JECNO , = SHMnO, + 15Pb(3Sr03), + ICHoO 

6 *. It is very difficult to proeuie PbOg or Pbs 04 w’hieh does not contain traces 
of manganese. The student should alw^ays boil the lead oxides with nitric acid, 
and if a violet -colored solution is formed, this should be decanted and the 
operation repeated until the solution is perfectly colorless after the black 
precipitate of PbO^ has subsided. Then the unknown solution in HNO 3 may 
be added and the boiling repeated to test for the manganese. ^ 

7, The student is not advised to apply the permanganate test to the original 
substances. All reducing agents interfere, and MnOj frequently fails to give 
permanganic acid when boiled wdth PbOa and HITOj until after reduction 
(§134, 6 c). 

Analysis of Iron and Zinc Groups after Precipitation by Ammonium 

Sulphide. 

§144. It is preferred by some to precipitate the metals of the third 
and fourth groups together^ hy means of ammonium sulphide; using 
ammonium chloride to prevent the precipitation of magnesium (§189, 5& 
and 6a), and to insure the complete precipitation of the aluminum as the 
hydroxide §124, 6a). In the manipulation for this method of separation, 
the H2S is not removed from the second group-filtrate, nor is nitric acid 
used to oxidize any iron that may be present. To the second group filtrate 
(§80), warmed, an excess of NH^Cl is added (§189, 5c), then NH4OH till 
strongly alkaline, and, paying no attention to any precipitate that may he 
formed (6a, §§124, 125 and 126), normal ammonium sulphide is added (or 
what is equivalent H^S is passed into the alkaline mixture). Alu mi num 
and chromium are precipitated as the hydroxides^ the remaining metals as 
the sulphides. The following table illustrates a plan of separation of the 
ammonium sulphide precipitates of the third and fourth group metals, 
phosphates being absent: 
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* The cold dilute HOI frequently dlsaolyes traces of cobalt and nickel aulohldcs iQt37t footnote). 
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§145. The presence of phosphates greatly complicates the work of the 
analysis of the metals of the third, fourth, and fifth groups. The phos- 
phates of the alkali metals are soluble, those of the other metals insoluble 
in water. As the solutions for precipitation of first and second group 
metals are acid; phosphates remain in solution and do not in any way 
interfere with the analysis for the metals of those groups; i. a., silver 
phosphate in nitric acid solution is readily transposed by HCl ; copper 
phosphate in acid solution is readily transposed by HgS ; etc. 

§146. When the filtrate from the second group is rendered strongly 
ammoniacal (§128) the phosphates of all the metals present, except those 
of the alkalis, are precipitated. Phosphates of cobalt, nickel and zinc are 
redissolved by an excess of ammonium hydroxide. Freshly precipitated 
ferric phosphate is transposed by the alkali hydroxides (incompletely in 
the cold). The phosphates of Al, Cr, and Zn are soluble in the fixed 
alkalis, the solution of chromium phosphate is decomposed by boiling, 
precipitating Cr( 0 H )3 and leaving the alkali phosphates in solution. 

§147. In analysis a portion of the filtrate from the second group (after 
the removal of the HgS) (§128) should be tested for phosphoric acid with 
ammonium molybdate (§75, 6d). If phosphates are present the usual 
methods of analysis for third, fourth, and fifth groups must be modified. 
Several methods have been recommended : 

§148. First. — To the filtrate from the second group, HgS, being re- 
moved (§128), an excess of the reagent ammonium molybdate is added, 
the mixture set aside in a warm place for several hours, until the yellow 
ammonium phospho-molybdate has completely formed and settled 
(§75, 6dl). Filter and evaporate nearly to dryness to remove the nitric acid. 
Take up with water and a little hydrochloric acid if necessary to ohtaiita 
clear solution, and remove the excess of molybdenum with HgS (§75, 6e). 
From this point proceed by the usual methods of analysis (§§127, 128 
and ff.). 

§149. Second. — ^Precipitation of the phosphate as ferric phosphate in 
acetic acid solution. This method of separation rests upon the fact that 
the phosphates of the fourth group and of the alkaline earths are soluble, 
and the phosphates of Al , Cr'" and Fe'", insoluble in acetic acid. 

To the filtrate from the second group, freed from HjS by boiling (128), 
and nearly neutralized with BTasCO^ , an excess of STaCaHjOg is added and 
then FeClj solution, drop by drop, as long as a precipitate is formed. 
Care must be taken to avoid an excess of FeClg , as the ferric phosphate 
is soluble in a solution of ferric acetate. As soon as the phosphate is all 
precipitated the hlood-red ferric acetate is formed at once, indicating the 
presence of a suflSeient amount of FeCls . The mixture should be boiled 
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to precipitate the ferric acetate as basic ferric acetate (§126, 65) and at 
ence filtered. 

Upon the addition of the sodium acetate the aluminum and chromium 
are precipitated as phosphates, provided there be sufficient phosphate 
present to combine with them; if not the whole of the phosphate will be 
precipitated and the first drop of FeCl., will give a red solution showing 
the addition of that reagent to be unnecessary. 

By the above method of manipulation any iron present in the original 
solution is in the ferrous condition and does not react to precipitate the 
phosphate, as ferrous phosphate is soluble in acetic acid. If tlie iron has 
been previously oxidized with nitric acid it will react with the phosphate 
upon the addition of the sodium acetate; but if there be more iron present 
than necessarj" to combine with the phosphate, the red ferric acetate solu- 
tion will be formed with the excess of the iron and render the precipita- 
tion of the phosphate incomplete. In this case the previous oxidation of 
the iron is detrimental. 

If alkaline earth salts are present in quantity more than sufficient to 
combine with the phosphoric acid radical not all of these metals will be 
precipitated with the third group metals upon the addition of animoninm 
hydroxide. The table (§162) illustrates the separation of the metals in 
presence of the phosphates by the use of FeClj in acetic acid solution. 

§160. Third. — A method of separation of the third group metals with 
phosphates from the remaining metals is based upon the action of freshly 
precipitated harixun carbonate. Solutions of A1 , Cr'", and Fe'" are pre- 
cipitated as the hydroxides by digestion in the cold with freshly precipi- 
tated BaCO, (6a, §§124, 125 and 128): ^AlCl, + 3BaC03 + = 

2Al(OH), + SBaCln + SCO^ . Solutions of the chlorides or nitrates of 
the fourth group and of the alkaline earths are not transposed by cold 
digestion with BaCO, . Sulphates of the fourth group are transposed by 
freshly precipitated BaOO, in the cold: C0SO4 -f BaCOg = BaS04 + 
OoCO, , etc.; and must not be present in this method of separation 
(§126, 6a). 

If an excess of ferric chloride be present the phosphates will all be 
precipitated as ferric phosphate and the Al, Cr"' and excess of Fe'" as 
the hydroxides upon tiie digestion with BaCOj . The table (§153) gives 
an illustration of the use of the BaC 03 in effecting the separation. 

It should be observed that presence or absence of FeClj or of BaCO^ in 
the sample must be fully determined before their addition as reagents. 

§151, Oxalates do not interfere with the usual course of analysis of the 
first two groups of metals; with the other metals oxalates interfere very 
much the same as phosphates. They, however, with other interfering 
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organic matter, can readily be removed by ignition. If the presence of 
an oxalate has been established (§§188, <>/; and 227,8), the second group 
filtrate should be evaporated to dryness, moistened with concentrated 
HNO. and gently ignited. The residue, dissolved in HCl, is then ready 
for the usual process of analysis. For the analysis in presence of silicates 
and borates the student is referred to the text under those elements 
(§§249, 8 and 221, 8). 



196 iRON, ZINC AND CALCIUM GROUP METALS. § 152 . 




§i5i 


Ikov, zmc Akb CALCWM QkOVP MbtALS. 


I9f 



■ 

■-• ^ ^ 5Jl t-4 

8t (V u r4 ^ eOQ 

^ 5 als| 

• (2 ^ ^ so ^ 

s Cj ‘rt a* 

« a w 2" £ 

609 O « O « 

^ r#* ^ ® r< 

5 '^5*2 

P N .tJ ^ 

S ofc 

|S*^ 2 SlS 
m 3 6 S © i 

"S' - S.|d 




1J 


I-Sm 

sailli 


9 ^ CQ •* 

*-aa 

Iasi'S” 

PS te- ^ _j 

a •• P « rr? 




f-i ■ s 


^ O o 

5 14 j| ^ 


o 


■ '<3 
o; 

ft ^ 


03 . „ . 

2 .^0^3 

}w S «w 
rH P M ^ 
-^§1 
5‘g 

"Xi ^ uA 
d «3 


,4^ a; 


^ O 
c; ^ d« 

ci ti y eoB 
c; 

P -go 

t&°M 

« © S'3 

'tf fP P 

rg i+J Cj 
<1 


P i 

pT; c 3-^5 
o c> W 

«'st'i 

p s g ^ 

- p M 

I— I , ffj 

PSI 

P .cs« 

J-t P pfl "Jf 
fij CD .d ® 

‘■H ” OfP 

IS «H P ^ 

B f 

%£ ^«h2 
^ ^ P ® eoo 

rP o — 

I.'S p ai o ^ 
t> oj o S 
p p 

W 0) p K ^ 
O jS C ^ p 
fccs: ^ cj 45 


1-4* 

0 

d g 
a 

^ i P *d 

■^i^g 

& 

gd 

0 © 

6H 

a 

1=1“ 
P © ® © 

€ 

m 

ID © 
— f4 

p^ 

0 

u © 

•H c8 

2 © 

5 

'll '".a 

flp ZB 

q 

'Sii&S ^ 


d 

2 d 

igM: 

J* 

2 &“ 

p,p<^© 
© ^ 

0 

P 

rt .2 

d © . 

ft .£3 © 


o 

•H 


§ - 

I 

P 42 O 

HD '— <- 
P, 

P 


O 

*P 'P 
$ P 
P 

3 
p?*S 
o p 

« >9 

1H o 


5SS 

.^P.S 
^ o 
-2 *« ^ 

2 ®liJ 2 ^ 
Pftw o 
O « P 4a 

3 - '*.22 

Isgjs^ 

3°W'"'3« 

• P 

ft-rjS'S)" 

ooS S 'c 

fe ^ P »o 

111^1" 


o taX-H 
?-i •'“' P P 

'P P 

s'^sl 

|lr 

o 6o©t*< e 
JJ-Sa-o® 
S ^ ^ "S 

© 2 rrt *§2 

Ca •'P 2 

« TS ’P 609 

rd P 

p2 M «.© 

faM I P-S 

"p ^ 

PPdS P 

’S >s P w P 

-6^1 

^ P p^ 2 

©.§ Q ©4:^ 

o S £ 

^ 5 a} ^ K 

P 9-^ 

i^agsl 

J^P-S © 4 a 


p a 

p g 

o 0 g 

-p P 

-g^ 

p 

w y W 

fa 

« (H Q 

'd'*" 

5 © 

<! d 

s 


€ 


■ 3 ,: 


*3 85 

® - a 

O s s 

".«! 

^ — P 

a 

a © 

N 

oil 

ji wt;« 

^ p d 
d © fi 
d ^ p 
*< 


ill 

l°l 

W rja 

d Ci 

; P 
a o 

^(S 
©^ 
° --g 

M © a-» 

; SP 
3 


I © » • 

oS ©S 
^2dr 


o « 


d fP P © 
•P ^ -P O 

im I- 

S'E”<f : 

Il'SS! gj 


a « 

e **' o 

© © 2 "3 ^ ' 

45 d S S'® 
+j cs cS ■+-> o . 


S 


* a 

*-4 

O £» 

W’^a 

"'S'S 

-s I s 
5 «!•§, 
-ass 

»d* 


"■ail 
s >S ^ 

ft © - 
© © o ©c 

© > *H P £• 
5 ©CO 
£] O'P !g»H 

gg'Se 

p 



2-p 


•, p 
© a 

d n3 

^'P 

ftp 

© m-f 

o 2 
44 P 


.. 'P. p J & *43 

s POO ^ © 


•43 p y ^ ffl ^ 

S’SKgS-^ 


CQ Id ^ «H 2*3 
©.So ^43 
P ^ M g p 

2 .‘s © ^ S 

Jl^ 


© 

•S i^" 

H O 
© ^ 

"S *C M3 

tfl^ 

p4 P W 
© 0 

■2?? 

^-3 a 

f^ « 

o 

|m5 






CMHl VM—(VL ( 'MB I UM. 


§1S4. 




The Rarer Metals of the Irox axb Zixc Groups. 

Cerium, Columbium (Niobiurn), Difhiiniiini^ Erbium, Gallium, Glucinum 
(Beryllium), Indium, Lanthanum, Eeodymium, Praseodymium, Sama^ 
rium, Scandium, Tantalum, Terbium, Thallium, Thorium, Tita- 
nium, XTranium, Vanadium, Ytterbium, Yttrium, Zirconium. 

§154. Cerium. Ce = 140.25. Valence three and four. 

Specific gravity, 0.628. Melting point, 640® [Cir, B. of S., 1915). Cerium is 
a comparatively rare metal, never found native; it is found in many minerals in 
Sweden, especially in cerite, which is chiefly a silicate of Ce , La , Ne , Pr , A1 
and Fe ; also found in a brick-making clay near Frankfurt, Germany (Stro- 
hecker, J. pr,, 1886, (2), 33, 133 and 260). It was first described in 1803 by 
Klaproth, but in 1^9 Mosander shovred the supposedly pure cerium oxide to 
consist of oxides of at least three metals: Ce , La , 1> (Ne and Pr) (Pogg., 1842, 
56, 503). Commercial “cerium’' consists of all of these metals m varying pro- 
portion and is known as mixed metal (misch metal). The metal is obtained 
from the chloride, CeCl? , by electrolysis or by heating with sodium. It is a 
steel-gray, lustrous, malleable, ductile metal; fairly stable in air under ordinary 
conditions. When heated in air it burns with incandescence. The impure 
commercial cerium is alloyed with iron and other heavy metals and used in 
friction ignition devices. The iron alloy is knowm as auermetal. It burns in Cl , 
Br and m vapor of I , S and P • Soluble in acids. Two oxides are known, 
Ce^Oj and CaO^ , forming two classes of salts, cerous and ceric, the latter being 
less stable. Ignition in air or oxygen changes Ce203 to CeOi . CeiOa is white 
or gravish-white, soluble in acids and formed by igniting 002(003)3 , Cez(CiOi)s 
or CeOi in an atmosphere of hydrogen. Cerous salts are white and form color- 
less solutions in water. Ceric oxide, CeOj , is yellowish-white, orange-yellow 
when hot, soluble in acids with diflSculty; the hydroxide dissolves readily. 
Ceri(5 salts are yellow or red, forming yellow solutions. Ceric hydroxide, 
Ce(OH)4 , dissolves in HCl with evolution of chlorine, forming colorless cerous 
chloride. Sulphurous acid decolorizes solutions of ceric salts, forming cerous 
salts. Fixed alkali hydroxides and ammonium sulphide precipitate, from solu- 
tions of cerous salts, the white cerous hydroxide, turning yellow by absorption 
of oxygen, with formation of ceric hydroxide. The precipitate is insoluble in 
excess of the fixed alkalis (distinction from A1 and Ql). The precipitation is 
hindered by the presence of tartaric acid (distinction from yttrium). Ammo- 
nium ^droxide precipitates a basic salt; if H2O2 is added before neutralizing 
a reddish brown precipitate is formed [delicate test for cerium). Alkali cax- 
boziates precipitate cerous carbonate, soluble in excess of the fixed alkali car- 
bonates. Oxalic acid forms cerous oxalate, white, from moderately acid solutions, 
soluble in hot (NH4)iCs04 , but reprecipitated on dilution with cold water. The 
oxalate is less soluble in hot than in cold water. A concentrated solution of 
K:S04 forms the double sulphate, £306(804)3 » white, sparingly soluble in water, 
insoluble in £eS04 solution (distinction from Gl). £628203 does not precipitate 
cerium salts. BaCOj does not precipitate cerous salts in the cold, but precipitates 
them completelv on boiling. Ceric salts are completely precipitated by BaCOs 
in the cold. Alkali hypochlorites precipitate cerous salts as the yellow ceric 
hydroxide. If cerous nitrate be boiled with PbOi and EENO^ , ceric nitrate, a 
deep yellow solution, is formed (delicate test for cerium). Cerium gives no absorp- 
tion spectrum, but the spark spectrum shows several brilliant lines. 

§155. Colmnbium (Niobium). Ch = 93.5. Valence five. 

Columbium usually occurs with tantalum in such minerals as columbite and 
t.intalite; it is also found in tantalum free minerals as euxenite, pyrochlor, etc. 
The metal is prepared by passing the penta-chloride mixed with hydrogen 
r*peitelly through a hot tube. It is a steel-gray lustrous metal, specific gravity, 
7.06 at 15.6® Melting point, d:1700 (Cir. B, of S,, 1915). By ignition in the 
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air it burns readily to the pentoxide. Not attacked by chlorine in the cold, but 
when w^armed combines readily, forming CbCl® . The metal is not soluble in 
hydrochloric, nitric or nitrohydrochloric acid, but is readily soluble in hot con- 
centrated sulphuric acid, forming a colorless solution (Roscoe, C. N., 1878, 37, 
25). It forms several oxides, CbO , Cb 02 and Cb.Os. Columbic acid (anhy- 
dride) Cb.Os, is a white pow^der, yellow when hot (distinction from tantalum); 
it is obtained by ignition of the lower oxides, or by decomposition of solutions 
of the salts by winter or alkalis and igniting. CbO^ , black, is prepared by 
strongly igniting CbaOs in a current of hydrogen. CbsOfi , not too strongly 
ignited, is soluble in acids, from which solutions NH4OH and (NH4)2S pre- 
cipitate columbic add containing some ammonia. By mixing Cb20& with char- 
coal and heating in a current of chlorine, a mixture of CbOCb and CbCU is 
obtained. CbCls is a yellow crystalline solid (needles), melting at 194® and 
distilling at 240.5° (Deville and Troost, C. r., 1867, 64, 294). Upon treating 
the chloride with water, it is partially decomposed to columbic acid, a large 
portion remaining in solution and not precipitated by H2SO4 (distinction from 
tantalum). CbaOs not previously ignited dissolves in HP ; w’hich solution, 
when mixed with KP , the HP being in excess, gives a double fluoride, 2KP.CbF6; 
if the HP be not in excess, a double oxy-fluoride is obtained, 2 KP.CbOp 3 (Kruess 
and Nilson, R., 1887, 20, 1676). The potassium columbium fluoride is much 
more soluble than either the corresponding titanium or tantalum compounds. 
Fusion of columbic acid with the alkalis gives the columbates, the 'potassium 
salt being quite soluble in water and in potassium hyrlroxide; the s dium salt 
is only soluble in water after removal of the excess of the sodium hydroxide. 
From a solution of potassium columbate, soddum hy(^rxide precipitates, almost 
completely, sodium columbate. Carbon dioxide precipitates columbic add from 
solutions of columbates. Soluble salts of Ba , Ca and Mg form w^hitc bulky 
precipitates with a solution of potassium columbate. AgNOs gives a yellowish- white 
precipitate, CUSO 4 a green precipitate. CbzO^ in presence of HCl or H 2 SO 4 , 
gives a blue to brown color with Sn or Zn, due to partial reduction of the Ob (dis- 
tinction from tantalum). Fused with sodium meta-phosphate, columbic acid 
gives in the inner flame a violet to blue bead; a red bead by addition of FeSOi. 

cncA. • j Heodymixim. lJ'd= 144.3. Valence three. 

§ . 1 ymiuin — j Praseodymiiiin. Pr =140.9. Valence three. 

Spedfic gravity j 6.544. Melting points^ Neodymium, 840?; praseodymium, 
940? {Cir. B. of S., 1915). Present in cerite in Sweden and in monazite sand 
from Brazil. Didymium was reported about 1840 by Mosander, having been 
separated from cerium and lanthanum. In 1885 Welsbach (ilf., 1885, 6 , 477) 
separated didymium salts into two distinct salts, neodymium and praseody- 
mium. By the absorption spectrum bands other chemists are of the opinion 
that the so-called didymium consists of a group of elements, nine or more (Kruess 
and Nilson, R., 1887, 20 , 2166; Kruess, A., 1892, 266, 1 ). Concerning the 
separation of didymium compounds, see Dennis and Chamot (/. Am. Soc.j 1897, 
19, 799). By repeated fractionation of the nitrate (several thousand times) 
Welsbach obtained a pale green salt and a rose-colored salt, which gave dif- 
ferent spectra, but which, united, gave the spectrum of didymium. Didymium 
oxide absorbs water to form the hydroxide, which absorbs CO 2 from the air, 
but does not react alkaline to litmus. The salts are soluble in water to a reddsih 
solution. The saturated sulphate solution does not deposit cr 3 rstals until heated 
to boiliiig; while lanthanum sulphate predjntates from the saturated solution 
at 30°. Fixed alkalis precipitate the hydroxide: NH4OH , a basic salt; insoluble 
in excess of the reagents. Alkali carbonates form a bulky precipitate, insoluble 
in excess of the reagent, barium carbonate precipitates slowly but completely. 
Precipitation by alkalis is prevented by tartaric acid. Oxalic acid precipitates 
didymium salts completely, soluble with diflBiciilty in HCl . The double potas- 
sium sulphate forms much more slowly and less completely than with cerium. 
The salts give a distinct and characteristic absorption spectrum- Consult Jones, 
(Am., 1898, 20 , 345), Scheie (Z. anorg., 1898, I’L 319h Boudard (C. r., 1898, 
126, 900), Demarcay (C. r., 1898, 126, 1039), and Brauner (<7. N,^ 1898, 77, 161), 
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§157. ErMum. Er = 167.7. Talence three. 

Erbium has been prepared in the form of a dark gray powder. Spenfic gravity, 
4 77 ^15°. (Meyer, 20, 79.3, 1899). .As oxide or earth it is .de- 

scribed by Cleve (&. r., 1880, 91, 381) as that yttnum earth the most beautiful 
rose colored. It forms a characlenstic absorption spectrum, and a spark spec- 
trum with sharp lines in the orange and green. This earth has not been thor- 
oughly studied and quite probably conmsts of tte oxides of several 
baudran, C. r., 1886, 102, 1003; Soret, C. r., 1880, 91, 378; .Crooks,. C.^., 1886, 
54, 13 j. The oxide gives upon ignition an intense green light, it is not fusible 

or volatile. 


§158. GalUnm. Ga=69.9. Valence three. 

fipccific gruvity, the solid, at 23® to 24.5®, 5.935 to 6.956; the naelted, at 24.7®, 
6.069. Melting point, 30.15®; frequently may be cooled to 0® without again be- 
coming solid'. It is a grayish-white metal, crystallizing in octahaedra or in 
broad plates. It is quite brittle and gives a bluish-gray mark on paper. It 
gives a very weak and fugitive flame spectrum; the^ spark spectrum shows two 
beautiful violet lines. When heated in the air or in oxygen it is but slightly 
oxidized; does not vaporize at a white heat; soluble in acids and alkalis; 
attacked by the halogens (with iodine only upon warming). In the Periodic 
System it is the Ekaaluminum of Mendelejeff, who described the general prop- 
erties before the metal was discovered (C. 1875, 81, 969). It occurs in 2 iinc 

blende (black) from Bensberg on the Phine: in brown blende from the 
Pyrenees; and in some American zinc blendes (Cornwall, Ck. Z., 1880, 4, 443). 
It is prepared by electrolysis after previous purification of the ore by chemical 
methods. 4300 kilos of the Bensberg ore gave 55 kilos of pure gallium (:^is- 
baudran and Jungfleisch, C. r., 1878, 86, 475). The oxide, Ga^O* , is a whi^ 
powder obtained by igniting the nitrate. After strong ignition ^ 
insoluble in acids or alkalis. It is easily attacked on fusion with KOH 
or KHSO*. The alkalis and the alkali carbonates precipitate the salts 
as the hydroxide, perceptibly soluble in fixed alkali carbonates, more easily 
in ammonium hydroxide and in ammonium carbonate, and very readily in 
the fixed alkalis. Tartrates hinder the precipitation of the hydroxide. The 
salts of gallium are colorless and for the most part soluble in water. The 
neutral solutions upon warming precipitate a basic salt, dissolving again upon 
cooling. Excess of zinc forms a basic zinc salt which precipitates t!^ gallium 
as oxide or basic salt. BaCOs precipitates gallium salts in the cold. ]B^e((OT)« 
gives a precipitate, insoluble in BCOl , noticeable in very dilute solutions 
(1-175,000). does not precipitate gallium salts from solutions acid with 

mineral acids; from the acetate or in presence of ammonium acetate the 
sulpliide, GaaS, , is precipitated; (OTC4)aS precipitates the sulphide. Gallium 
chloride, Qads , is a colorless salt, melting at 76® and volatilizing at 215 to 
220®. The vapor density indicates the molecule to be GaaCl^ , which decomposes 
to Cla.C?l, at about 400® (Friedel and Kraft, O. r., 1888, 107, 306). Upon evapora^ 
ing a solution of the chloride on a water bath the salt is perceptibly volatil- 
ized, not so if H,80i be present. Gallium sulphate forms with ammonium 
sulphate an alum. For separation from other metals, see Boisbaudran, U. r., 
1883, 95, 410, 503, 1192, 1332. 


§159. Glncimim (Beryllitim). Gl = 9.1. Valence two. 

Specific gravity^ 1.85 (Humpidge, Proc* Roy. Soc.y 1871, 39, 1). Melting point, 
1360* 7 (Ctr. B, of S., 1915). It is a white malleable metal, obtainable in hexagonal 
crystals (Nilson and Pettersson, B., 1878, 11, 381 and 906). It was first dis- 
covered in 3797 by Vauquelin from beryl. The powdered metal takes fire when 
heated in air, burning with great brilliancy. It dissolves readily in dilute acids 
and also in alkalis with evolution of hydrogen. It does not decompose steam 
even at a red heat. It is a strongly positive element, in general properties 
between aluminum and the alkaline earths; as lithium is between the alka- 
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line earths and the alkali metals. It should be classed with the alkaline* earths. 
It is found in chrysoberyl, G1(A102)2 , in phenakite, Gl2Si04 , and in some other 
silicates. It is prepared by heating the chloride, GICI2 , with Na in a closed iron 
crucible (Nilson and Pettersson, Z. c.); or by heating the oxide, GIO, with Mg 
(Winkler, J?., 1890, 23, 120). The oxide, GIO , is obtained by igniting the 
hydroxide. It is a white infusible powder, soluble in acids and in fixed alkalis. 
The hydroxide is prepared by precipitating the salts with NH4OH, soluble 
in the fixed alkalis and in ammonium carbonate, concentrated; precipitated 
on dilution and boiling (distinction and separation from Al;. The metal is 
soluble in acids except that when in the compact form it is scarcely attacked 
by HNO3 . The hydroxide is soluble on continued boiling with NH4CI , form- 
ing GICI2. The more common salts of glucinum are soluble in water to a 
solution having a sweetish taste. The carbonate and phosphate are insoluble, 
the oxalate and sulphate soluble, the existence of a sulphide is doubtful. Solu- 
tions of glucinum salts are precipitated by the alkalis, the precipitate being 
soluble in excess of the fixed alkalis. The alkali carbonates precipitate the 
carbonate, soluble in concentrated ammonium carbonate, reprecipitated on 
diluting, boiling and adding an excess of NH4OH (Joy, Am, S., 1863, (2), 36, 83). 
The salts are not precipitated by H2S , but are precipitated by (NH4)2S as the 
hydroxide. BaCOs does not precipitate G1 salts in the cold, but precipitates 
them upon boiling. GICI2 melts at about 600° and sublimes at a white heat, 
forming white needles. The oxide has not been melted or sublimed. G1 usually 
occurs as a silicate with aluminum. The mass is fused with alkali carbonate, 
acidified with HCl and the A1 and G1 chlorides filtered from the SiOa . An excess 
of ammonium carbonate precipitates both metals, but redissolves the 
G1 . After repeating this separation several times pure glucinum hydroxide, 
G1(0H)2 9 is obtained upon boiling off the ammonia. The hydroxide thus obtained 
is ignited and weighed as the oxide. 

§160. Indium. In '=114.8. Valence three. 

Specific gravity i 7.11 to 7.28 at 20,4°. Melting pointy 155° {Cir, B, of S,y 1915). 
Indium was discovered in Freiberg zinc blende by Reich and Richter (J. pr., 
1863, 89, 441; 90, 175; 1864, 93, 480), by use of the spectroscope. It is found 
chiefly as sulphide, never native, in the Freiberg blende to the extent of about 
0.1 per cent. It is found in a few other places, but in much smaller amounts 
(Boettger. J, pr,, 1866, 98, 26). In the preparation of indium the Freiberg 
zinc is dissolved in HCl or H2SO4 » leaving an excess of the zinc. When no 
more hydrogen is evolved, the mass is digested for a day or more with the 
excess of Zn , whereby the indium is obtained as a precipitate with Pb , Cu , 
Cd , Sn , As , Fe and Zn . This precipitate is dissolved in nitric acid and 
evaporated with sulphuric acid; then taken up with w'ater, separating from 
lead. The solution is precipitated with NH4OH , which precipitates the In 
and Fe ; this precipitate is dissolved in HCl and boiled for some time with 
NaHSOa . The indium sulphite is obtained as a fine crystalline powder, which 
is treated with and H2SO49 forming indium sulphate, from which the 

metal is precipitated by zinc (Bayer, A., 1871, 168, 372; Boettger, J, pr., 
1869, 107, 39; Winkler, J. pr., 1867, 102, 276). Indium is a grayish-white 
metai, very soft, makes a good mark on paper, is ductile, easily fusible, less 
volatile than Zn or Cd. It is less electro-positive than Zn or Cd and hence 
it is precipitated from its solutions by both these elements. In the air or in 
water* it is rather more stable than zinc. Heated in the air it bums with a 
violet flame and brown smoke, forming the oxide, InaOi . Indium does not 
decompose water at 100°. At a red heat it combines with sulphur and the 
halogens. By ignition with charcoal or in a current of hydrogen it is reduced 
to the metal from its compounds. It is soluble in HCl and H2SO4 , evolving 
H ; in HNOi , evolving NO . In the reactions of its salts indium deports 
itself quite similar to re'" and M. Its most characteHstic property is its 
spectrum; two lines, an indium a, intense blue, and an indium /9, less intense 
inolet (Schroetter, J. pr,, 1865, 96, 44^. In202 is brown when hot, light yellow 
when oold, slowly soluble in cold acids, rapidly when heated. Indium salts 
are precipitated by the alkalfe as In(OH)j , soluble in excess of the fi3ced alkalis, 
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reprecipitated by boiling or treating with NH 4 CI . Tartrates prevent the 
precipitation by alkalis. Alkali carbonates precipitate the indium carbonate, 
soluble in ammonium carbonate, but reprecipitated on boiling. BaCOs pre- 
cipitates the indium completely as a basi salt (separation from Co , Ni , Mn , 
Zn and Phosphates form white precipitates from neutral solutions. H 2 S 

precipitates from neutral solutions, or solutions acid with acetic acid, ye llow 
indium sulphide. In alkaline solutions H 2 S , or in neutral solutions (NH 4 ) 2 S , 
forms a white precipitate containing 1^283. Yellow ^283 boiled with (NH4)2Sx 
becomes W’hite and is partly dissolved. Upon cooling the solution a bulky white 
precipitate separates out. gives a white precipitate; K 2 Cr 04 gives 

a yellow precipitate; £ 301207 , KsFe^CNjs and KCNS do not form precipitates. 

§161. lanthanxim. la = 139.0. Valence three. 

Specific gravity^ 6.103. Melting pointy 810® ? (Cir. B. of S.y 1915). In general 
appearance and properties very similar to Ce . It is prepared almost exclusively 
from rente. By treating the mineral w-ith an insufficient quantity of HNO 3 , 
a solution rich in La may be obtained. The cerium is precipitated from the 
solution by alkali Ji^'pochlorite. The filtrate is converted into the sulphate and 
separated from fNe. and Pr sulphates by fractional crystallization, the latter 
being more solulile (Holzman, J. pr.y 1858, 7^346). Fractional precipitation 
with NHiOH is also used to separate La from l^and Pr, the latter precipitat- 
ing first (Cleve, /iZ., 1874, 21, 196; 1883, 39, 2877- The metal is prepared from 
the chloride, l^CL, by electrolysis or by ignition with potassium. The igni- 
tion point of La is higher than that of Ce ; it is also not so readily attacked 
by BiNOs . In cold w’ater La is slowly attacked, but in hot water the action 
is violent (Winkler, B., 1890, 23, 787). With aluminium, lanthanum forms a 
crystalline white alloy which is stable in air and insoluble in nitric acid (Muth- 
man and Beck, .^1., 46 , 331, 1904.) The oxide, La 203 , is a white powder, readily 
soluble in acids; with water it forms the hydroxide, La(OH) 3 , which reacts 
alkaline^ towards litmus and absorbs CO 2 from the air. La(OH )3 is soluble in 
a solution of NELCl (similar to Mg(OH) 2 ). The salts are colorless. ]^S 04 
and H 2 C 2 O 4 form precipitates with lanthanum salts as with cerium salts. Fixed 
alkalis precipitate lanthanum salts as La(OH) 8 , white, insoluble in excess of 
the reagent and not changing color on exposure to the air (distinction from Ce). 
Alkali carbonates precipitate La 2 ( 003 )j , insoluble in excess. BaCOs precip- 
itates the salts completely in the cold. 27 H 4 OH precipitates basic salts. H 2 S 
forms no precipitate; ('NH 4 ) 2 S precipitates the hydroxide. Lanthanum gives a num- 
ber of characteristic lines in the spark spectrum (Bettendorf, A,, 1889, 266 , 159). 

§162. Neodymium. Nd = 144.3. See Didymixim (§156). 

§163. Praseodymium. Pr— 140.9. See Didyminm (§166). 

§164. Samarium. Sa= 150.4. Valence three. 

kSamarium was found in 1879 by Boisbaudran from didymium earths by its 
peculiar spectrum ((7. r., 1879, 88, 323). According to Crookes, (C. r. 1886, 102 , 
1464), it consists of at least two elements and is found in all yttrium earths. 
Its siilts are light yellow, giving an absorption spectrum of six bands (Kruess, 
B.f 1887, 20 , 2144). In its chemical properties it is more similar to Nd and Pr 
than to Y . It is separated from Nd and Pr by the fractional precipitation of 
the hydroxide, basic nitrate, oxalate and sulphate; which separate before the corre- 
sponding Nd and Pr compounds. Melting pointy 1300®-1400® {Cir. B, of B,, 1915). 

§165. Scandium. Sc « 44.1. Valence three. 

It is found in euxenite and gadolinite with yttrium. Its name comes from 
Scandinavia, where it was first found. It is separated from ytterbium, with 
w’hich it is always closely associated, by heating the nitrates; the basic scan- 
dium nitrate l>eing precipitated l>efore the ytterbium basic nitrate, or by 
precipitating as the double potassium sulphate, the corresponding ytterbium 
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salt remaining in solution. The oxide, Sc^O, , is a white tiocculent infusible 
powder, readily solulde in warm aeid.^i. The .soliitiorus of the salts show no 
absorption hands in the spectrum. The spark speetruni of the chloride gives 
over 100 bright lines (Thalen, (\ 1^!S(), 91, 4,1). Solutions of the salts taste 

sweet and have an astringent action. The alkalis precipitate tlie hydroxide, 
a white bulky precipitate, insoluble in excess of the precipitant. Tartrates 
hinder the precipitation in the cold, but not upon heating. Na^.COo gives a 
bulky white precipitate, soluble in exee.ss of the reagent. HS is without 
action, but (NH4)«S precipitates the hydrorUle. K^S04 precipitate.s tlie double 
scandium sulphate, 3 KmS 04 .SCj(S 04J„ , soluble in water but not in a saturated 
K.SO4 solution. 

§166. Tantalum. Ta= ISl.o. Valence five. 

Tantalum occurs in tantalite and coluinbite, sili(*ates, nearly ahva^'s accom- 
panied by columbium. It is prepared by heating the tantalum alkali fluoride 
with K or Na in a well-covered crucible (Rose, Pogg.^ I80O, 99, Go;. The electric 
furnace is now used in its preparation. It is a white metal, somewhat less bright 
than platinum and usually showing a bluish tarnish from superficial oxidation. 
Specific gravity^ 16.8 (von Boltonj. Melting point, 2850° {(hr. B. 0 / S.j 1915,*. 
Wrought tantalum is about as hard as soft steel, hut jiossosses a much greater 
tensile strength. When heated it becomes softer and can be hammered, rolled 
and drawn. Tantalum has become very important commercially on account 
of its high melting point, its property of hardening and improving steel, even 
•when added m extremely small quantities, and its great acid-resisting pro}>- 
erties. At a dull red heat tantalum absorbs large quantities of hydrogen and 
nitrogen, becoming brittle and generally changing its properties. The occluded 
gases may be removed by fusion in vacuo in the electric furnace. Heated in the 
air it burns with incandescence to form Ta^jOs . It is insoluble in acid, including 
boiling aqua regia, except HF , in which it dissolves with evolution of H . Upon 
ignition in a current of chlorine, TaCU , volatile, is formed. Solution of alkalis 
has no action; upon fusion with the fixed alkalis an alkali tantalate is formed. 
TasOs is a -white infusible powder, specific gravity, 8.01 (Marignac, A. Ch.^ 1866, 
(4), 9, 254). The oxide fused with fixed alkalis gives also an alkali tantalate, 
MTaOs . When EOH is used, the fused mass is soluble in water. When NaOH 
is used, water removes the excess of alkali, leaving the NaTaOs as a white 
residue, which dissolves in pure water, but not in NaOH solution. Tantalum 
chloride is a yellow solid, melting at 211.3° and boiling at 241.6°, with 753 
mm. atmospheric pressure (Deville and Troost, C. r., 1867, 64, 294). It is com- 
pletely decomposed by water, forming the hydrated acid, 2HTa03.H20 = 
H4Ta207 . The freshly precipitated acid is soluble in acids and reprecipitated 
by NH4OH . The acid is readily soluble in HP , which solution with 1^ forms 
a characteristic double salt, 2KP.TaP6 , crystallizing in fine needles, insoluble in 
water slightly acidulated with HP (distinction and separation from colum- 
bium). A solution of alkali tantalate gives with HCl a precipitate of tantalie 
acid, soluble in excess of the HCl . From this solution N^OH or (NH4)2S 
precipitates tantalie acid; H2SO4 pr ecipitates tantalie sulphate. Tartaric acid 
prevents the precipitation with NH4OH and (NH4)2S . A solution of tantalie 
acid gives no coloration -with zinc (distinction from Cb). Solutions of alkali 
tantalates form tantalie acid wdth CO2 . The acid fused with sodium metaphos- 
phate gives a colorless bead (distinction from Si02), which does not become blood- 
red upon adding PeS04 and heating in the inner flame (distinction from titanium). 

§167. Terbium. Tb = 159.2. Valence three. 

The terbium compounds are very similar to the yttrium compounds. The 
salts are colorless and give no absorption spectrum. The double potassium 
terbium sulphate has about the same solubilities as the corresponding cerium 
compound, and so the terbium is frequently precipitated with cerium com- 
pounds. Terbia, TriO* , is the darkest colored of tne yttrium earths, soluble 
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in acids and sets NH, free from ammonium salts. The hydroxide is a 
gelatinous precipitate which absorbs CO^ from the air. It is quite probable 
that terbia is a mixture of rare earths (Boisbaudran, G. r., 1886, 102, 153, 395, 
483 and 890). 


§168. Thallium. T1 = 204.00. Valence one and three. 

Thalliutn was discovered by Crookes by means of the spectroscope in 1861. 
in selenium residues of the factory at Tilkerode in the Hartz Mountains, 

Germanv i(\ 1861, 8, 103, 303; 1863, T, 290; 1863, 8, 159, 195, 219, 231, 243, 

25r> aiKr2T9). It is found widely distributed in many varieties of iron and 
copper jjyrites, but in large proportions it is only found in Crookesite in 
Sweden, This mineral contains as high as 18.55 per cent T1 (Nordenskjoeld, 
A., 1S6T, 144, 127). It is prepared by reduction from its solutions with Zn or 
Al; by electrolysis; by precipitation with KI, and then reduction by Zn or A1 
or by electrolysis. Specific gravity^ 11.85 (Petrenko, Z, anorg., 60, 133, 1906)' 
Melting point, 302® {Ctr. B, of S,, 1915). It is a bluish-white metal, softer 
than lead, malleable and ductile; tarnishes rapidly in the air; may he pre- 
served under water, which it does not decompose below a red heat; soluble 
in H2SO4 and HNOr, . in HCl with great difficulty; combines directly with 
€1 , Br , I , P , S , Sei , and precipitates from their solutions Cu , Ag , Hg . 
An and Pb in the metallic state. As a monad its compounds are stable, and 
not easily oxidized; as a triad it is easily reduced to the univalent condition. 
ThaUious oxide, Tl.O , is black; on contact with water it forms an hydroxide, 
TlOH , freely soluble in water and in alcohol, to colorless solutions. The car- 
bonate is soluble in about 20 parts of water; the sulphate and phosphate are 
soluble; the chloride very sparingly soluble; the iodide insoluble in water. 
Hydrochloric acid precipitates, from solutions not very dilute, thallioits 
chloride^ TlCl , white, and unalterable in the air. As a silver-group precipitate, 
thallious chloride dissolves enough in hot water to give the light yellow pre- 
cipitate of iodide, Til , on adding a drop of potassitim iodide solution, the 
precipitate being slightly soluble in excess of the reagent. HjS precipitates 
the acetate, but not the acidified solutions of its other salts. (HH4)B pre- 
cipitates TI3S, which, on exposing to the air, soon oxidizes to sulphate. 
Perrocyanides give a yellow precipitate, Tl4Pe(CN)e; phosphomolybdic acid a 
yellow precipitate; and potassium permanganate a red-brown precipitate, con- 
sisting in part of HiO# . Chromates precipitate 3’ellow normal chromate; and 
platinic chloride, pale orange, tJialUous platinic chloride, TloPtClo . Thallium 
compounds readily impart an intense green color to the flame, and one emerald- 
green line to the spectrum (the most delicate test). The flame-color and 
spectrum, from small quantities, are somewhat evanescent, owing to rapid 
vaporization. Thallic oxide, TI2O3 , dark violet, is insoluble in water; the 
hydroxide, an oxy hydroxide, TIO(OH), is brown and gelatinous. This hydrox- 
ide ia ])recipitated from thallic salts by the caustic alkalis, and not dissolved 
hf excess. Chlorides and bromides do not precipitate thallic solutions; iodides 
^e<‘ipifate Til with I. Sulphides and H^S precipitate thallious mlphide, with 
sulphur. Thallic oxide, susjiended in solution of potassium hydroxide, and 
treated with chlorine, develops an intense violet-red color. Thallic chloride 
and sulphate are reduced to thallious salts by boiling their water solutions. 

§169. Thoriiuii. Th = 232.4. Valence four. 

Thorium ia a rare element found in thorite (a silicate), orangite, monazite, 
and some other minerals. It was described by Berzelius in 1828 (Pogg., 1829, 
16, 385), who also prepared the metal by reduction of the potassium thorium 
fluoride with potassium. The metal is a gray powder; spedfic gravity, 11.000' 
melting point, >1700®, <1755’’ (Cir. B. of 8., 1915); stable in air at ordi- 
nary temjperature, but igniting when heated; attacked by vapors of Cl, 
Br , I and S . Sparingly soluble in dilute acids, easily soluble in concentrated 
acids; insoluble m the alkalis (Nilson, B., 1882, 16, 2619 and 2537; Kruess 
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and Nilson, i?., 1S87, 20, 1665). Thorium forms one oxide, ThOj , upon ignition 
of the oxalate. It is a snow-white powder, not easily soluble in acids if highly 
ignited (Cleve, J.^ 1874, 261). The fiydro.rulc^ Th(OH) 4 , is formed by precipita- 
tion of the salts by the alkalis It is a white, heavy, gelatinous precipitate, 
drying to a hard glassy mass. The chloride, TI 1 CI 4 , and the nitrate, T]i(IIOa )4 , 
are deliquescent. The chloride is a white bodj’ melting at a white heat and then 
subliming in beautiful white needles (Kruess and Xilson, Lc.). The sulphate 
is soluble in five parts of cold watt r. The carbonate,, oxalate and phosphate are 
insoluble in water; the oxalate is scarcely soluble in dilute mineral acids. 
Alkali hydroxides or sulphides precipitate thorium hydroxide, ThfOH)*, 
insoluble in excess of the reagent. Tartaric and citric acids hinder the pre- 
cipitation. Alkali carbonates precipitate the basic carbonate, soluble in ex- 
cess, if the reagent be concentrated. The solution in (NH 4 ) 2 CO- readily repre- 
cipitates upon 'warming. BaCOj precipitates thorium salts completely. Oxalic 
acid and oxalates form a white precipitate (distinction from A1 and Ol), not 
soluble in oxalic acid or in dilute mineral acids; soluble in hot concentrated 
(NB[ 4 ) 2 C 04 and not reprecipitated on cooling and diluting (distinction from 
Ce and La). A saturated solution of K 3 SO 4 slowly but completely precipitates 
a solution of Th(S 04 ) 2 , forming potassium thorium sulphate; insoluble in a 
saturated K 2 SO 4 solution, sparingly soluble in cold water, readily soluble in 
hot water. HP precipitates ThP 4 , insoluble in excess, gelatinous, becoming 
crystalline on standing. Boiling freshly precipitated Th(OH )4 with HP in 
presence of HP forms KoThPc. 4 H 20 , a heavy fine w^hite precipitate almost 
insoluble in water. The dlstlnpuishing reactions of thorium are the precipitation 
with oxalates and vvith K 2 SO 4 , and failure to form a soluble compound on 
fusion with NaaCOa (distinction from SiOa and TiO,). 

§170. Titanium. Ti = 48.1. Valence three and four. 

Titanium is found quite widely distributed as rutile, hrookite, anatase, 
titanite, titaniferous iron, FeTiOa , and in many soils and clays. Never found 
native. It is prepared by heating the fluoride or chloride with K or Na . It 
is a dark gray powder, which shows distinctly metallic when rnagnijied; melt- 
ing pointy 1800® (Cir. B. of S.j 1915). Heated in the air it burns with an unusu- 
ally brilliant incandescence) sifted into the flame it burns with a blinding bril- 
liance. Chlorine in the cold is without action, when heated it combines with 
vivid incandescence. It decomposes water at 100®. It is soluble in acids, with 
evolution of hydrogen, forming titanous salts. At a higher temperature it com- 
bines directly with Br and I . It is almost the only metal that combines 
directly with nitrogen when heated in the air (Woehler and Deville, A.^ 
1857, 103, 230; Merz, J. pr.^ 1866, 99, 157). The most common oxide of 
titanium is the dioxide, TiOa , analogous to CO 2 and SiOa . It occurs more 
or less pure in nature as rutile, brookite and anatase; it is formed by igni- 
tion of the hydrated titanic acia or of ammonium titanate (Woehler, J., 1849, 
268). Ignition of TiOj in dry hydrogen gives Ti202 , an amorphous black 
powder, dissolving in H 2 SO 4 to a violet-colored solution (Ebelmen, A. Ch., 
1847, (3), 20, 392). TiO is formed when Ti02 is ignited with Mg;2Ti02 -{- 
Mg — TiO -b MgTiOs (Winkler, B., 1890, 23, 2660). Other oxides have been 
reported. Titanic acid, Ti02 , is a white powder, melts somewhat easier than 
Si02 , soluble in the alkalis unless previously strongly ignited. Mixed with 
charcoal and heated in a current of chlorine, TiC^ is formed. The bromide 
is formed in a similar manner. Ti 02 acts as a hose, forming a series of stable 
salts; also as an acid, forming titanates. TiCh is a colorless liquid, fuming 
in the air; it boils at 136.41® (Thorpe, J. C., 1880, 37, 329); it is decomposed 
by water^ forming titanic acid, which remains in solution in the HCl present. 
Solutions of most of the titanic salts, when boiled, deposit the insoluble 
meta-titanic acid. HP dissolves aU forms of titanic acid; if the solution 
be evaporated in presence of H 2 S 04 no TiP4 is volatilized (distinction from 
SiF 4 ). When evaporated with HP alone, TiP 4 is volatilized. The double 
potassium titanium fitioridej EsTiPe , formed by fusing Ti 02 with acid KP , is 
sparingly soluble in water (96 parts), readily soluble in HCl. Solutions of 
titanic salts in water or acid solutions of titanic acid are precipitated by 
ft-iiTAli hydroxideSt carbonates and sulphides as the hydrated titanic aci^ insoluble 
in excess of the precipitants and in ammonium salts. BaCQt pyes the same 
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procipitafp. KtFe(CN), a n*(i<!isIj-\ <-I1 o.n pn^ripitatt'*, K,,Fe(CN)« a yellow 

precipitate. N’a.JSPO, pnvipif ate.s the titaimim ohifost nmiplrtrl}/. eyen m the 
preKeii(*‘^ <»f stroiipr SCI. An acid s(>lnfi()n oi TiOj when treated with Sa or 
Za ^2(‘i\es a pf//r fthd' to ilhU't <vloHiti(ni to tlie .‘solution, due to a ])artial reduction 
of the titimiiiin to the triad e<)nditi(»n. TIicm* colored solutions arc precipitated 
hv alkali hydroxides, carbonates aii<l sulphides. SS i.s without action. The 
.solution redu(M‘s Fe"' to Fe" , Cu" to Cu' , and salts of Hg , Ag and Au to the 
luetallie state: the titanium becoming again the tetrad. The reduction by Su 
or Zu takers place in presenc-e of HF (distinction from columbic acid). Titanium 
compounds fused in the flame with mieroco.smic salt give in the reducing flame 
a yellow* bead v\h<‘u hot, cooling to reddish and violet (reduction of the tita- 
niiini). With FeSO* in the reducing flame a hlood-red head is obtained. 

Titanium is very readily detected in minerals as follows. 0.1 gram of the 
finely powdered mineral is mixed with 0.2 gram of finely powdered sodium 
fluoride and 3 grams sodium pyrosulphate added without mixing. The crucible 
is heated until copious sulphuric acid fumes arc evolved. The fused mass is 
rapidly cooled and heated with 2~3 c c. dilute sulphuric acid and 10 c.c. water 
added'. The solution is divided into two parts and a few drops of hydrogen 
peroxide added to one part. A yellow color is produced by the titanium. 
Chlorides, bromides and iodides interfere with this very delicate reaction (Weber, 
Z., 40, 709, Noyes, /. Soc. hid.j 10, 485). 

§171, UraniTun. IT = 23S.2. Valence four and six. 

Specific gravity^ 18.085 (Zimmermarm, A., 1882, 213, 285). Melting point, 
<1850° <Cir. B. of S., 1915). Found in various minerals; its chief ore is 
])itch-blende, which contains from 40 to 90 per cent of UjOs . Prepared by 
fusing VCli with K or Na (Zimmermann, A., 1883, 216, 1; 1886, 232, 273). 
It has the color of nickel, hard, but softer than steel, malleable, permanent 
in the air and water at ordinary temperatures; when ignited burns with incan- 
descence to U. O4 ; unites directly with Cl , Br , I and S when heated: soluble 
in HCl , H2SO4 and slowly in HNO3 . Uranous oxide, UO2, formed by ignit- 
ing the higher oxides in carbon or hydrogen,^ is a brown powder, soon turning 
yellow by absorption of oxygen from the air. Uranous hydroxide is formed 
by precipitating uranous salts with alkalis. Uranic oxide, UO3 , is formed 
by neating uranic nitrate cautiously to 25°, and upon ignition in the air both 
this and other uranium oxides, hydroxides and uranium oxysalts with volatile 
acids are converted into ITsOg ~ U0j2U03 . Uranium acts as a base in two 
classes of salts, uranous and uranyl salts. Uranous salts are green and give 
green soIutioiiH, from w*hich alkalis precipitate uranous hydroxide, insoluble in 
excess of the alkali; alkali carbonates precipitate Tr(OBC)4, soluble in 
(NBC^ljCOg; with BaCOj the precipitation is complete even in the cold. H^S is 
without action; (NFf^lJS gives a dark-brown precipitate; K4Fe(C25r)6 gives a 
reddish-brown precipitate. In their action tow^ard oxidizing and reducing 
agents uranous and uranyl (uranic) salts resemble closely ferrous and ferric 
salts; uranous salts are even more easily oxidized than ferrous salts, e.g., by 
expo.sure to the air, by HHO, , Cl, HClOj, Br, IOJ11O4 , etc. Gold, silver and 
platinum salts are reduced to the free metal. The hexad uranium (XT^O acts 
as a base, but usually forms basic salts, never normal: we have TJ’02(N03)2, 
not XrrNOa)e; UOBO4, not ITCSOA,. These basic salts were formerly called 
uranic salts, but at present (TTOa)" is regarded as a basic radical and called 
umnpt, and its salts are called uranyl salts, e. g., XTOaCI, uranyl chloride, 
(ITOa)APO,)a uranyl orthopho.sphate. Solutions of uranyl salts are yellow; 
KOH and NaOH give a yellow precipitate, uranates, KaXTaOr and 
insoluble in excess. Alkali carbonates give a yellow precipitate, soluble in 
excess; BaOO, and CaCOg give Xro* . does not precipitate the uranium, 
but slowly reduces uranyl salts to uranous salts (Formanek, A,, 1890, 267, 115). 

gives a dark-brown precipitate. K*Fe(ClSr)^ gives a reddish-brown 
preiupitate. Used in the analysis and separation of uranium compounds 
(PreseniuK and Hintz, Z. angeic,, 1895, 502). Sodium phosphate gives a yellow 
precipitate. The hexad uranium acts as an acid toward some stronger bases. 
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Tliua we have £ 2 X 7207 and Na 2 U 207 , formed by precipitating uranyl salts with £OH 
and NaOH; compare the similar salts of the hexad chromium, K 2 Cr 207 and 
Na 2 Cr 207 . Other oxides of uranium are described^ but are doubtless combinations 
of UO 2 and UOs. Zn, Cd, Sn, Pb , Co, Cu, Fe, and ferrous salts reduce uranyl 
salts to uranous salts. Solutious of Sn, Pt, Au, Cu, Hg and Ag are reduced to 
the metal by metallic uranium (Zimmermann, Lc.). For method of recovery of 
waste uranium compounds, see Laube (Z, angew.j 1889, 575). 

§171a. Vanadium. V = 51.0. Valence two to five. 

1 . Properties. — Specific gravity ^ 5.8 (Moissan, C, /*., 122j; melting point 1720® 
(Cir. B. S.j 36, 1915). A grayish non-magnetic powder; slowly oxidized in the air, 
rapidly on ignition with formation of . It forms with chlorine the dark 
brown tetrachloride. 

2. Occurrence. — It is often found in iron and copper ores and in some clays and 
rare minerals, e.g., vanadinite, (Pb^Cl(V 04 ) 3 ) ; volborthite, (Cu,Ca,Baj^( 0 H),iV 04 
-I- 6 H 2 O) ; mottramite (a hydrous vanadate of lead, copper, and other 
divalent elements, of uncertain formula, (R 3 (V 04 ) 2 . 3 E( 0 H) 2 )) . 

3. Preparation. — The vanadium ores are treated chiefly for the preparation of 

ammonium vanadate and vanadic acid. The ores are fused with £NO. , form- 
ing potassium vanadate. This is precipitated with Pb or Ba salts and then 
decomposed with H 3 SO 4 . The vanadic acid is neutralized with NHjOH and 
precipitated with , in w’hieh it is insoluble. This upon ignition gi\es 

VjOb pure (Wohler, A., 1851, 78, 125). The metal is prepared from the dichlo- 
ride, VCL , by long-continued ignition in a current of hydrogen. 

4. Oxides. — Vanadium forms four oxides: *VO , gray; V 2 O 3 , black; VO. , dark 
blue; and V^Os , dark red to orange red. 

5. Solubilities. — Vanadium is not attacked by dilute HCl or H^SO^; concen- 
trated HsSO^ gives a greenish-yellow solution; "HNOs a blue solution. VO dis- 
solves in acids to a bine solution with evolution of hydrogen. VoOj dissolves 
in dilute HCl to a dark greenish-black solution. Chlorine forms with VoOs , 
VOCl* and VaOe . VO 2 dissolves in acids to a blue solution, from which solu- 
tions HaaCOg gives a precipitate of VaO^COH)* + 5 H 2 O , grayish-white mass, 
losing 4 H 20 at 100 ® and turning black, soluble in acids and alkalis. V 2 O,-, 
exists in several modifications with different solubilities in water, the red 
modification being soluble in 125 parts of ’water at 20 ® (Ditte. C. ISSO, 101, 
698). Vanadic acid forms three series of salts, ortho, meta and pyro, analogous 
to the phosphates. Most salts are the meta vanadates. The ortho compounds 
are quite unstable, readily changed to the meta and pyro compounds. Alkali 
vanadates are soluble in winter, the ammonium vanadate least soluble and not 
at all in NH*C1 . 

6 . Reactions. — Solutions of vanadic acid produce brown precipitates with 
alkalis, soluble in excess to a yellowish-brown color. Potassium ferrocyanide 
gives a green precipitate, insoluble in acids. Tannic acid gives a blue-black 
solution, which is said to make a desirable ink. Ammonium sulphide precipi- 
tates VsSg , brown, soluble with some difficulty in excess of the reagent to a 
reddish-brown thio salt. From this solution acids reprecipitate the brown 
vanadic sulphide, V^Sg . 

If to a solution of a vanadate, neutral or alkaline, solid HH 4 CI be added, the 
vanadium is completely precipitated as NH^VO* , ammonium metavanadate, 
crystalline, colorless, insoluble in NH 4 CI solution; upon ignition in air or oxy- 
gen, pure vanadic oxide, VsO# , is obtained. 

7. Ignition. — Borax gives with vanadium compounds in the outer flame a 
colorless bead, yellow if much vanadium be present; in the inner flame a green 
bead, or brown when vanadium is present in large quantities and hot, becoming 
green upon cooling. All the lower oxides of vanadium ignited in air or 
oxygen give VgOa . 

8 . HetectioiL. — ^\'’anadium will almost always he found as a vanadate ( 2 ) and 
is detected by the reactions used in its purification (3); also by the reactions 
with reducing agents, forming the colored low'er oxidized compounds ( 10 ). 
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9. Estimation**— (7 ) It is precipitated as basic lead 

100® (B\ It is precipitated as ammonium vanadate, NBUVOi , m strong 

NH4CI solution, ignited to the oxide VjOs , and weighed. 

10. Oxidation. — Zn , in solutions of vanadates with dilute HjSOi > reduces the 
vanadium to the tetrad, a green to blue solution, then peenish-blue to green, 
tiie triad, and finally to lavender blue, the dyad. Hi>S reduces vanadates to the 
tetrad with separation of sulphur. Oxalic acid and sulphurous acid also reduce 
vanadates t (3 the tetrad, the s ilution becoming blue. 


§172. Ytterbium. Yb — lT^l.S. Talenee three. 

Obtained as an earth by Marignae {C, r.. 1S7S, 87. 5JS) fro^n a pdolinite 
earth; by Delafontaine {(\ 87, from sipylite found at Amherst, ^ a. 

Nilsoii (Vi., l;>7h, 12, .>n0; IhSO, 13, UXi) describes its preparation from euxenite 
and its separation from Sc . It has the lotvest bacisity of the yttrium earths. 
The double potassium ytterbium sulphate is easily soluble in water and in 
potassium sulphate. The oxalate forms a white crystalline precipitate, in- 
soluble in water and in dilute acids. The salts are colorless and give no 
absorption spectrum. For the spark spectrum see Welsbaeh (M., 1884, 5, 1). 
The oxide, Yb^^Oa , is a white powder, slowly soluble in cold acids, readily upon 
warming. Tlie hudroxUh' forms a gelatinous precipitate, insoluble in ITH 4 OH 
but soluble in KOH . It absorbs CO„ from the air. The nitrate melts in it« 
water of crystallization and is very soluble in water. 


§173. Yttrium. Y = 88.7 . Valence three. 

Yttrium is one of the numerous rare metals found in the gadolinite mineral 
at Ytterbv, near Stijckliolm, Sweden; also found in Colorado (Hidden and 
Mackintosh, Am, K., 18S9, 38, 474). The metal has been prepared by elect^- 
lysis of the cliloride; also bv heating the oxide, YjOs , with Mg (u inkier, B,, 
1890, 23 , 787). Melting point, 1490° {Cir. B. of S., 1915). The study of these 
rare earths is by no means complete. It is also claimed that they have not 
yet been obtained pure, but that the so-called pure oxides really consist of a 
mixture of oxides of from five to twenty elements (Crookes, C. A., 1887, 55, 
107, 119 and 131). The most of these rare earths do not give an absorption 
spectrum, but give characteristic spark spectra; and it is largely by this means 
that the supposedly pure oxides have been shown to be mixtures of the oxides 
of several closely related elements (Welsbach, M., 1883, 4, 641;^ Dennis and 
Chamot, /. Am. Soc., 1897, 19, 799). Yttrium salts are precipitated by the 
and by the alkali sulphides as the hydroxide, Y(OH)s , a white bi&y pre- 
cipitate, insoluble in the excess of the reagents (distmction from Gl). The 
oxide and hydroxide are readily soluble in acids; boilmg with NH 4 CI causes 
solution of the hydroxide as the chloride. The al k ali carbonates precipitate 
the carbonate , soluble in a large excess of the reagent. If the solu- 

tion in ammonium carbonate be boiled, the hydroxide is precipitated. Soluble 
oxalates precipitate yttrium salts as the white oxalate (distinction from Al 
and Gl); soluble with some difficulty in HCl . The double sulphate with 
potassium is soluble in water and in potassium sulphate (distinction from 
thorium, zirconium and the cerite metals). BaCOs forms no precipitate in 
the cold (distinction from A1 , Fe"' , Cri" , Th , Ce , La , Ndand Pr). Hydro- 
fluoric acid precipitates the gelatinous fluoride, YF® insoluble in water and 
in HF* The precipitation of yttrium salts is not hindered by the presence 
of tartaric acid (distinction from A1 , Gl , Th and Zr). The analysis of yttrium 
usually consists in its detection and separation in gadolinite (silicate of Y , 
Gl , Fe , Mn , Ce and La). Fuse with alkali carbonate, decompose with HCl , 
and filter from the SiOs . Neutralize the filtrate and precipitate the Y , La 
and Ce as oxalates with Ignite the precipitate and dissolve in 

HCl . Precipitate the La and Ce as the double potassium sulphates, and from 
the filtrate precipitate the yttrium as the hydroxide with 1IH4OH. Ignite 
and weigh as the oxide. In order to effect complete separations the operations 
should w repeated several times. 
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§174. Zirconium. Zr = 90.6. Yalence four. 

Zirconium is a rare metal found in various minerals, chiefly in zircon, 
a" silicate; never found native. The metal was first prepared by Berzelius 
in 1824 by fusion of the potassium zirconium fluoride with potassium {Pogg., 
1825, 4, 117). Also prepared by electrolysis of the chloride (Becquerel, A. 
CL, 1831, 48, 337). Melhng point, 1700^ ? (Cir, B. of B,, 1915). The metal 
exists in three modifications: crystalline, graphitoidal and amorphous. The 
amorphous zirconium is a velvet-black powder, burning when heated in the 
air. Acids attack it slowly even when hot, except HF , which dissolves it in 
the cold. It forms but one oxide, , analogous to SiO^ and TiOj . Zr02 

m prepared from the mineral zircon by fusion with a fixed alkali. Digestion 
in water removes the most of the silicate, leaving the alkali zirconate as a 
sandy powder. Digestion with HCl precipitates the last of the SiOj and 
dissolves the zirconate. The solution is neutralized, strongly diluted and 
boiled, whereupon the zirconium precipitates as the basic chloride free from 
iron. Or the zirconium may be precipitated by a saturated solution of K2SO4 , 
and after resolution in acids precipitated by NH4OH and ignited to ZrOj 
(Berlin, J, pr., 1853, 68, 145; Roerdam, C. C,, 1889, 533). Zr02 is a white 
infusible powder, giving’ out an intense white light when heated: it shows no 
lines in the sjiectrum. It is much used with other rare earths, DasOs , YaO# , 
etc., to form the mantles used in the WelsMch gas-hnrnorH (Drossbach, C. C., 
1891, 772; Welsbach, 1887, 2670; C. A"., 1887, 55, 192). The oj-UIp (or hydroxide 
precipitated hot) dissolves with difficulty in acids to form salts. The hydroxide, 
ZrO(OH)s , precipitated in the cold dissolves readily in acids. As an acid, 
zirconium hydroxide, Zr0(0H)2 = H-ZrOg , forms zireonates, decomposed by 
acids. As a base it forms zirconium salts with acids. The siilpltate is easily 
soluble in water, crystallizing from solution with 4HjO . The phosphate is 
insoluble in water, formed by precipitation of zirconium salts by ITaoHPO^ or 
HsP 04 . The silicate, ZrOg.SiOg , is found in nature as the mineral zircon, 
usually containing traces of iron. Zirconium chloride is formed w’hen a current 
of chlorine is passed over heated ZrO^ , mixed with charcoal. It is a white 
solid, may be sublimed, is soluble in w’ater. Solutions of zirconium salts are 
precipitated as the hydroxide, ZrOCOH)^ , by alkali hydroxides and sulphides, 
a white flocculent precipitate, insoluble in excess of the reagents, insoluble in 
KH4CI solution (difference from G-1). Tartaric acid prevents the precipitation. 
Alkali carbonates precipitate basic zirconium carbonate, white, soluble in 
excess of KHCO, or (lTH4)2COg; boiling precipitates a gelatinous hydroxide 
from the latter solution. BaCOs does not precipitate zirconium salts com- 
pletely, even on boiling. The precipitates of the hydroxide and carbonate are 
soluble in acids. Oxalic acid and oxalates precipitate zirconium oxalate, solu- 
ble in excess of oxalic acid on warming, and soluble in the cold in (NH4)2C204 
(difference from thorium); soluble in HCl. A saturated solution of HaSO* 
precipitates the double potassium sirconium sulphate, white, insoluble in excess 
of the reagent if precipitated cold, soluble in excess of HCl; if precipitated 
hot, almost absolutely insoluble in water or HCl (distinction from Th and Ce). 
Zirconium salts are precipitated on warming with HaoSaOs (separation from 
Y, Hd and Br). Solution of H^Oa completely precipitates zirconium salts. 
Tumeric paper moistened with a solution of zirconium salt and HCl is colored 
orange u pon drying (boric acid gives the same reaction) (Brush, J. pr., 1854, 
62, 7). HP does not precipitate zirconium solutions, as zirconium fluoride, 
Zrp4 , is soluble in water and in HP (distinction from Th and Y). 


The Calcium Group (Fifth Group), — (The Alkaltye Earth Metals.) 

Barium, Ba = 137 . 37 . Calcium. Ca = 40 . 07 . 

Strontium. Sr = 87 . 63 . Magnesium. Mg = 24 . 33 . 

§175. Like the alkali metals, Ba , Sr , and Ca oxidize rapidly in the air 
at ordinary temperatures — ^forming alkaline earths — and decotnpose water, 
forming hydroxides with eyolntiou of heat. Mg oxidizes .rapidly in the air 
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when ignited, decomposes water at 100°, and its oxide ^in physical propet- 
ties farther removed from Ba , Sr , and Ca than these oxides are from each 
other — slowly unites with water without sensible production of heat. As 
compounds, these metals are not easily oxidized beyond their qaantivalence 
as dyads, and they require very strong reducing agents to restore them 
to the elemental state. 

§176. In hash- power, Ba is the strongest of the four, Sr somewhat 
stronger than Ca, and Mg much weaker than tlie other three. It will be 
observed that the sohibiliiy of their hydroxides varies in the same decreas- 
ing gradation, which is also that of their atomic weights; while the 
solubility of their .vulphafes varies in a reverse order, as follows: (§7) : 

§177. The hydroxide of Ba dissolves in about 30 parts of water; that of 
Sr , in 100 parts ; of Ca . in 800 parts; and of Mg , in 100,000 parts. The 
sulphate of Ba is not appreciably soluble in water (429,700 parts at 18.4 ; 
Hollemann, Z. p7i//s. CTo, 1893, 12, 131); that of Sr dissolves in 10,000 
parts; of Ca , in SOO parts ; of Mg , in 3 parts. To the e.vtent in which they 
dissolve in water, alkaline earths render their solutions caustic to the 
taste and touch, and alkaline to test-papers and phenolphthaleiii. 

§178. The carbonates of the alkaline earths are not entirely insoluble 
in pure water: BaCO^ is soluble in 45,566 parts at 24.2 (Hollemann, 
Zeit. phys. Ch., 189.3, 12, 125); SrCOj in 90,909 parts at 18° (Kohlrausch 
and Rose, Zeit. phys. Ch., 1893, 12, 241); CaCO, in 80,040 parts at 23.8° 
(Hollemann, 1. c.); MgCOg in 9,434 parts (Chevalet, Z., 1869, 8, 91). The 
presence of and (lirE«) 2 C 03 lessens the solubility of the carbonates 

of Ba , Sr , and Ca , while their solubility is increased by the presence of 
ira,ci. Mgco, is soluble in ammonium carbonate and in ammonium 
chloride, so much so that in presence of an abundance of the latter it is 
not at all precipitated by the former, i. e, QSCK^)^C0^ does not precipitate a 
solution of MgClj as the NH^Cl formed holds the Mg in solution. 

§179. These metals may be all precipitated as phosphates in presence 
of ammonium’ salts, but their further separation for identification or esti- 
mation would be attended with difficulty (§145 and ff.). 

§180* The oxalates of Ba, Sr, and Mgr are sparingly soluble in water, 
calcium oxalate insoluble. Barium chromate is insoluble in water (§§27 
and 186, strontium chromate sparingly soluble, and calcium and mag- 
nesium chromates freely soluble. 

§181. In qualitative analysis, the group-separation of the fifth-group 
metals is effected, after removal of the first four groups of bases, by 
precipitation with carbonate in presence of ammonium chloride, after 
which magnesium is precipitated from the filtrate, as phosphate. 

§182. The hydroxides of Ba , Sr , and Ca , in their saturated solutions, 
necessarily dilute, precipitate solutions of salts of the metals of the first 



§ 186 , 4 . 


BARIUM. 


211 


four groups and of Mg, as hydroxides. In turn, the fixed alkalis precipi- 
tate, from solutions of Ba, Sr, Ca, and Mg, so iniicli of the hydroxides 
of these metals as does not dissohc in the water ])resent*; but ammonium 
hydroxide precipitates only Mg , and tins but in part, owing to the solubility 
of Mg(0H)o in ammonium salts. 

§183. Solutions containing Ba, Sr, Ca, and Mg, and phosphoric, oxalic, 
boric, or arsenic acid, necessarily have an acid reaction, because these 
phosphates, oxalates, etc., are soluble only in acids: sucli solutions are 
precipitated hy ammonium hydroxide or by any agent which neutralizes the 
solution, and, conse(juently, we have precipitates of this kind in tlie third 
group (§145 and //.) ; 

CaCl2 4- H3PO4 + 2NH4OH - CaHPO* + 2NH4CI + 2H2O 
CaHdP04)2 -h 2NH4OH = CaHP04 + (NH4)2HP04 + 2H2O . 

If excess of the ammonium hydroxide be added the precipitate is (PO^)^ . 
Barium and strontium react like calcium. In the case of a magnesium 
salt the precipitate is MgNH 4 P 04 . 

§184. The carbonates of the alkaline earth metals are dissociated by 
heat, leaving metallic oxides and carbonic anhydride. This occurs only at 
a high temperature in the case of Ba . 

§185. Compounds of Ba , Sr , and Ca (preferably with HCl) impart char- 
acteristic colors to the non-luminous flame, and readily present well-defined 
spectra. 

§186. Barium. Ba=137.37. Valence two. 

1. Properties. — Specific gravity^ 3.75 (Kern, C. iNT., 1875, 31^ 243); melting 
point, 850® (Cir. B. of S,, 1915). It is a white metal, stable in dry air, but 
readily oxidized in moist air or in water at ordinary temperature, hydrogen bemg 
e\olved and barium hydroxide formed. It is malleable and ductile (Kern, 1. c.). 

2. Occurrence- — Barium can never occur in nature as the metal or oxide, or 
hydroxide near the earth’s surface, as the metal oxidizes so readily, and the 
oxide and hydroxide are so basic, absorbing acids readily from the air. Its 
most common forms of occurrence are barite, BaS 04 , and witherite, BaCOs . 

3. Preparation. — (1) By electrolysis of the chloride fused or moistened with 

strong HCl . (2) By electrolysis of the carbonate, sulphate, etc., mixed with 

Hg and HgO, and then distilling the amalgam. (3) By heating the oxide or 
various salts with sodium or potassium and extracting the metal formed with 
mercury, then separating by distillation of the amalgam. 

4. Oxides and Hydroxides. — The oxide, BaO , is formed by the action of heat 

upon the hydroxide, carbonate, nitrate, oxalate, and all its organic salts. The 
corresponding hydroxide, Ba(OH )2 , is made by treating the oxide with water. 
The peroxide, BaO^ , is made by heating the oxide almost to redness in oxygen, 
or air which has been freed from carbon dioxide; by heating the oxide with 
potassium chlorate (Liebig, Pogg., 1832, 26, 172) or cupric oxide (Wanklyn, B., 
1874, 7, 1029). It is used as a source of oxygen, which it gives off at a white 
heat, remaining; also in the manufacture of hydrogen peroxide, HaO, , 

which is formed by treating it with dilute acids: BaO, + 2HC1 = BaCl* -+- 

HjO.. 

* The presence of an excess of fixed alkali renders these hydroxides much less soluble, the 
high concentration of the hydroxyl ions, one of the factors of the solublUty product, diminish- 
ing the other factor. 
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5, Solubilities. — a, — — Metallic barium i.s readily soluble in acids with 
evolution of h,vcl^o^Ten. f),— Oxides and hydroxides.— BsiTium oxide is acted upon 
by water with evolution of heat and formation of the hydroxide, which is 
soluble in about .‘>0 parts of cold water and in its own weight of hot water 
(Rosenstheil and Rnehlmann, J.. 1870, 314). Barium peroxide, BaO, is very 
sparingly soluble in water (Schbne, A., 1877, 192, 357); soluble in acids with 
formation of H2O3 . 

c. — Saifs. — l\ropt of the soluble salts of barium are permanent; the 
noetate is efflorescent. The chloride, bromide, bromate, iodide, sulphide, 
ferrocyanirle, nitrate, liypophosphite, chlorate, acetate, and phenylsul- 
phate, are fn‘ely soluble in water; the carbonate, sulphate, sulphite, 
chroma fe.* phosphite, phosphate, oxalate, iodate, and silico-fluoride, are 
insoluble in water. The sulphate is perceptibly soluble in strong HCl . 
The chloride is almost insoluble in strong hydrochloric acid (separation 
from Ca and Hg) (Mar, Am. S., 1892, 143, 521); likewise the nitrate in 
strong hydrochloric and nitric acids. The chloride and nitrate are insolu- 
ble in alcohol. 

6. Eeactions. a. — The fixed alkali hydroxides precipitate only con- 
centrated solutions of barium salts (56). 'So precipitate is formed with 
ammonium hydroxide (§45). The alkali carbonates precipitate barinm 
carbonate, BaCO. , white. The precipitation is promoted by heat and 
by ammonium hydroxide, but is made slightly incomplete by the presence 
of ammonium salts (Vogel, J. pr., 1836, 7, 455). 

Barium Carbonate — ^BaC 03 — is a valuable reagent for special purposes, 
chiefly for separation of third and fonrth gronp metals. It is used in the 
form of the moist precipitate, which must be •thoroughly washed. It is 
best precipitated from boiling solutions of barium chloride and sodium or 
ammonium carbonate, washed once or twice by decantation, then by filtra- 
tion, till the washings no longer precipitate solution of silver nitrate. 
Mixed witli water to consistence of cream, it may be preserved for some 
time in stoppered bottles, being shaken whenever required for use. When 
dissolved in hydrochloric acid, and fully precipitated by sulphuric acid, 
the filtrate must yield no fixed residue. This reagent removes sulphuric 
acid (radical) from all sulphates in solution to which it is added (e): Na 2 S 04 
+ BaCOn = BaSO^ + NaoCOa . When salts of non-alkali metals are so 
decomposed, of course, they are left insoluble, as carbonates or hydroxides, 
nothing remaining in solution : 

reS04 + BaCO, = BaSO* + FeCO* 

Fe,(S04), 4* 3BaCO, -f 3H3O = SBaSO* -f- 2Fe(OH), + SCO, 

The chlorides of the third group, except Fe^ , are decomposed by barium 
carbonate; while the metals of the fourth group (zinc, manganese, cobalt, 
nickel), are not precipitated from their chlorides by this reagent. Tartaric 


* Kohlrauscb and Bose. Z. vhus. Ch.. 1893. 12 . 241 i Sobweitzar. Z.. 1300. 22 . 4U. 
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tcid, citric acid, sugar, and other organic substances, hinder or prevent 
the decomposition by barium carbonate. 

6. — AmmoniTim oxalate precipitates barium oxalate, BaCoO^ , from solutions 
of barium salts, sparingly soluble in water, more soluble in presence of am- 
monium chloride; soluble in oxalic and acetic acids (Souchav and Lenssen, A., 
1856, 99, 36). 

c. — Solutions of barium salts are precipitated by the addition of concentrated 
nitric acid (5c). d , — Soluble phosphates, full metallic, or two-thirds metallic, 
as Na 2 HP 04 , precipitate barium phosphate, white, consisting of "BslWPO^ 
when the reagent is two-thirds metallic, and BasCPO*)^ when the reagent is 
full metallic. Soluble phosphites precipitate barium salts, hypophosphites do 
not. e. — Barium sulphide is not formed in the wet way, hence hydrosulphuric 
acid and soluble sulphides are without action upon barium salts. Soluble 
sulphit^ precipitate solutions of barium salts as barium sulphite, BaSOs , in- 
soluble in water but soluble in hydrochloric acid (distinction from sulphates). 

Sulphuric acid, H2SO4, and all soluble sulphates, precipitate larium 
sulphate (BaS04), white, very soluble in hot concentrated sulphuric 
acid. Immediate precipitation by the (dilute §188, or) saturated solution 
of calcium sulphate distinguishes Ba from Sr (and of course from Ca) ; but 
precipitation by the (very dilute §187, or) solution of strontium sulphate 
is a more certain test between Ba and Sr . BaS04 is not transposed by 
solutions of alkali carbonates (distinction from Sr and Ca , §188, 6a foot- 
note). 

f. — Solutions of iodates, as NalO, , precipitate, from barium solutions not 
very dilute, barium iodate, Ba(IOs)a , white, soluble in 600 parts of hot or 
1746 parts of cold water (distinction from the other alkaline earth metals), 
g. — Neutral or ammoniacal solutions of arsenous acid do not precipitate barium 
salts (distinction from calcium). Soluble arsenates precipitate solutions of 
barium salts, soluble in acids, including arsenic acid. 

h, — Soluble chromates, as K2Cr04 , precipitate solutions of barium salts 
as barium chromate, BaCr04 , yellow; almost insoluble in water (separa- 
tion from calcium and from strontium except in concentrated solutions), 
sparingly soluble in acetic acid, moderately soluble in chromic acid and 
readily soluble in hydrochloric and nitric acids. Bichromates, as KaCroO^ , 
precipitate solutions of barium salts (better from the acetate) as the 
normal chromate (very accurate separation from strontium and calcium) 
(Grittner, Z. angew.y 1892, 73), 

i, — ^Fluosilicic acid, HsSiBe , precipitates white, crystalline barium fuo- 
silicate, BaSiEe , slightly soluble in water (1-4000), not soluble in alcohol 
(distinction from strontium and calcinm). If an equal volume of alcohol be 
added the precipitation is complete, sulphuric acid not giving a precipitate in 
the filtrate (Fresenius, Z,, 1890, 29, 143). 

7. Ignition. — ^The volatile salts of barium as the chloride or nitrate impart a 
yellowish-gfreen color to the flame of the Bunsen burner, appearing blue when 
viewed through a green glass. The spectrum of barium is readily distinguished 
from the spectra of other metals by the green bands Bac, p and y. Barium 
carbonate is very stable when heated, requiring a very high heat to decompose 
it into BaO and CO, . 
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8. Detection. — In the filtrate from the fourth group, barium is precipi- 
tated witli strontium and calcium as the carbonate 1)Y ammonium car- 
bonate. Tin* white preci}3itate (well washed) is dissolved in acetic acid 
and the Imriui!! ])reci]»itated with K^jCroO- as BaCrO^ which separates it 
from strontium and ealciinn. The barium is further identified by the 
non-solubility of the chromate in acetic acid, the solubility in hydrochloric 
acid, and pr(*cij)itation from this solution by sulphuric acid. It may also 
be confirm(*d by the color of the flame wdth any of the volatile salts (I") 
(not the sulphate). 

9. Estimation. — Barium is weighed as a sulphate (Fresenius and Hurtz, Z, 

antjetc., IhOO, carbonate or fluosilieate (BaSiFt,). It is separated from 

strontium and ealohmi: (1) By digesting the mixed sulphates at ordinary tem- 
peratures for 12 hours with ammonium carbonate. The calcium and strontium 
are thus converted into carbonates, which are separated from the barium 
sulphate by dissolving in hydrochloric acid, (2) By h^'clroflnosilicic acid. 
(2) By rei)eated precipitation as the chromate in an acetate solution. 

It is separated from calcium by the solution of the nitrate of the latter in 
amyl alcohol (§188. 9). The hydroxide and carbonates are also determined by 
alkalimetry. Voluinetrically it is precipitated as the chromate, thoroughly 
washed. dissoBed in dilute HCl and the CrVi determined by HmOo (Baumann, 
Z, anirnr., 1891 , n.ll), 

19. Oxidation.—Bariuin compounds are reduced to the metal when heated 
with Ea or K (3). BaO-j oxidizes HnCls to MJioOa (Spring and Lucion, BZ., 
1S90, (3), 3, 4). 


§187. Strontium. Sr = 87.63. Valence two. 

1. Properties. — Specific gravity^ 2.4 (Franz, J. pr., 1869, 107, 254). Melting 

point, ">810^ 850® ? (Cir. B. of B,, 1915), and is not volatile when heated 

to a full red. It is a “brass-yellow'' metal, malleable and ductile. It oxidizes 
rapidly when exposed to the air, and when heated in the air burns, as does 
barium, with intense illumination (Franz, Z. c.)* 

2 . Occurrence. — Strontium occurs chiefly in strontianite, SrCOj , and in 
eelestite, SrSOi . 

3. Preparation. — First isolated in 1808 by Davy by electrolysis of the hydrox- 
ide {Truns. Jioyul Soc,, 345). It is made by electrolysis of the chloride (Frey, 
,1., 187r>, 183, 307): by heating a saturated solution of SrCla with sodium 
amalgam and distilling oft the mercury (Franz, L c.); by heating the oxide with 
powdered magnesium the metal is obtained mixed with MgO (Winkler, B., 1890, 
23, 125). 

4. Oxides and Hydroxides.— Strontium oxide, SrO , is formed by igniting the 
hydroxide, carbonate (greater heat required than with calcium carbonate), 
nitrate and all organic strontium salts. The hydroxide, Sr (OH) 3 , is formed 
by the action of water on the oxide. The peroxide, SrOa-SHaO , is made by pre- 
cipitating the hydroxide wdth H 3 O 3 ; at 100 ® this loses water and becomes S^Oj , 
a white powder, melting at a red heat, used in bleaching works (Conroy, 
J, Boc. Ind,, 1892, 11, 812), 

5. Solubilities. — a. — Metal , — Strontium decomposes water at ordinary tem- 
perature (Winkler, 1 . c.), it is soluble in acids with evolution of hydrogen, 
ft. — Oxides and }iydroxid€»,'-^Th^ oxide, SrO , is soluble in about lOO parts water 
at ordinary temperature, and in about five parts of boiling water forming the 
hydroxide (Scheibler, lUeue Zeit^chrift fur Ruehenzuc^er, 1881, 49, 257). The 
peroxide is scarcely soluble in water or in ammonium hydroxide, soluble in 
acids and in ammonium chloride. 
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— Sails. — The chloride is slightly deliquesrent ; crystals of the nitrate 
and acetate effloresce. The chloride is soluble, the nitrate insoluble in 
absolute alcohol. The nitrate is insoluble in boiling amyl alcohol (§188, 
5c). The sulphate is very sparingly soluble in water (1-10,090 at 20.1®) 
(Hollemann, Z. pJiijs. Ch, 1893, 12, 131); yet sufficiently soluble to allow 
its use as a reagent to detect the presence of traces of barium. Less soluble 
in water containing ammonium salts, sodium sulphate, or sulphuric acid 
than in pure water; quite appreciably soluble in HCl or HNO,, ; insoluble 
in alcohol. Strontium fluosilieate is soluble in water (distinction from 
barium). The chromate is soluble in 831.8 parts water at 15° (Fresenius, 
Z., 1890, 29, 419); soluble in many acids including chromic acid; and more 
soluble in water containing ammonium salts than in pure water. 

6. Eeactions. a, — The fixed alkalis precipitate strontium salts when 
not too dilute, as the hydroxide, Sr( 0 H )2 , less soluble than the barium 
hydroxide. Xo precipitate with ammonium hydroxide. The alkali car- 
bonates precipitate solutions of strontium salts as the carbonate. Stron- 
tium sulphate is completely transposed on boiling with a fixed alkali car- 
bonate (distinction from barium, §183, ea footnote). 

h . — Oxalic acid and oxalates precipitate strontium oxalate, insoluble in 
water, soluble in hydrochloric acid (Souchay and Lenasen, -4.., 1857, 102, 35). 
c.— The solubility of strontium salts is diminished by the presence of con- 
centrated nitric acid, but less so than barium salts. <1 . — ^Tn deportment with 
pbospbates, strontium is not to be distinguished from barium. 

e. — See Ge, §§186 and 188. Sulphuric acid and sulphates (including 
CaSO^) precipitate solutions of strontium salts as the sulphate, unless 
the solution is diluted beyond the limit of the solubility of the precipitate 
(5c). A solution of strontium sulphate is used to detect the presence of 
traces of barium (distinction from strontium and calcium). In dilute 
solutions the precipitate of strontium sulphate forms very slowly, aided 
by boiling or by the presence of alcohol, prevented by the presence of 
hydrochloric or nitric acids (5c). It is almost insoluble in a solution of 
ammonium sulphate (separation from calcium). 

f. —The lialides of strontium are all soluble in water and have no application 
in the analysis of strontium salts. Strong hydrochloric acid dissolves stron- 
tium sulphate, but in general diminishes the solubility of strontinm salts in 
water, a.— Neutral solutions of arsenites do not precipitate strontium salte. 
The addition of ammonium hydroxide causes a precipitation of a portion of the 
strontium. Arsenate of strontium resembles the corresponding barium salt. 
Alkaline arsenates do not precipitate strontium from solution of the sulphate 
(distinction from calcium, §188, 6ff). 

}i ^ — ^Normal ckromates ])recipitatc strontium chromate from solutions 
not too dilute (5c), soluble in acids. In absence of barium, strontium 
mav be separated from calcium by adding to the nearly neutral solutions 
a solution of ZsCrO^ plus one-third volume of alcohol The calcium 
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chromate is about 100 times as soluble as the strontium chromate (Fre- 
senius and Rubbcrt, 1891, 30, 672). Iso precipitate is formed with 
potassium bichromate (separation from barium). 


i — Pluosilicic acid does not precipitate strontium salts even from 
concentrated solutions, as the strontium fluosilicate is fairly soluble in cold 
water and more so in the presence of hydrochloric acid (Presenius, 1890, 
29 14*3), 

T. Imitiom— Volatile strontium compounds color the flame crimmt. pres- 
ence of barium the crimson color appears at the moment when the substance 
(moistened with hydrochloric acij}, if a non-volatile compound) is first nought 
into the flame. The paler, yellowish-red flame of calcium is liable to be mis- 
taken for the strontium flame. The spectrum of strontium is characterized 
by eight bright bands; namely, six red, one orange and one blue, ihe oi^nge 
line Sr <?, at the red end of the spectrum; the two red lines, Sr p and Sr y, 
and the blue line, Sr <5, are the most important. 


.S. Detection.— Strontium is precipitated with barium and calcium from 
the filtrate of the fourth group by ammonium carbonate. The well washed 
precipitate of the carbonates is dissolved in acetic acid and the barium 
removed by . The strontium and calcium are separated from the 

excess of chromate hv reprecipitation with (3^4)0003 . The precipitate is 
again dissolved in and from a portion of the solution the stron- 

tium is detected by a solution of CaS04 (fie). The flame test (7) is of value 
ill the identification of strontium. 


9 . Bstimation. — Strontium is weighed as a sulphate or a carbonate. The 
hydroxide and carbonate may be determined by alkalimetry. It is separated 
from calcium: (1) By the insolubility of its sulphate in ammonium sulphate. 
(2) By boiling the nitrates with amyl alcohol (§188, 9). (5) By f^^ating the 

nitrates with equal volume of absolute alcohol and ether (§188, 9). hor 
separation from barium see §186, 9. 


§188. Calcium. Ca = 4:0.07. Valence two. 

1. Properties. — Specific gravity^ 1.6 to 1.8 (Caron, C, r., 1860, 60, 547). Melting 
point, 810^ (Cir. B, of S., 1915). A white metal having very much the appearance 
of aluminum, is neither ductile nor malleable (Frey, A., 1876, 183^ 367). In 
dry air it is quite stable, in moist air it burns with incandescence, as it does also 
with the halogens. It dissolves in mercury, forming an amalgam. 

2. Occurrence. — Found in the mineral kingdom as a carbonate in marble, 
limestone, chalk and aragonite; as a sulphate in gypsum, selenite, alabaster, 
etc.; as a fluoride in fluor-spar; as a phosphate in apatite, phosphorite, etc. 
It is found a.s a phosphate in bones; in egg-shells and oyster-shells as a car- 
bonate. It is found in nearly all spring and river waters. 

3. Preparation. — (1) By ignition of the iodide with sodium in closed retorts 

(Dumas, C, r., 1858, 47, 575). (2) By fusion of a mixture of 300 parts fused 

CaCls , 400 parts granulated zinc and 100 parts Na until zinc vapor is given 
off. From the CaSn alloy thus obtained the zinc is removed hy distillation in 
a graphite crucible (Caron, (. c.), (3) By electrolysis of the chloride (Frey, 1. c.). 
(J^) By reducing the oxide, hydroxide or carbonate with magnesium (Winkler, 
B., 1890, 23, 122 and 2642), 

4. Oxides and Hydroxides. — ^The oxide, CaO , is a strong base, non-fusiblc, 
non-volatile; it is formed by oxidation of the metal in air; by ignition of the 
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hydroxide, the carbonate (limestone), nitrate, and all organic calcium salts. 
The corresponding^ hydroxide, Ca(OB[)a (slaked lime), is made by treating’ the 
oxide with water. Its usefulness w'hen combined w’ith sand, making mortar, 
is too well known to need any description here. The peroxide, CaOs.SHsO , is 
made by adding hydrogen peroxide or sodium peroxide to the hydroxide: 
Ca( 0 H )2 + HjOa = CaOg + 2 H 3 O (Conroy, Soc, Ind., 1892, 11, 808). Drying 
at 130® remores all the %vater, leaving a white powder, CaOj , w'hich at a red 
heat loses half its oxygen (Schoene, i.., 1877, 192, 257). It cannot be made by 
heating the oxide in oxygen or with potassium chlorate (§186, 4). 

5 . Solubilities. — a. — Metal. — Calcium is soluble in acids with evolution of 
hydrogen; it decomposes water, evolving hydrogen and forming Ca(OH) 3 . 

6, — Oxide and hydroxide . — CaO combines with dilute acids forming cor- 
responding salts, it absorbs COo from the air becoming CaCOo In moist 
air it becomes Ca( 0 H) 2 ,the reaction taking place rapidly and with increase 
of volume and generation of much heat in presence of abundance of 
water. The hydroxide, Ca(0H)2 , is soluble in acids, being capable of 
titration ^vith standard acids. It is much less soluble in water than 
barium or strontium hydroxides (Lamy, C. r., 1878, 86, 333); in 806 parts 
at 19.5® (Paresi and Eotondi, B., 1874, 7, 817); and in 1712 parts at 100° 
(Lamy, Z. c.). The solubility decreases with increase of temperature* In 
saturated solutions one part of the oxide is found in 744 parts of water 
at 15® (Lamy, Z. c.). A clear solution of the hydroxide in water is lime 
water (absorbs COg forming CaCOg), the hydroxide in suspension to a 
greater or less creamy consistency is milk of lime. 

c , — Salts . — The chloride, bromide, iodide, nitrate, and chlorate are 
deliquescent; the acetate is efflorescent. 

The carbonate, oxalate, and phosphate are insoluble in water. The 
chloride, iodide, and nitrate are soluble in alcohol. The nitrate is soluble 
in 1.87 parts of equal volumes of ether and alcohol (Fresenius, Z., 1893, 
32, 191); readily soluble in boiling amyl alcohol (Browning, Am. S.^ 1892, 
143, 53 and 314) (separation from barium and strontium). The carbonate 
is soluble in water saturated with carbonic acid (as also are barium, stron- 
tium, and magnesium carbonates), giving hardness to water. The oxalate 
is insoluble in acetic acid, soluble in hydrochloric and nitric acids. The 
sulphate is soluble in about 500 parts of water f at ordinary temperature, 
the solubility not varying much in hot water until above 100® when the 
solubility rapidly decreases. Its solubility in most alkali salts is greater 
than in pure water. Ammonium sulphate (1“4) requires 287 parts for the 
solution of one part of CaSO^ (Fresenius, Z., 1891, 30, 593) (separation 
from Ba and Sr). Eeadily soluble in a solution of NajjSaOg (separation 
from barium sulphate) (Diehl, /. pr., 1860, 79 , 430). It is soluble in 60 
parts hydrochloric acid, 6.12 per cent at 25®, and in 21 parts of the same 


♦ Dry CaO does not absorb dry CO, or SO, below 360®. (Teley, J. <7., 1898, es, 821). 
t Goldbammer, C. C., 1888, TO8; Droeze, B., 1877, 10, 380; Boisbaudran, A. Oh., 1874, (6), 477 

aohlrmwob and Boie, Z. phyi. CTi., 1883, 12, 241 ; Baupenstrauch, M., 1885, 6, 668), 
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acid at 103° (Lunge, J. Soc. Ind„ 189.5 14, 31). The chromate is soluble 
in 214.3 parts water at 14° (Siewert, J., 1862, 149) ; in dilute alcohol it is 
rather more soluble (Frcsenius, I c., page 672); very readily soluble in 
^cids including chromic acid. 

6. Reactions, a.— The fixed alkali hydroxides precipitate solutions of 
calcium salts not having a degree of dilution beyond the solubility of the 
calcium hydroxide formed (oJ), i. c. potassium hydroxide 'will form a 
precipitate Trith calcium sulphate since the sulphate requires less water 
for its solution than the hydroxide (5& and c ) , also the calcium hydroxide 
is less soluble in the alkaline solution than in pure water. Ammoninin 
hydroxide does not precipitate calcium salts. The alkali carbonates pre- 
cipitate calcium carbonate, CaCOg , insoluble in water free from carbon 
dioxide, decomposed by acids. Calcium sulphate is completely trans- 
posed upon digestion with an alkali carbonate * (distinction from barium). 
Calcium hydroxide, Ca(OH)., is used as a reagent for the detection of 
carbon dioxide (^)h and ^228, 8). 

—Alkali oxalates, as (NH J3C2O4 ^ precipitate calcium oxalate, CaCoO^ , 
from even dilute solutions of calcium salts. The precipitate is scarcely at 
all soluble in acetic or oxalic acids (separation of oxalic from phosphoric 
a(ud (§315), but is soluble in hi/drochloric and nitric acids. The pre- 
cipitation is hastened by presence of ammonium hydroxide. Formed 
slowly, from very dilute solutions, the precipitate is crystalline, octahedral. 
If Sr or Ba are possibly present in the solution to be tested (qualitatively), 
an alkali sulphate must first be added, and after digesting a few minutes, 
if a precipitate appears, SrSO^ , BaS04 , or, if the solution was concentrated, 
perhaps CaSO^ , it is filtered out, and the oxalate then added to the filtrate. 
If a mixture of the salts of barium, strontium, and calcium in neutral or 
alkaline solution be treated with a mixture of (1^4)2804 and (ira[4)2C204 , 
the barium and strontium are precipitated as sulphates and the calcium as 
the oxalate; separated from the barium and strontium on addition of 
hydrochloric acid (Sidersk}’', Z*, 1883, 22, 10; Bozomoletz, B., 1884, 17, 
1058). A solution of calcium chloride is used as a reagent for the detec- 
tion of oxalic acid (§227, 8), 

In solutions of csalcium salts containing a strong excess ^ of ammonium 
chloride, potassium ferrocyanide precipitates the calcium (distinction from 
barium and strontium) (Baubigny, Bh, 1895, (3), 13, 326). 

* Here ex] 3 eriziient i^ows that for equilibrium the SO* ions must be present in solution in large 
6X0668 of CO, iona. With strontium also au excess of SO* ions is required, although not so 
great as in the case of calcium. Bor barium, however, equilibrium demands that the concen- 
tration of COa ions exceed that of SO*. This condition is already fulfilled when an alkali car- 
bonate is added to BaSO* and therefore no change takes place in this case, while in the others 
the sulphate Is transformed into carbonate. It is important to notice that the relative or ab- 
solute quantities of solid carbonate and sulphate present do not affect the equilibrium, which 
is detennined solely by the substances in solution (| 57 , 6 s, footnote). 
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e , — See d . — By the action of alkali phosphates, solutions of calcinm are 

not distinguished from solutions of barium or strontium. 

e, — Pure sodium sulphide, Na^S , gives an abundant precipitate with calcium 
salts; even with CaS04 . The precipitate is CafOHjj; CaCL 4- -f 2H,0 = 

Ca(OH)a 4“ tiNaCl + 'ilTaHS . The acid sulphide, ITaHS , does not preeixjitate 
calcium salts (Pelouze, A, f7/., (4), 7, 172). Alkali sulphites X)i‘ecipitate 

calcium sulphite, nearly irisohihlc in water, soluble in hydrochloric, nitric or 
sulphurous acid; barium and strontium salts act similarly. 

Sulplmric acid and soluble sulphates precipitate calcium salts as CaS 04 , 
distinguished from barium by its solubility in water and in hydrochloric 
acid; from barium and strontium by its solubility in ammonium sulphate 
(or). A water solution of calcium sulphate is used to detect strontium 
after barium has been removed as a chromate. Obviously a solution of 
strontium sulphate will not precipitate calcium salts. 

/. — Calcium chloride, fused, is much used as a drying agent for solids, liquids 
and gases. Chlorinated lime, or bleaching powder, CaObO (Kingzett, J, C., 
1S75, 28 , 404), is much used as a bleaching agent and as a disinfectant, g. — 
Neutral or ammoniacal solutions of arsenites form a precipitate with calcinm 
salts (distinction from barium). A solution of calcium salts including solu- 
tions of calcium sulphate in ammoniacal solution is precipitated by arsenic 
acid as CaiN'H4AsO, (distinction from strontium after the addition of sulphuric 
acid) (Bloxam, C. A., 1886, 54, 16). 

7/. — Normal chromates, as KuCrO, , precipitate solutions of calcium salts as 
calcium chromate, CaCrO* , yellow, provided the solution be not too dilute (5c). 
The precipitate is readily soluble in acids and is not formed with acid chro- 
mates as KaOrsO^ (separation from barium), i. — Fluosilicic acid does not 
precipitate calcium salts even in the presence of equal parts of alcohol (separa- 
tion from barium). 

7. Ignition. — Calcium sulphate, CaS04.2H20 , gy^psum , loses its water of 
crystallization at 80° and becomes the anhydrous sulphate, CaS04 , plaster of 
f^aris; which on being moistened forms the crystalline CaS04.2H20 , expands 
and “ sets.” Calcium carbonate, Umestone, w^hen heated (burned) loses carbon 
dioxide and becomes lime, CaO . 

Compounds of calcium, preferably the chloride, render the flame ^jelloicUh 
red. The presence of strontium or barium obscures this reaction, but a mixture 
containing calcium and barium, moistened with hydrochloric acid, gives the 
calcium color on its first introduction to the flame. The spectrum of calcium 
is distinguished by the bright green line, Ca /?, and the intensely bright 
orange line, Ca a, near the red end of the spectrum. 

8. Detection. — Calcium is separated in analysis from the metals of the 
other groups and from barium, with strontium, as described at §187, 8. 
A portion of the solution of strontium and calcium acetate is boiled with 
potassium sulphate; after standing for some time (ten minutes), the filtrate 
is tested with ammonium oxalate. A white precipitate insoluble in the 
acetic acid present, but soluble in hydrochloric acid is evidence of the 
presence of calcium. The flame test (7) is confirmatory. 

9. Estimatioii. — Calcium is weighed as an oxide, carbonate, or sulphate. The 
carbonate is obtained by precipitating as oxalate, and gently igniting the dried 
precipitate; higher ignition changes the carbonate to the oxide. The sulphate 
is precipitated in a mixture of two jmrts of alcohol to one of the solution. The 
hydroxide and carbonate may be determined by alkalimetry. Calcium may be 
separated from barium and strontium by the solution of its nitrate in amyl 
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alcohol (50). The best method of separatioa from strontium is to treat the 
nitrates with a mixture of equal volumes of alcohol and ether. The calcium 
nitrate dissolves, but not more than one part in 60,000 of the strontium is 
found in the solution (§195). In the presence of iron, aluminum and phos- 
phoric acid, calcium is best precipitated as an oxalate in the presence of citric 
acid (Passon, Z, angeic.^ 189S, 77^5). See also 9. §186 and §187. 

§189. Magnesitun. Mg = 24.32. Valence two. 

1. Properties. — Specific gravity, 1.75 (Deville and Caron, .4. CA., 1863, (3), 
67, ZiS)‘, melting point, 651° (Cir. B. of S., 1915). A white, hard, malleable and 
ductUe metal: not acted upon by water or alkalis at ordinary temperature 
and only slightly at 100° (Ballo, B., 1883, 16, 694). When. heated m air or in 
oxygen it burns with incandescence to MgO . It combines mrectly when heated 
in contact with K , P , As , S and 01 . It forms alloys with Eg and Sn, forming 
compounds which decompose water. 

2. Occurrence. — ^^fagnesite, ICgCOs; dolomite, CaMgCCOj)^; brucite, Mg(OM)j; 
epsom salts, MgSO^JS^O; and combined with other metals in a great variety 

of minerals. , ^ /-r. 4 

3. Preparation. — (i) By electrolysis of the chloride or sulphate (Bunsen,^ A; 

1852, 82, 137). (2) By "ignition of the chloride with sodium or ^tassmm 

(Wohler, A., 1857, 101, 562). (3) Mg.Fe(ON’), is ignited vvith Na,CO, , and 
this product ignited with zinc (Lanterbronn, German Patent Iso. 39,91o). 

4 . Oxide and Hydroxide.— Only one oxide of magnesium, MgO , is known 
with certainty. Formed by burning the metal in the air, and by action o 
heat upon the hydroxide, carbonate, nitrate, sulphate, oxalate and 

nesium salts decomposed by heat. The corresponding hydroxide, Mg{QM )2 > 
is formed precipitating magnesium salts with the fixed alkahs. 

5 . Solubilities. — a. — Metal , — ^Magnesium is soluble in acids including 

carbonic acid, evolving hydrogen: Mg -f CO 2 + HgO = MgCOa + a. 
(Ballo, B., 1882, 15 , 3003) : it is also attacked kj %e acid alkali carbonates, 
as NaHCO,, to form MgCOj, ITajCOj and H (Ballo, I c.). Soluble in 
ammonium salts: Mg -f- 3 NH 4 CI = UH^MgClj + With 

the halogens it acts tardily (Wankl]^! and Chapman, J . 0., 1866, 19 , 141). 
h. — Oxide and hydroxide . — ^Insoluhle in water, soluble in acids. Mg(0H)2 
is soluble in 111,111 parts of water at 18° (Kohlrausch and Bose, Zeit. 
fihys. Ch,, 1893, 12 , 241). In contact with water the oxide is slowly 
changed to the hydroxide, l^(0H)j , and absorbs COj from the-air. Sol- 
uble in ammonium salts: * 1 ^( 0 H )2 + SNH^Cl = XS^MgClj -|- 
21 fB: 40 H. c.— Baffe.— The chloride, bromide, iodide, chlorate, nitrate, 
and acetate (4 aq) are deliquescent ; the sulphate (7 aq) slightly efflorescent. 
The carbonate, phosphate, borate, arsenite, and arsenate are insoluble in 
water; the sulphite, oxalate, and chromate soluble; the tartrate sparingly 
soluble. The carbonate is soluble; the phosphate, arsenite, and arsenate 
are insoluble in excess of ammonium salts. 

6. a . — The fixed alkali hydroxides and the hydroxides of 
barium, strontium and calcium precipitate magnesimn hydroxide, 1^(0H)2, 


* TlUb oondlttont hate are the same as in the case of JfjiLCOH)^^ |134« 0a, footnote. 
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■white, gelatinous, from solutions of magnesium salts; insoluble in excess 

of the reagent but readilv soluble in ammonium salts, the magnesium pass- 

++ — + - ++ 

ing into the negative ion: MgrOH)2+4jrE,Cl=(NH,)2Mi^l4+2ira,^ 
With ammonium hydroxide but half of the magnesium is precipitated, 

the remainder being held in solution in the acid ion by the ammonium 

++ — + - ++ — + + 

salt formed in the reaction: 2Mg SO^ + 2HH40H=:Mg(0H)2 + (irH4)2 

Mg(S 04)2 (Eheineck, DingL, 1871, 202, 268). The fixed alkali 
carbonates precipitate basic magnesium carbonate, Mg4f0H)2(C03)3 , 
variable to Mg, (OH), (CO,), : 4MgS0, + 4Ha,C0, + H,0 = Mg,- 
(0fi),(C0,), +^aia,so, + COj. If the above reaction takes place in 
the cold the carbon dioxide combines with a portion of the magnesium 
carbonate to form a soluble acid magnesium carbonate: SMgSO^ + 
SNa^CO^ + 2 H 2 O = Mg^( 0 H) 2 (C 03)3 + MgH^CCOg)^ + oNa.SO, . On 
boiling, the acid carbonate is decomposed with escape of COg . Ammonium 
carbonate does not precipitate magpesium salts, as a soluble double salt is 
at once formed. Acid fixed alkali carbonates, as NaHCOj , do not precipi- 
tate magnesium salts in the cold; out upon boiling, CO2 is evolved and the 
carbonate is precipitated (Engel, A, Ch., 1886, (6), 7, 260). 

6. — Soluble oxalates do not precipitate solutions of magnesium salts, as they 
form soluble double oxalates. If to the solution of double oxalates, preferably 
magnesium ammonium oxalate, an equal volume of 80 per cent acetic acid be 
added, the magnesium is precipitated as the oxalate (separation from potas- 
sium or sodium (Classen, 1879, 18, 373). 

d, — Alkali phosphates — as NagHPO^ — ^precipitate magnesium phosphate^ 
MgHPO^, if the solution be not very dilute. But even in very dilute 
solutions, by the further addition of ammonium hydroxide (and NH^Cl), 
a crj'stalline precipitate is slowly formed, magnesium ammonium phosphate 
— ^MglTH4P04 . Stirring "with a glass rod against the side of the test-tube 
promotes the precipitation. The addition of ammonium chloride, in this 
test, prevents formation of any precipitate of magnesium hydroxide (56). 
The precipitate dissolves in 13,497 parts of water at 23® (Ebermayer, 
J, pr.y 1853, 60, 41); almost absolutely insoluble in water containing 
ammonium hydroxide and ammonium chloride (Kuhel, Z., 1869, 8, 125). 

e, — ^Magnesium sulphide is decomposed by water, and magnesium salts are 

not precipitated by hydrosulphuric acid or ammonium sulphide; but MgO -f* 
HjO (1-10) absorbs H3S, forming in solntion HgHzSs , -which readily gives 
off hJs upon boiling (a very satisfactoiy method of preparing H^S absolutely 
arsenic free) (Ihvers and Shmidzu, /. 0., 1884, 45, 699). Normal sodium or 
potassium sulphide precipitates solutions of magnesium salts as the hydroxide 
with formation of an acid alkali sulphide: HgS04 -f 2Na3S 4* 2H3O =:lffg(OH), 
-|- 4- 2NaHS (Pelouze, A. Oh,^ 1866, (4), 7, 172). Sulphuric acid and 

soluble sulphates do not precipitate solutions of magnesium salts (distinction 
from Ba , Sr and Ca). 

f, — Magnesium chloride, in solution, evaporated on the water bath evolves 
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hydroolilorir acid (7). .^.—Soluble arsenates precipitate magnesium salts in de- 
portment similar to the corresponding phosphates 

7. Ignition* — Magnesium animonium phosphate when ignited loses ammonia 

and water^ and becomes the pyrophosphate: 2Mgl7H4P04 = MgsPaO^ + H^O -}- 
2NH3 ■ The carliouate loses COn and becomes MgO . In dry air mag-nesium 
chloride may be ignited without decomposition, but in the presence of steam 
MgO and HCl are formed: 2StgCl> -f" = MgO + 2H01; a technical method 

for preparing HCl (Heumanii, A., 1877, 184, 227). 

8. Detection. — If sutlicient ammonium salts have been used, the mag- 
nesium will be in the filtrate from the precipitated carbonates of barium, 
strontium and calcium. PVom a portion of this filtrate the magnesium is 
precipitated as the white magnesium ammonium-phosphate, ‘UglTK^'BO ^ , 
by Na^HPO^ . 

9. Estimation. — After removal of other non-alkali metals, magnesium is pre- 
cipitated as MgNH4P04 , then changed by ignition to MgaPaOr (magnesium 
pyrophosx^hate) and weighed as such. Separated as MgCla from KCl and HaCl 
by solution in amyl alcohol, evaporated with H2SO4 and weighed as MgSO* 
(Riggs, Am. 1892, 44, 103). It is estimated voliimetrically by precipitation 
as 3ilgN‘H4P04 , drying at about 50® until all free NH4OH is removed. An 
excess of standard acid is then added and at once titrated back with standard 
fixed alkali, using methyl orange as an indicator (Handy, J. Am. Soc., 1900, 22, 
31). 

10. Oxidation. — ^ilagnesium is a powerful reducer; ignited with the 
oxides or carbonates of the following elements magnesium oxide is formed 
and the corresponding element is liberated : Ag , Hg , Pt , Sn *, B , A1 , 
Th, CJ, Si, Pb, PJ, As, Sb, Bi, Cr, Mo, Mn, Fe, Co, Wi, Cu, 
Cd , Zn , G1 , Ba , Sr , Ca , Kb , K , ISTa , and li . In some cases the reaction 
takes place Avith explosive violence. From their corresponding salts in 
neutral solution Mg precipitates Se , Te , As , Sb , Bi , Sn , Zn f , Cd , Pb , 
T1 , Th , Cu , Ag , Mn t, Fe t, Co , Hi , An , Pt , and Pd (Scheibler, B., 
18^0, 3, 295; Villiers and Borg, C. r., 1893, 116, 1524). 


* WInMer, B., 1890, 23, 44, 120 and m ; 1891, 24, 898. 
t Kem, a N, 3876, 33, 112 and 286. 
t Seubert and Schmidt, A., 1892, 26'7, 218. 



§190. Table fob Analysis of the Fifth Ghoup (Calcium: Gboup). 

(The Method of Separation given in §195 may be used instead of this.) 

(Concerning the loss of traces of barium and calcium, see §192, 2 ,) 

To the filtrate from the fourth group (§138) add ammonium hydroxide and carbonate, warm but do not boil (§192, 2)» 
Filter and wash. 
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Directions for Analysis of the Metals of the Calcium Group. 

(The Alkaline Earths.) 

§191. Manipulation. — To tlie filtrate from the fourth group in which 
HgS (§192, 1) gives no precipitate (§138) add and ammonmm 

carbonate as long as a precipitate is formed : BaCL + (NH 4 ) 2 C 03 = BaCO^ 
+ 2NH4CI . Digest with warming, filter and wash. The filtrate should 
be tested again with ammonium carbonate and if no precipitate is formed 
it is set aside to be tested for magnesium and the alkali metals (§§193 
and 211 ). 

The well washed white precipitate is dissolved in acetic acid, using as 
little as possible: SrCOg + 2 HC 2 H 3 O 2 = Sr(C 2 H 302)2 + COg + H 2 O . 

To a small portion of the acetic acid solution add a drop of KsCrfir ; 
if a precipitate — BaCr04 — is obtained, the KoCTsO^ must be added to the 
whole solution: 2Ba(C2H302) KgCr^O^ + H2O = 2BaCr04 + 2EC2H3O2 
+ ^HOjBCaOa . Filter, wash the precipitate and dissolve it in HCL Test 
a portion in the flame and precipitate the barium in the remainder as 
barium sulphate, with a drop of sulphuric acid. 

To the filtrate from the barium chromate add UH4OH and (lfH4)2C0s , 
warm, filter, and wash. Dissolve the white precipitates of SrCOg and 
CaCOj in acetic acid and divide the solution into two portions. 

Portion 1 . — For Strontium^, — ^With a platinum wire obtain the flame 
tesi^ crimson for strontium; calcium interferes ( 7 , §§187, 188 and 205), 
Add a solution of calcium sulphate and boil; set aside for about ten min- 
utes. A precipitate — SrS04 — vindicates strontium. This SrS04 may be 
moistened with HCl and the crimson flame test obtained. 

Portion 2. — For Calcium. — ^Add a solution of ammonium (l-i) sulphate, 
boil, and set aside for ten minutes. Filter (to remove any strontium that 
may be present; also a portion of the calcium may be precipitated, §188, 6e.) 
and add ammonium oxalate to the filtrate. Dissolve the precipitate in 
HCh A white precipitate — CaC 204 — ^insoluble in acetic acid by its forma- 
tion in that solution, and soluble in HCl is proof of the presence of calcium. 

§192. Notes. — 1. Considerable amounts of the metals of this group, especially 
barium and strontium, may be precipitated with the second group on account 
of the formation of sulphuric acid by the oxidation of hydrogen sulphide, espec- 
ially by means of feme chloride. As much as 15 mg. of barium may be pre- 
cipitated in this manner. A further loss 9 f 15 mg, of barium as well as 
considerable quantities of calcium and strontium as carbonates may occur 
during the precipitation of the iron group. Smaller quantities may be pre- 
cipitated as sulphate or carbonate with the ammonium sulphide group. (Curt- 
man and Frankelj J, Am. Soc., W, 724 (1911),) 

If large quantities of the metals in the preceding groups: especially iron, 
are present, barium, stronrinm and calcium may fail to ^ detected for this 
reason, by the ammonium carbonate method of separation. The method of 
Curtman and Frankel should then be used. See §197. 

jP. Do not boil after the addition of ammonium carbonate, as this will drive off 
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ammonium hydroxide and carbonate, increasing the solubility of the CaCOs (note 3 
and §178). 

3, The precipitation of bariiizn, strontium and calcium by ammonium car- 
bonate in the presence of ammonium chloride is not as complete as would be desir- 
able in very delicate analyses. The carbonates of barium, strontium and calcium 
are all slightly soluble in ammonium chloride solution; and while the prescribed 
addition of ammonium hydroxide, and excess of ammonium carbonate, greatly re- 
duces the solubility of the precipitat 'd carbonates, yet even with these the precipi- 
tation is not absolute, though more nearly so with strontium than with barium and 
calcium. Thus, in gu2ntit'itwe analyses, if barium and calcium are precipitated as 
carbonates, it must be done in the absence of ammonium chloride or sulphate, and 
the precipitate washed with water containing ammonium hydroxide. As much as 
10 mg. of barium may remain in solution in the presence of much ammonium 
salts. (Curtman and Frankel, J. Am, Soc,, 3S, 724 (1911).) 

4, If barium be absent, as evidenced by the failure to obtain a precipitate 
with KaCrjOy , the solution may at once be divided into two portions to test for 
strontium and calcium. 

5, With care the reprecipitation by ammonium carbonate, for the separa- 
tion from the excess of KaCr-Or , may be neglected and the filtrate from the 
barium, yellow, at once divided into two portions and tested for Sr and Ca . 
Reprecipitation always causes the loss of some of the metals, due to the solu- 
bility of the carbonates in the ammonium acetate formed. On the other hand, 
traces may escape observation in the yellow chromate solution. 

6, Before reprecipitation with (1^4)2003 , an excess of ammonium hydroxide 
should be added to prevent the liberation of COj when the ammonium car- 
bonate is added. 

7, Strontium sulphate is so sparingly soluble in water (§187, 5c) that its 
precipitation by CaS04 (or other sulphates in absence of Ca) is sufficiently 
delicate to detect very small amounts of that metal. How'ever, it is sufficiently 
soluble in water to serve as a valuable reagent to detect the presence of traces 
of barium. Obviously SrS04 will not precipitate solutions of calcium salts. 
Solutions of strontium and barium salts (except SrSO*) are all precipitated 
by CaS04. The presence of excess of calcium salts lessens the delicacy of the 
precipitation of strontium salts by calcium sulphate. 

8, — In very dilute solutions the sulphates of the alkaline earths are not 
precipitated rapidly. Time should be allowed for the complete precipitation. 
Boiling and evaporation facilitates the reaction. 

9, It should be noticed that the test for calcium as an oxalate is made upon 
that portion of the calcium not removed by (NHi)2SOt; or in other words upon 
a solution of GaS04 (1-287). A solution of SrS04 (1-10,000) may be present, 
but is not precipitated by (NH4)2C*04 . The presence of a great excess of (NHt)2S04 
prevents the precipitation of traces of calcium salts by (NH4)2C204 . 

§ 193 . Manipulation. — To a portion of the filtrate from the carbonates 
of Ba, Sr, and Ca add a drop or two of (1^4)2804. A slight precipitate 
indicates a trace of barium. To the filtrate a few drops of (ira[4)2C204 
are added. A trace of calcium is indicated by a slight precipitate. Filter 
if a precipitate is obtained and test the filtrate for Mg with Ma2HP04 . 
A white crystalline precipitate — ^MgB’H^PO^— is evidence of the presence 
of magnesium. The other portion of the filtrate from the carbonates of 
Ba, Sr, and Ca is reserved to be tested for the alkali metals (§ 211 ). 

§194. Noies, — I. By some, magnesium is classed in the last or alkali group instead 
of in the alkaline earth group. It is not precipitated by the (NH4)2COs , yet in the 
general properties of its salts it is so closely related to Ba, Sr and Ca, that it is 
much better regarded as a subdivision of that group than as belonging to the alkali 
group (§175 and#.). 

Traces of Ba , Sr and Ca may remain in solution after adding (KH4)sCOt 
and wanning; due to the solvent action of the ammonium salts present. To pre- 
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rent these traces giving a test for magnesium with Na«HP 04 a <^rgp or two of 
(NH 4 )jiS 04 is added to remove barium or strontium and a few drops of (I 4 H 4 ) 2 C 204 
to remove calcium. The precipitate (if any forms) is removed by filtration, before 

the Na2j^04 is added. , , . • jt ‘r i n 

S, The precipitate of MgNF 4 P 04 does not always form rapidly, if only small 
amounts of Mg are present, and the solution should be allow^ed to stand. Rubbing 
the sides of the test tube with a glass stirring rod promotes the precipitation. 

A. The precipitation of Mg as is fairly delicate (1-71,492) (Kissel, 

Z 1869 8 173/; but not very characteriatic. sls the phosphates of nearly all the 
metals are white and insolubl- in water. Hence the reliability of this test for mag- 
nesium depends upon the rigid rxrlunton of the other metals (not alkahsl by the pre- 
vious processes of analysis. Ttu* precipitate should be carefully examined with a 
magnifying glass to ascertain it* it is crystalline which is characteristic of magnesium 
amtnonium phosphate. Small iiiuourits of aluminum may be present at this point 
and a small amorphous precipitate may be aluminum phosphate. It should be 
filtered off and treated with a f(‘w drops of acetic acid which readily dissolves mag- 
nesium ammonium pho.^phate, but not aluminum pho sph ate. The filtrate should 
be neutralized with ammonia and a few drops of N‘a 2 ffl *04 added. On standing 
for some time small transparent crystals are deposited on the walls of the test tube 
if magnesium is present. ^ • ix j 

f). Lithium phosphate is not readily soluble in water or ammomum salts and 
may give a test for magnesium. See §210, 6d. 

§195. The unlike solubilities in alcohol, of the chlorides and nitrates of 
bariinii, strontium and calcium enable us to separate them very closely by 
absolute alcohol, and approximately by “ strong alcohol,” as follows: 

Dissolve the carbonate precipitate in HCl , evaporate to dryness on the 
water-bath, rub the residue to a fine powder in the evaporating dish, and 
digest it with alcohol. Filter through a small filter, and wash with alcohol 

( 00 , §§186, 187 and 188). 

Filtrate: SrCls and CaCls . 

Evaporate to dryness, change to nitrates by adding a few drops 
of HNOs . Evaporate the nitrates to dryness, powder, digest 
with alcohol,* fflter and wash with alcohol (or digest and wash 
with equal volumes of alcohol and ether.) 

Beaidue: Sr(KO«) 2 . FUtrate: Oa(NO,) 2 . 

Precipitation by CaS04 in water Precipitation by HsS 04 in alco- 
solution: flame test, etc. hoi solution, by (NHi) 2 C 204 , 

etc. 

Or, the alcoholic filtrate of SrCla and CaCls may he precipitated with (a 
drop of) sulphuric acid, the precipitate filtered out and digested with 
solution of and a little . Residue^ BtSO^ . Solution 

contains CaSO* , precipitable by oxalates. 

§196. If the alkaline earth metals are present in the original material 
as phosphate!^ or in mixtures such that the treatment for solution will 
bring them in contact with phosphoric acid; the process of analysis must 
be modified. One of the methods given under analysis of third and fourth 
group metals in presence of phosphates (§145 and f/.) must be employed. 

§197. The presence of oxalates will also interfere, necessitating the 
evaporation and ignition to decompose the oxalic acid (§151). 

* Instead of alcohol the residue of the nitrates may be boiled with amyl aloohoL Calciuii 
Sitrate is dissolved m a king a complete separation from the strontium nitrate 5c). 


Eesidue: BaCU. 

Dissolve in water, 
test with Ca£104» 
SrS04 , KtCrsOr, 
etc. 
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The Alkali Group (Sixth Group). 

Potassixun. K = Caesium. Cs = 132.81. 

Sodium. Ha = 23.00. Eubidium. Eb = 85.45. 

Ammonium. (NH^)'. Lithium. Li = 6.94. 

§198. Tho metals of tlie alkalis are highly combustible, oxidizing quickly 
in the air, displacing tlie hydrogen of water even more rapidly than zinc 
or iron displaces the hydrogen of acids, and displacing non-alkali metals 
from their oxides and salts. As elements they are very strong reducing 
agents, while their compounds are very stable, and not liable to either re- 
duction or oxidation by ordinary' means. The five metals, Cs , Eb , K , 
Na, Li, present a gradation of electro-positive or basic power, caesium 
being strongest, and the others decreasing in the order of their atomic 
weights, lithium decomposing water with less violence than the others. 
Their specific gravities decrease,* their fusing points rise, and as carbon- 
ates their solubilities lessen, in the same order. In solubility of the phos- 
phate, also, lithium approaches the character of an alkaline earth (§6), 

Ammonium is the basal radical of ammonium salts, and as such has 
many of the characteristics of an alkali metal. The water solution of the 
gas ammonia, (an anhydride), from analogy is supposed to contain 
ammonium hydroxide, irH 40 !H, known as the volatile alhalL Potassium 
and sodium hydroxides are the fixed alkalis in common use. 

§199. The alkalis are very soluble in water, and all the important salts 
of the alkali metals (including NH^) are soluble in water, not excepting their 
carbonates, phosphates (except lithium), and silicates; while all other 
metals form hydroxides or oxides, either insoluble or sparingly soluble, and 
carbonates, phosphates, silicates, and certain other salts quite insoluble in 
water. 

Their compounds being nearly all soluble, the alkali metals are not pre- 
cipitated by ordinary" reagents, and, with few exceptions, their salts do not 
precipitate each other. In analysis, they are mostly separated from other 
metals by non-precipitation. 

§200. In accordance with the insolubility in water of the non-alkali 
hydroxides and oxides, the alkali hydroxides precipitate all non-alkali metals^ 
except that ammonium hydroxide does not precipitate barium, strontium, 
and calcium. These precipitates are hydroxides, except those of mercury, 
silver, and antimony. But certain of the non-alkali hydroxides and 
oxides, though insoluble in water, dissolve in solutions of alkalis; hence, 
when added in excess, the alkalis redissolve the precipitates they at first pro- 
duce with salts of certain metals, viz. : the hydroxides of Pb , Sn , Sb (oxide), 


Except thoio of potassium {0,8TS) and sodium (0.9196). 
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Zn, Al, and Or dissolve in the fixed alkalis; and oxide of Ag and hy- 
droxides of Cu 5 Cd , Zn , Co , and Ki dissolve in the volatile alkali. 

§201. Solutions of the alkalis are canstio to the taste and touch, and 
turn red litmus also, the carbonates, arid carbonates, normal and 

dibasi(‘ j)hosphatcs, and some other salts of the alkali metals, give the 
“ alkaline reaction with test papers. Sodium nitroferricyanide, with 
hydrogen sulphide, gives a delicate reaction for the alkali hydroxides 
(§207, Cyh). 

§202. The hydroxides and normal carbonates of the alkali metals are not 
decomposed by heat alone (as are those of other metals), and these metals 
form the only acid carbonates obtained in the solid state. 

§203. The fixed alkalis, likewise many of their salts, melt on platinum 
foil ill the llame, and slowly vaporize at a bright red heat. All salts of 
ammonium, by a careful evaporation of their solutions on platinum foil, 
may be obtained in a solid residue, which rapidly vaporizes, wholly or 
partly, below a red heat (distinction from fixed alkali metals). 

§204. The hydroxides of the fixed alkali metals, and those of their salts 
most volatile at a red heat, preferably their chlorides, impart strongly 
characteristic colors to a non-luminous flame, and give well-defined spectra 
with the spectroscope. 

§205. Potassium, K = 39.10. Valence one. 

1. Properties — Specific gravitj/j 0.875 at 13® (Baumhauer, B., 1873, 6, 655). 
Melting pointy 62.3® (Ctr. B. oj S., 1915). Boiling point, 719° to 731° (Car- 
nelley and Williams. B., 1879, 12, 1360); 067° (Perman, J. C., 1889, 56, 328). 
Silver-white metal with a bluish tinge. At ordinary temperature of a wax-like 
consistency, ductile and malleable; at 0° it is brittle. It is harder than Na 
and is scratched by Li , Pb , Ca and Sr . The glowing vapor is a very beautiful 
intense violet (Dudley, Am,, 1892, 14, 185). It is next to caesium and rubidium, 
the most electro-positive of all metals, remains unchanged in dry air, oxidizes 
rapidly in moist air, and decomposes water with great violence, evolving 
hydrogen, burning with a violet flame. At a red heat CO and COg are 
decomposed, at a white heat the reverse action takes place. Liquid chlorine 
does not attack dry potassium (Gautier and Charpy, C. r., 1891, 113, 597). Acids 
attack it violently, evolving hydrogen. 

2. Occurrence. — Very widely distributed as a portion of many silicates. In 
sea water in small amount as KCl. In numerous combinations in the large 
salt deposits, especially at Stassfurt; e,g,, camallite, KCl.MgCl 2 -f- 6H3O; 
kainite, K 3 S 04 .MgS 04 .HgCl 3 + GH^O , etc. As an important constituent of 
many^ plants — grape, potato, sugar-beet, tobacco, fumaria, rumex, oxalis, etc, 

3. Prepaj^tion. — (/) By reduction of the carbonate with carbon. (2) By 
electrolysis of the hydroxide (Horning and Kasemeyer, J5., 1889, 22, 277c; 
Castner, B., 1892, 25, 179c), (3) By reduction of KjCO# or KOH with iron car- 
bide: 6KOH -f- 2 PeC 3 = 6K 2Pe + 200 -f 200, + SH, (Castner, 0. 27., 1886, 
54, 218). (4) By reduction of the carbonate or hydroxide with Pe or Mg 
(Winkler, B., 1890, 23, 44). 

4. Oxides and Hydroxide.— Poiewium otoide,* H*0 , is prepared by carefully 

* The existence of the oxides 'SH\0 of K, ir« and Rb Is disputed (Brdmann and Koethner, Am 
1896,291,56). 
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heating potassium with the necessary amount of oxygen (air) (Kuhnemann, 
C. 1863, 491); also by heating K-O, with a mixture of K ami Ag (Beketotf, 
V, C,, 1881, G43). It is a hard, gray mass, melting above a red heat. Water 
changes it to KOH with generation of much heat. JPota^nmim 
is formed by treating K or K^O with water; by boiling a solution of KoCO, 
with Ba , Sr or Ca oxides; by heating K2CO3 with to a red heat and 

decomposing the potassium ferrate with water (Ellershausen, C, C., 1891, (1), 
1047; (2), 399). Pure w'ater-free £OH is a white, hard, brittle mass, melting 
at a red heat. It dissolves in water with generation of much heat. Potassium 
8uperoa*ide^ , is formed when K is heated in contact vvith abundance of air 
(Harcourt, J. C., 1862, 14, 267): also by bringing K in contact with KUO, 
heated until it begins to evolv’e O (Bolton, C. iV., 1886, 53, 289).^ It is an amo^ 
phous powder of the color of lead chromate. Upon ignition in a silver dish 
oxygen is evolved and K^O and Ag^O formed (Harcourt, he,). Moist air or 
water decomposes it with evolution of oxygen. It is a powerful oxidizing 
agent, oxidizing S® to Svi , P° to pv , K , As , Sb , Sn , Zn , Cu , Pe , Ag and Pt 
to the oxides (Bolton, ?. c,; Brodie, Proc, Roy. 1863, 12, 209). 

5. Solubilities.— K and K-,0 dissolve in water with violent action, forming 
KOH , which reacts with ali acids forming soluble salts. Potassium dissolves 
in alcohol, forming x>otassium alcoholate and hydrogen. 

Potassium platinum chloride, acid tartrate, pilico-fluoride, picrate, phos- 
phomolyhdate^ perchlorate, and chlorate are only sparingly soluble in 
cold water, and nearly insoluble in alcohol. The carbonate and sulphate 
are insoluble in alcohol. 

6. Beactions. a . — Potassium and sodium hydroxides are very strong 
bases, fixed alkalis, and precipitate solutions of the salts of all the other 
metals (except Cs , Rb , and Li), as oxides or hydroxides. These precipi- 
tates are quite insoluble in water, except the hydroxides of Ba , Sr , and 
Ca . Excess of the reagent causes a resolution with the precipitates of 
Pb, Sb, Sn, Al, Cr, and Zn, forming double oxides as, ii^PbOg, potas- 
sium plumbite, etc. Potassium carbonate is deliquescent, strongly alkaline, 
and precipitates solutions of the salts of the metals (except Cs , Rb , Na , 
and Li), forming normal carbonates 'W'ith Ag , Hg', Cd , Fe'', Mn , Ba , Sr , 
and Ca ; oxide with Sb ; hydroxide with Sn , Fe'", Al , Cr"' and Co'"; basic 
salt with Hg", and a basic carbonate with the other metals. 

J.- — Tlie potassium salts of HCIT , H 4 Pe(Clff) 8 , H 3 re(ClI)i, , and HCNS 
find extended application in the detection and estimation of many of the 
heavy metals. 

Tartaxic acid, or more readily sodium hydrogen tartrate, 

IffaHC^H^O,, precipitates, from solutions sufficiently concentrated, potas- 
sium hydrogen tartrate, granular-crystalline. If the solution 

be nlVsIiTift, acetic or tartaric acid should be added to strong acid reaction. 
The test must be made in absence of non-alkali bases. The precipitate is 
increased by agitation, and by addition of alcohol. It is dissolved by 
fifteen parts of boiling water or eighty-nine parts water at 25°, by mineral 
by solution of borax, and by alkalis, which form the more soluble 
normal tartrate, but not by acetic acid, or at all by alcohol 

of fifty per cent 
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Picric acid, CeH 2 (lSr 02 ^ 30 H , or preferably its sodium salt, precipitates, 
from solutions not very dilute, the yellow, crystalline poimsium picraie, 
O^^K^('NO.J,^OK, soluble in 200 parts of water at 15® 0. (Reicliard, 
Z. 40, 25), insoluble in alcohol, by help of which it is formed in dilute 
solutions. The solution must be nearly neutral to avoid precipitation of 
the slightly soluble picric a<*i(l (soluble in 160 parte water). The dried 
precipitate detonates strongly when heated. 

c. — If a neutral solution of a potassium salt be added to a solution of cobaltic 
nitrite,* a i)recii)itate of the double salt potdftmim cobaltic nitrite, K3Co(N‘02)o , 
will be formed. In eon cent rated solutions the precipitate forms immediately, 
dilute solutions should be allowed to stand for some time; sparingly soluble in 
water, insoluble in alcohol and in a solution of potassium salts, hence the 
precipitation is more valuable as a separation of cobalt from nickel than as a 
test for potassium (§133, 6c). 

Potassium nitrate is not found abundantly in nature, but is formed by the 
decomposition of nitrogenous organic substances in contact ’svith potassium 
salts, “• saltpeter plantations or by treating a hot solution of HaiNOg with 
KCl (D,, 3, 2, 72). It finds extended application in the manufacture of gun- 
powder, d.— See §303, 

r. -Potassium sulphide may be taken as a type of the soluble sulphides 
which precipitate solutions of the metals of the first four groups as 
sulphides except: Kg' becomes HgS and Hg®, Ee'" becomes EeS and S , 
and A1 and Cr form hydroxides. The sulphides of arsenic, antimony and 
tin dissolve in an excess of tli<j reagent, more rapidly if the alkali sulphide 
contain an excess of sulphur. For the general action of HoS or soluble 
sulphides as a reducing agent see the respective metals. Potassium sul- 
phate is used to precipitate barium, strontium, and lead. It almost always 
occurs in nature as double salt with magnesium, KoS 04 .MgS 04 .MgCl 2 -j- 
, kainite, and is used in the manufacture of ZA 1 (S 04 ) 2 , ISL^OO^ and 
EOH . As a typo of a soluble sulphate it precipitates solutions of lead, 
nicrcurosuin, barium, strontium, and calcium; calcium and mercurosum 
incompletely. 

f, — ^Potassium chloride precipitates the metals of the first group, acting 
thus as a type of the soluble chlorides. It is much used with sodium 
nitrate in the preparation of potassium nitrate for the manufacture of 
gunpowder, in the preparation of KoCOj , KOH , and also as a fertilizer. 
Potassium bromide as a type of the soluble bromides precipitates solutions 
of Pb , Ag , and Hg (Hg" incompletely). Potassium iodide finds extended 
use in analytical chemistry in that it forms many soluble double iodides ; 
it is also extensively used in medicine. As a h'pe of a soluble iodide it 
precipitates solutions of the salts of Pb, Ag, Hg, and Cu'. Cu" salts 
are precipitated as Cul with liberation of iodine. Pe"' salts are merely 

♦ One cc. of cobaltous nitrate solution and three cc. of acetic add are added to five cc. of a ten 
per cent solution of sodium nitrite. This gives a yellowish solution having an odor of nitrous 
add. 
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reduced to Fe" salts with liberation of iodine. Arsenic acid is merely 

reduced to arsenous acid with liberation of iodine. 

Potassium chlorate is used as a source of oxygen and as an oxidizing agent 
in acid solutions. Sodium perchlorate, ITaClO* , precipitates from solutions of 
potassium salts potmsmim pnrhlorate, ECIO 4 , sparingly soluble in water and 
almost insoluble in strong alcohol (Kreider, Z. anonj., 1895, 9, 342). Potassium 
iodate is used as a reagent in the detection of barium as BadOa)^ . g. — The 
oxides of arsenic act as acid anhydrides toward KOH and form stable soluble 
potassium salts, arsenites and arsenates, which react with the salts of nearly 
all the heavy metals. Potassium chromate and dichromate are both exten- 
sively used as reagents, especially in the analysis of Ag , Pb and Ba salts, 

i. — ^Fluosilicic acid, HaSiFg, precipitates from a neutral or slightly 
acid solution of potassium salts, potassium fluosilicate (siiico-fluoride), 
KoSiFg, soluble in 833.1 parts of water at 17.5®; in lOi .8 parts at 100°; 
and in 327 parts of 9.6 per cent HCl at 14° (Stolba, J. pr., 1868, 103, 396^ 
The precipitate is white, very nearly transparent. 

y. — ^HydrocMorplatinic acid, HgPtClg , added to neutral or acid solutions 
not too dilute, precipitates potassium chlorplatinate^ K 2 FtClg , crystalline, 
yelJoic, Non-alkali bases also precipitate this reagent, and if present must lie 
removed before this test. The precipitate is soluble in 19 parts of boiling 
water, or 111 parts of water at 10 °. Minute proportions are detected by 
evaporating the solution with the reagent nearly to dryness, on the water- 
bath, and then dissolving in alcohol; the yellow crystalline precipitate, 
octahedral, remains undissolved, and may be identified under the micro- 
scope. 

k * — An alcoholic solution of BiCls in excess of N'a2S20a gives a yellow precipitate 
with solutions of potassium salts (Pauly, C. C., 1887, 553). 1 . — Gold chloride added 
to sodium and potassium chloride forms chloraurates, e.^., KAuOh + 2 H 2 O . If 
these salts are dried at 100® to 110® to remove water and acids, the sodium salt is 
soluble in ether (separation from potassium) (Fasbender, C. C., 1894, 1, 409), 

7. Ignition. — Ignited potassium hydroxide or potassium carbonate is n 
valuable desiccating agent for use in desiccators or in liquids. A mixture 
of molecular proportions of K 2 CO 3 and Na 2 C 03 melts at a lower tempera- 
ture than either of the constituents, and is frequently employed in fusion 
for the transposition of insoluble metallic compounds : BaSO^ + K^COg = 
BaG 03 ”4“ * 

Potassium compounds color the flame violet A little of the solid 
substance, or residue by evaporation, moistened with hydrochloric acid, 
is brought on a platinum wire into a non-lumxnous flame. The wire 
should be previously washed with HCl, and held in the flame to insure 
the absence of potassium. The presence of very small quantities of 
sodium enables its yellow flame completely to olscure the violet of potas- 
sium; hut omng to the greater volatility of the latter metal, flashes of 
violet are sometimes seen on the first introduction of the wire, or at the 
border of the flame, or in its base, even when enough sodium is present 
to conceal the violet at full heat. The interposition of a blue flm, or 
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to conceal the violet at full heat. The interposition of a blue glass, or 
prism filled wiih indigo solution, sufficiently thick, entirely cuts ofl! the 
yellow light of sodium, and enables the potassium flame to be seen. The 
red rays of the Jiihium flame are also intercepted by the blue glass or 
indigo prism, a thicker stratum being required than for sodium. It 
organic substances are present, giving Imninosity to the flame, they must 
be removed by ignition. Certain non-alkali bases interfere with the 
examination. Silicates may be fused ^nth pure g}q)sum, giving vapor of 
potassium sulphate. Bloxam (/. 0., I860, 18, 229) recommends to fuse 
insoluble alkali compounds with a mixture of sulphur, one part, and 
barium nitrate, six parts: cool, dissolve in water, remove the barium with 
ISTH^OH and (ITHJ.COg and test for the alkalis as usual. 

The volatile potassium compounds, when placed in the flame, give a 
widely-extended continuous sipectnim^ containing two characteristic lines; 
one line, K a, situated in the outermost red, and a second line, K /?, far in 
the violet rays at the other end of the spectrum. 

8. Detection. — Potassium is usually identified by the violet blue color 
which most of its salts impart to the Bunsen flame (7). Sodium inter- 
feres but the intervention of a cobalt glass (§ 132 , 7) or a solution of 
indigo cuts out the yellow color of the sodium flame and allows the violet 
of the potassium to be seen. Some of the heavy metals interfere, hence 
the test should he made after the removal of the heavy metals (§§211 
and 212). 

Potassium may he precipitated as the platinichloride (6;); as the per- 
chlorate (6/); as the silieo-fluoride (6i); as the acid tartrate (6&); etc. 
Certain of these reactions are much used for the quantitative estimation 
(9) of potassium hut are seldom used for its detection qualitatively. 

9. Estimation. — (/) Potassium is converted into the sulphate or phosphate 
and weig-hed as such. (?) It is precipitated and weig'hed as the double chloride 
with platinum. (S) If present as EOH or K3CO, it is titrated with standard 
acid (Kippenberprer, Z, mgevr,, 1894, 495). (0 It is precipitated with HaSiE* 
and strong alcohol. (3) Indirectly when mixed with sodium, by converting 
into the chlorides and weighing as such; then determining the amount of 
chlorine and calculating the relative amounts of the alkalis. (6) It is pre- 
cipitated as the bitartrate in presence of alcohol and, after filtration and 
solution in hot water, titrated with deci-normal KOH. (7) By precipitation as 
the perchlorate, KCIO4 (Wense, Z, angeuo.^ 1892, 233; Caspari, Z. angew,, 1893, 68). 

10. Oxidation. — Potassium is a very powerful reducing agent, its affinity 
for oxygen at temperatures not too high is greater than that of any other 
element except Cs and Eb . For oxidizing action of see 4. 


§206. Sodiiun. Ha = 23.00. Valence one. 


1. Properties.— iSpecijic gravity, 0.9735 at 13.5® (Baumhauer, B., 1873, 6, 
665); 0.7414 at the boiling point (Ramsay, B., 1880, IS, 2145). Melting voint. 
97 . 5 ® (Ctr. B, of B., 1915). Boiling pointy 742® (Permaiij C. AT., 1889, 237} 
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A silver-white metal with a strong metallic lustre. At ordinary temperatures 
it is softer than Li or Pb, and can be pressed together between the jSlngers; 
at — 20® it is quite hard; at 0® very ductile. It oxidizes rapidly in moist air 
and must be kept under benzol or kerosene. It decomposes winter violently 
even at ordinary temperatures, evolving hydrogen, which frequently ignites 
from the heat of the reaction: 2!Nra -j- 2H2O = 2l!faOH -f Ha . It burns, when 
heated to a red heat, with a yellow' flame. Pure dry Na is scarcely at all 
attacked by dry HCl (Cohen, 0. 18S6, 54, 17). 

2. Occurrence. — Never occurs free in nature, but in its various combinations 
one of the most wddely diffused metals. There is no mineral knowm in which 
its presence has not been detected. It occurs in all winters mostly as the 
chloride from traces in drinking waters to a nearly saturated solution in some 
mineral w’aters and in the sea water. It is found in enormous deposits as rock 
salt, HaCl; as Chili saltpeter, HaNO,; in lesser quantities as carbonate, borate, 
sulphate, etc. 

3. Preparation. — (1) By igniting the carbonate or hydroxide with carbon; 
(2) by igniting the hydroxide with metallic iron; (3) by electrolysis of the 
hydroxide; (4) by gently heating the carbonate with Mg. 

4. Oxides and Hydroxides. — Sodium oxide, NajO , is formed by burning 

sodium in oxygen or in air and heating again w'ith Ha to decompose the HaoDa 
(§205, 4, footnote). Sodium hydroxide, NaOH , is formed by dissolving the 
metal or the oxide in w'ater (Rosenfeld, J. pr., 1893, (2), 48, 599); by treating 
a solution of sodium carbonate with lime; by fusion of HaHOg with CaCO, , 
CaO and NajCOa are formed and the mass is then exhausted with w^ater; by 
igniting HaaCO, with PeaC^ , forming sodium ferrate, which is then decom- 
posed with hot w^ater into NaOH and Pe(OH), (Solvay, (7. C,, 1887, 829). It is 
a w'hite, opaque, brittle crystalline body, melting under a red heat. The 
fused mass has a sp. gr. of 2.13 (Filhol, 1847, (3), 21, 415). It has a very 

pow'erful aflSnity for wnter, gradually absorbing water from CaCla (Muller- 
Erzbach, B., 1878, 11, 409). It is soluble in about 0.47 part of water according 
to Bineau (C. r., 1855, 41, 509). 

Sodium peroxide, NajOa , is formed by heating sodium in CO3 free air or 
oxygen (Prud’homme, C. C., 1893, (1), 199). It reacts as HjOg , partly reducing 
and partly oxidizing. It may be fused without decomposition. Water decom- 
poses it partially into HaOH and H2O2 . 

5. Solubilities. — Sodium and sodium oxide dissolve in water^ forming 
the hydroxide, the former with evolution of hydrogen. In acids the 
corresponding sodium salts are formed, all soluble in water except sodium 
pyroantimonate, which is almost insoluble in water, and the fluosilicate 
sparingly soluble. 

The nitrate and chlorate are deliquescent. The carbonate (10 aq), sul- 
phate (10 aq), sulphite (8 aq), phosphate (12 aq), and the acetate (3 aq) are 
efflorescent. 

6. Eeactious. a. — As reagents sodium hydroxide and carbonates act in 
all respects like the corresponding potassium compounds, which see. 

— ^By the greater solubility of the picrate and acid tartrate of sodium, that 
metal is separated from potassium (§205, 6&). c. — Sodium nitrate occurs in 
nature in large quantities as Chili saltpeter, used as a fertilizer, for the manu- 
facture of nitric acid, with KCl for making SIHO, , etc. 

d . — Sodium phosphate, ira 2 HP 04 , is much used as a reagent in the 
precipitation and estimation of Pb, Mu, Ba, Sr, Ca, and Mg. The 
phosphates of all metals except the alkalis are insoluble in water (lithium 
phosphate is only sparingly soluble (§210, 5<:), soluble in acids). Solu- 
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tions of alkali phosphates precipitate solutions of all other metallic salts 
as phosphates {secondary, tertiary or basic) except: HgCL precipitates as 
a basic cliloride (§58, Grf), and antimony as oxide or oxychloride (§70, GJ), 


P //.— As reag-ents the sodium salts react similar to the corresponding 

potassium salts, which see. i.— Sodium fluosilicate is soluble in 153.3 parts 
H.O at 17.5“ and in 40,GG parts at 100“ (Stolba, Z., 1872, 11, 199); hence is not 
jjrecipitated by fluosilicic acid except from very concentrated solutions 
(separation from K). Sodiizm chlo^latinate, NaaPt^e, crystallizes from its 
concentrated solutions m red prisms, or prismatic needles (distinction from potassium 
or ammonium). A drop of the solution to be tested is shghtly acidified with hydro- 
chloric acid from the point of a glass rod on a slip of glass, treated with two drops 
of solution of chlorplatinic acid, left a short time for spontaneous evaporation and 
crystallization, and observed under the microscope, k . — Sodium pirate soluble m 
10 parts of water is used as a reagent for potassium salts (Richard, 40 , 677), 


7, . —Solution of potassium pyroantimonate, KsHoSboO^ , produces in 
neutral or alkaline solutions of sodium salts a slow-forming, white, crystal- 
line precipitate, NaoH.SboO, , almost insoluble in cold water. The reagent 
must be carefully prepared and dissolved when required, as it is not per- 
manent in solution (§70, 4r). 

T. Ignition. — Sodium bicarbonate, NaHCO^ , loses H 2 O and COg at 125® 
becoming Na^CO,., , no further decomposition till 400® when a very small 
amount of WaOH is formed (Kirsling, Z, angciv,, 1889, 332). 

Sodium compounds color the flame intensely yellow, the color being 
scarcely affected by potassium (at full heat), but modified to orange-red 
by much lithium, and readily intercepted by blue glass. Infusible com- 
pounds may be ignited with calcium sulphate. The test is interfered with 
i)y some non-alkali bases, which should be removed (§§211 and 212). 

The spectrum of sodium consists of a single broad band at the D line in 
the yellow of the solar spectrum separable into two bands, D/ and by 
prisms of higher refractive power. 

The amount of sodium in the atmosphere, and in the larger number of 
substances designed to be chemically pure is sufficient to give a dis- 
tinct but evanescent yellow color to the flame and spectrum. 

8. Detection. — Sodium is usually detected by the color of the flame, 
yellow, in absence of the heavy metals. In the usual process of analysis 
the presence or absence of sodium is determined in the presence of 
magnesium (as Na^HPO^ is the usual reagent for the detection of mag- 
nesium, it is evident that the presence or absence of the sodium must he 
detenu ined before the addition of that reagent); and as that metal gives 
a yellowish color to the flame it must be removed if small quantities of 
sodium are to be detected. For this purpose the filtrate from Ba , Sr and 
Ca is evaporated to dryness and gently ignited to expel all ammonium 
salts; then taken up with a small amount of water and the magnesium 
precipitated as the hydroxide with a solution of barium hydroxide. After 
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filtration the barium is removed by (ITB[ 4 ) 2 C 03 or HoSO^ and the filtrate 
tested for sodium ])y the flame or by the pyroantimonate test (6^*). 

9. Estimation. — {1) If present as hydroxide or carbonate, by titration with, 
standard acid (Lunge, Z, anyeic.^ 1897, 41). (2) By converting into the chloride 

or sulphate and weighing as such. (.?) In presence of potassium by converting 
into the chloride, weighing as such, then estimating the amount of chlorine 
with AgNOa and computing the amounts of K and Na. (4 It is precipitated 
by KaHijSb.O- and dried and weighed as Ka^HoSbaOr . 

10. Oxidation. — Sodium ranks with potassium as a very powerful re- 
ducing agent. It is not quite so violent in its reaction and being much 
cheaper is almost universally used instead of potassium. Sodium peroxide 
may act both as a reducing and oxidizing agent. The action is similar to 
HoOo in alkaline solution^ which see (§244, 6). 


§207. Ammonixim. (NH^V. Valence one. 

1. Properties.—iSfppci/fc of NH# gas, 0.589 (Fehling, I, 384); of the 

liquid, 0.6234 at 0® (Jolly, A., 1861, 117, 181). The liquid boils at — ^33.7®, at 
0® the liquid has a tension of 4.8 atmospheres (Bunsen, Pofff;,, 1839, 46 , 95). 
Liquid ammonia is a colorless mobile liquid, burns in air when heated or in 
oxygen without being previously heated. At ordinary temperature it is a gas 
with very penetrating odor. It burns with a greenish-yellow flame, and com- 
bines energetically with acids to form salts, the radical NH4 being monovalent 
and acting in many respects similar to K and Na . At 0® one volume of water 
absorbs 1049.6 volumes of the gas; at 15®, 727.22 volumes (Carius, A., 1856, 99 , 
144). One gram of water, pressure 760 mm. and temperature 0®, absorbs 
0.899 gram of ITHs; with temperature 16®, 0.578 gram (Sims, A., 1861, 118, 345). 

2. Occurrence. — Free ammonia does not occur in nature. Various ammonium 
salts occur widely distributed: in rain water, in many mineral waters, in almost 
all plants, among the products of the decay or decomposition of nitrogenous 
organic bodies, etc. 

3. Preparation. — It is obtained from the reduction of nitrates or nitrites by 
nascent hydrogen in alkaline solution, c. g., 8A1 -f- SKOH -f 3KNO, -f- 2H2O = 
hKAlO. + 3ErH,; by the reduction with the hydrogen of the zinc-copper couple; 
by boiling organic compounds containing nitrogen with EMn04 in strong 
alkaline solution (as in w^ater analysis): also by the oxidation of nitrogen in 
organic bodies with strong sulphuric (Kjeldahl method of nitrogen determina- 
tion). It is prepared on a larger scale by heating an ammonium salt with lime 
(or some other strong base). Nearly all the ammonium hydroxide and am- 
monium salts of commerce are obtained as a by-product in the production of 
illuminating gas by the destructive distillation of coal. 

4. Hydroxide. — Ammonium hydroxide, MH^OH, is made by passing 
ammonia, NH, , into water. The gas is absorbed by the water with great 
avidity, and a strongly alkaline solution is produced. A solution having 
a sp. gr. of 0.90 at 15° contains 28.33 per cent of NH^ (Lunge and Wiemik, 
Z. angew.y 1889, 183). 

5. Solubilities. — Ammonia, , and all ammonium salts are soluble in 

water. Ammonia dissolves less readily in a strong solution of potassium 
hydroxide than in water. The carbonate (acid), and phosphate are efflores- 
cent. The nitrate and acetate are deliquescent^ the sulphate slightly deli- 
quescent 
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6. Eeactions. a*— The fixed alkali hydroxides and carbonates liberate 
ammonia, EEs , from all ammonium salts, in the cold and more rapidly 
upon heating. Ammonium hydroxide, volatile alkali^ colors litmus blue, 
neutralizes acids, forming salts, and precipitates solutions of the metals of 
the first four groups, manganese and magnesium salts imperfectly; due to 
the solubility of the hydroxide formed, in the ammonium salt produced 
by the reaction, and with these metals if excess of ammonium salts he 
present no precipitate will be formed by the 35nff40H . The precipitate is 
a hydroxide except: with Ag and Sb it is an oxide, with mercury a sub- 
stituted ammonium salt and with lead a basic salt (see below, h and T). 
With salts of Ag, Chi, Cd , Co , Ni, and Zn the precipitate redissolves in 
excess of the reagent. Ammonium cajrbonate, (N]ff4)2C03 , is unstable and 
used only in solution. It is formed by adding ammonium hydroxide to a 
solution of the acid carbonate of commerce. It precipitates solutions of 
all the non-alkali metals, chiefly as carbonates except magnesium salts 
which are not at all precipitated, as a soluble double salt is at once formed 
(sejiaration of Ba , Sr , and Ca from Hg). With salts of Ag , Cu , Cd , Co , 
Ki , and Zn , the precipitate is redissolved by an excess of the ammonium 
carbonate. 

h — Dilute solutions of picric acid with ammonium hydroxide form in- 
tensely colored yellow solutions, a precipitate of ammonium picrate being 
formed if the solutions are quite concentrated. Tartaric acid precipitates 
ammonium salts very closely resembling the precipitate of potassium acid 
tartrate. The ammonium salt is more soluble in water than the potas- 
sium salt and does not leave K2CO3 upon ignition. Sodium nitroferri- 
cyanide, lira.Pe(irO)(CN)5 , added to a mixture of and H2S 

gives a very intense purple color, characteristic of alkali 
sulphides and the manipulation may he modified so as to give a very deli- 
cate test for the presence of an alkali hydroxide or of hydrosulphuric acid. 
In no ease, however, can the RS be directly added to the sodium nitro- 
ferricyanide as it causes oxidation of the sulphur. To test for ammonia 
the gas should be liberated by KOH and distilled into a solution of HaS ; 
and this solution added to the lSra2Pe(N0)(ClSr)5 . 

e.~ Ammonium, nitrite, NHiNO, , is used in the preparation of nitrogen 
(§235, 3); ammonium nitrate in the preparation of nitrous oxide, K,0 , 
“ laughing gas ” (§237). d.— Ammonium phosphate, as a reagent, acts 
similarly to sodium phosphate. When sodium phosphate, Na^HPO* , is used to 
precipitate metals in the presence of ammonium hydroxide, a double phosphate 
of the metal and ammonium is frequently forme d as lInlTH 4 !P 04 , MgNH^PO^ , 
etc. By some chemists microcosmic salt, Na 2 ffH 4 HP 04 , is preferred to sodium 
phosphate, Na|HF 04 , as a reagent. 

e . — When ammonium hydroxide is saturated with HoS , ammonium suh 
phide, , is formed. Complete saturation is indicated by the failure 
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to precipitate magnesium salts, that is, 15rH40H precipitates magnesium 
salts while does not. Freshly prepared ammonium sulphide is 

colorless, but upon standing becomes yellow with loss of ammonia and 
formation of the poly-siilpliides, (NH4)2S3, . The yellow poly-sulphide 
may also be formed by dissolving sulphur in the normal ammonium sul- 
phide. As a precipitant ammonium sulphide acts similarly to the fixed 
alkali sulphides. The sulphides of Sb'" and Sn" are with great difficulty 
soluble in the normal ammonium sulphide, but readily soluble in the 
poly-sulphide. Nickel sulphide, IfiS, is insoluble in normal ammonium 
sulphide but is sparingly soluble in the yellow poly-sulphide (distinction 
from cobalt). ('NK^)2S gives a rich purple color with sodium nitroferri- 
cyanide* (6). Ammonium sulphate as a precipitating reagent acts similar 
to all soluble sulphates (§205, 6 e). A 25 per cent solution of (1^4)2804 
is used to dissolve CaS 04 (§188, 5 c) (distinction from Ba and Sr). 

/. — ^Ammonium chloride is much used as a reagent. It prevents pre- 
cipitation of the salts of IMEn by the NH4OH , and is of special value in the 
precipitation of the third group as hydroxides and the fourth group as 
sulphides by preventing the formation of soluble colloidal compounds. 
The solubility of the precipitates of the carbonates of the fifth group is 
slightly increased by the presence of ammonium chloride; i. e., very dilute 
solutions of barium chloride are not precipitated by ammonium carbonate 
in presence of a large excess of ammonium chloride. The salts of mag- 
nesium are not precipitated by the alkalis or by the alkali carbonates in 
presence of ammonium chloride. The solubility of A1(0B[)3 is diminished 
by the presence of NH4CI (§124, 6a, and §117). 

g, h , — Similar as reagents to the corresponding potassium salts- i. — I’luo- 
siUcic acid, HsSiE« , does not precipitate ammonium salts, the ammonium 
fluosilicate being ve^ soluble in water (distinctiorn from potassium), j. — Chlor- 
platinic acid, HaPtCle , forms with ammonium salts the yellow ammonium 
chlorplatinate, (NH4)2PtCl« , veiy closely resembling the potassium salt with 
the same reagent, but upon ignition only the spongy metallic platinum is left, 
i. e,f no chloride of the alkali metal, as Kul . 

fc. — solution of potassium mercuric iodide, containing also 

potassium hydroxide — ^BTessler^s test * — ^produces a brown precipitate of 
nitrogen dimercuric iodide, dimercur-ammonium iodide (§68, 6a), 

soluble by excess of KI and by HCl ; not soluble by KBr (distinction from 

HgO): 

NH. + 2HgI, = + 3HI 

+ SKt'Sglt + 3KOH = NHg.I + 713 + 4H,0 

• This reagent may be prepared as foUows : To a solution of mercuric chloride add solution 
of potassium iodide till the precipitate is nearly all redissolved ; then add solution of potassium 
hydroxide sufficient to liberate ammonia from ammonium salts; leave until the liquid becomes 
clear, and decant from any remaining sediment 
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This very delicate test is applicable to ammonium hydroxide or salts; 
traces forming only a yellow to brown coloration. The potassium mercuric 
iodide, ‘^'Meyers Ucagent/’ alone, precipitates the alkaloids from neutral 
or arid solutions, but does not precipitate ammoninm salts from neutral 
or acid solutions. Ammonium hydroxide in alcoholic solution docs not 
give a precipitate with Xesslcr's reagent, but from this solution a precipi- 
tate is formed with HgCla (De Koninck, Z., 1893, 32, 188). 

/. — Mercuric chloride, HgCL, , forms, in solutions of ammonium hy- 
droxide or ammonium carbonate, the " white precipitate of nitrogen 
dihydrogen mercuric chloride, ITHoHgCl, or mercur-ammonium chloride. 
If the ammonium is in a salt, not carbonate, it is changed to the carbonate 
and precipitated, by addition of mercuric chloride and potassium carbonate 
previously mixed in solutions (with pure water), so dilute as not to precipi- 
tate each other (yellow). This test is intensely delicate, revealing the 
presence of ammonia derived from the air by water and many substances 
(TVittstein, Arch, Pkarm.^ 1873, 203, 327). 

m . — a small quantity of recently precipitated and well-washed silver 
chloride, and, if it does not dissolve after agitation, then add a little potassium 
hydroxide solution. The solution of the AgCl , before the addition of the fixed 
aikali, indicates free ammonia; after the addition of the fixed alkali, ammonium 
salt- (Applicable in absence of thiosulphates, iodides, bromides and sulpho- 
C3'anates.) 

w. — Sodium phosphomolybdate (§75, 6d) precipitates ammonium from neutral 
or acid solutions; also precipitates the alkaloids, even from very dilute solu- 
tions, and, from concentrated solutions, likewise precipitates K , E-b and Cs 
(all the fixed alkalis except hTa and Li). 

7. Ignition. — Heat vaporizes the carbonate, and the haloid salts of am- 
monium, undecomposed (dissociated but reuniting upon cooling); decomposes 
the nitrate with formation of nitrous oxide and water, and the phosphate and 
borate with evolution of ammonia. KTH, heated to 780® or higher is dissociated 
into H and H (Ramsay and Young, J. C., 1884, 45, 88). 

8. Detection. — As ammonium hydroxide and chloride are used in the 
regular process of analysis, the original solution must he tested for the 
presence or absence of ammonium compounds. The hydroxide or the 
carbonate may be detected by the odor (1) ; the action on red litmus paper 
suspended in the test-tube above the heated solution; the blue color im- 
parted to paper wet with copper sulphate; the blackening of mercurous 
nitrate paper; and if in considerable quantity, the white vapors when 
brought into contact with the vapors of volatile acids. In combination 
as salts the gas is liberated by the fixed alkali hydroxides or carbonates 
(oxides or hydroxides of Ba , Sr , or Ca may be used) and distilled into 
Kessler’s reagent, or collected in water and the test with Hg ^2 applied 
or any of the tests for ammonium hydroxide. 

9. SSsttima^on. — ^Anunonlum salts are usually estimated by distillation into a 
standard acid, from a solution made alkaline with KOH, and titration of the 
excess of the acid with a standard solution, using tincture of cochiueal 
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as an indicator. It may be converted into the chloride and precipitated by 
PtCl^ and weig’hed as the double platinum salt. 

10. Oxidation. — ^Ammonium salts in solution, treated %vith chlorine gas, gen- 
erate the unstable and violently explosive “nitrogen chloride” (ITCiaV) («). 
The same product is liable to arise from solid ammonium salts treated with 
chlorine. Gaseous ammonia, and ammonium hydroxide, with chlorine gas, 
generate free nitrogen (6), a little ammonium chlorate being formed if the 
ammonia is in excess. Hypochlorites or hypohromites (or chlorine or bromine 
dissolved in aqueous alkali, so as to leave an alkaline reaction) liberate, from 
dissolved ammonium salts, all of their nitrogen (as shown in the second equa- 
tion of ?>); the measure of the nitrogen gas being a means of quantitative 
estimation of ammonium. With iodine, ammonium iodide and the explosive 
iodamides (c) are produced; or under certain conditions an iodate (d). Ammo- 
nium hj'droxide is liable to atmospheric oxidation to ammonium nitrite and 
nitrate. Permanganates oxidize to niti'ate (e) (Wanklyn and Garngee, d. C'., 
1868, 21, 29). In presence of Cu the O of the air oxidizes the nitrogen of 
ammonia to a nitrite {f) (Berthelot and Saint-Gilles, A. Ch., 1864, (4), 1, 381). 
Ammonia is somewhat readily produced from nitric acid by strong reducing 
agents (y). It is formed vvuth carbonic anhydride, in a water solution of 
cyanic acid, and, more slowly, in a water solution of hydrocyanic acid. It is 
generated, by fixed alkalis, in boiling solution of cyanides (h); also in boiling 
solutions of albuminoids and other nitrogenous organic compounds, this forma- 
tion being hastened and increased by addition of permanganate (Wanklyn’s 
process), Fnsion with fixed alkalis transforms all the nitrogen of organic 
bodies into ammonia. 

(a) NH^Cl -f 3Cla = NCI, -f- 4HC1 

(h) 8NH, 4- 3C1, = GNH,C1 

2NH4CI -I- 3OI2 = 8HC1 + N, 

(c) 2NH, + la =: NH J -f NH*! 

(d) 6 NH*OH + 3la = + NH 4 IO, + 3HaO 

(e) 6NH4OH -f SHMnO* = 3NH*NO, -|- 8MnO(OH)a + 6HaO 

(f) 12Chi -I- 2NH, -f- 90a = 12CuO -1- 2HNOa + 2HaO 

(g) 3HNO, + 8A1 -f SKOH = SKAlOa + SNH, -f- HaO 

(h) HCN + KOH -f- H,0 = NH, -f- KCHO* (formate). 


§208. Caesium. Cs = 132,81. Valence one. 

1. Properties. — specific gravity^ 1.88 at 15° (Setterberg, A., 1882, 211, 100). 
Melting point, between 26° and 27°. It is quite similar to the other alkali 
metals; silver-white, ductile, very soft at ordinary temperature. It bums 
rapidly when heated in the air, and takes fire when thrown on water. It may 
be kept under petroleum. It is the most strongly electro-positive of all metals. 

2. Occurrence. — ^Widely distributed but in small quantities; as caesium 
aluminum silicate (mineral castor and pollux) (Pisani, 0. n, 1864, 58, 715); in 
many mineral springs (Miller, G, N., 1864, 10, 181) ; in the ash of certain plants, 
tobacco^ tea, etc. 

3. Preparation. — ^By electrolysis of a mixture of CsCN with Ba(ON)a; by 
ignition of CsOH with A1 in a nickel retort (Beketoff, C. C., 1891, (2), 450). 

4. Oxide and Hydroxide. — ^An oxide has not yet been prepared. The 
hydroxide, CsOH , is a grayish-white solid, very deliquescent, absorbs CO* from 
the air; dissolves in water with generation of much heat, forming a strongly 
caustic solution. 

5. Solubilities. — Caesium dissolves with great energy in water, acids or 
alcohol, liberating hydrogen and forming the hydroxide, salts or alcoholate 
respectively. The hydroxide is soluble in water and alcohol. The salts are 
all quite readily soluble; the double platinum chloride, CssPtCl^ , and the 
acid tartrate, CSHC4H4O* , being least soluble and used in preparation of the 
salts free from the other alkali metals. 
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6 . Heactions. — In all its reactions similar to tiie other fixed alkalis. 

7 . Ignition. — Caesium salts color the non-luminous flame violet. The sp^- 
trum gives two sharply defined lines, Cs a and Cs^ /i, in the blue and a third 
faint line in the orange-red Cs , , also several faint lines in the yellow and 
green. With the spectroscope three parts of CsCl may be detected in presence 
of 300,000 to 400,000 parts KCl or NaCl; and one part in presence of 1,500,000 
parts LiCl f Bunsen, Pofjg.y 1875, 155, 633). 

8 . Detection.— 'By the spectroscope (7 and §210, 7). 

9 . Estimation. — (/) As the double platinum chloride; (2) as the chloride with 
RbCl, estimation of the amount of Cl and calculation of the relative amounts 
of the metals; ( 3 ) as the sulphate obtained from ignition of the acid tartrate 
and treatment with H 2 SO 4 (Bunsen, Pogg., 1863, 119, 1). 


§209. Ruhidium. Bh = 85.45. Valence one. 

1. Properties . — Specific gravitpy 1.52 (Bunsen, A., 1863, 126, 367). MelHng 
point, 38® (Cir. B, of 6^, 1915); at -10® soft as wax.^ A lustrous silver-white 
metal wfith a tinge of yellow, oxidizes rapidly in the air, develomng much heat 
and soon igniting. Volatile as a blue vapor below^ a red heat. The J^aetal does 
not keep well under petroleum, but is best preserved in an atmosphere of hydrogen 
Next to caesium it is the most electro-positive of all metals. 

2. Occurrence.— Widely distributed in small quantities, usually with caesium, 
and frequently wdth the other alkali metals, always in combination. None of 
the alkali metals can occur free in nature. 

3. Preparation.— From the mother liquor obtained in the preparation of Dx 
salts (Heintz, J. pr., 1862, 87, 310): (7) By ignition of the acid tartrate with 
charcoal; (<?) electrolysis of the chloride; (3) by ignition wuth Mg or 
(Winkler, B., 3890, 23, 51; Beketoff, B., 1888, 21, c, 424). 

4 . Oxide and Hydroxide.— The oxide Rb^O has not been vnih certainty pre- 

pared. The hydroxide, RbOH , is formed when the metal is decomposed by 
water; also through the action of Ba(OH )2 upon RhsSO* . It is a gray-white, 
brittle mass, melting under a red heat, 1 -u , 

5 . Solubilities.— The metal dissolves in cold water, ^ in acids and m alcohol 
with great energy, evolving hydrogen. The hydroxide is readily soluble in 
water with generation of heat. The salts are all quite readily soluble. The 
acid tartrate is about eight times less soluble than the corresponding Cs salt. 
Among the less soluble salts are to be mentioned the perchlorate, the fluosili- 
cate, the double platinum chloride, the silicotungstate, the picrate, and the 
phosphomolybdate. The alum is less soluble than the corresponding potassium 
alum. 

6 . Reactions. — Similar to the other fixed alkalis. 

7. Ignition.— The salts give a violet color to the flame. The spectrum^ gives 
two characteristic lines in the violet, Rb a and Rb /3 ; two less intensive in the 
outer red, Rb yand Rb <f; a fifth Rhein the orange; and many faint lines in the 
orange, yellow and green. As small a quantity as 0.0000002 gram of RbCl can 
be detected (Bunsen, Z, <?.). 

8 . Detection. — By the spectroscope (7 and §210, 7). . . xx, 

9 . Estimation. — (Z) By weighing with CsCl as the chlorides, determining 
amount of Cl and calculating the proportion of the metals; (2) as the double 
platinum chloride. 


lithium. Id = 6.94. Valence one. 

1 Properties.— Bpccijfic gravity j 0.5936, the lightest of all known solid bodies 
(Bunsen and Matthiessen, A., 1855, 94, 107). MeUing point, {Cir, B, of 
S 1915): does not vaporize at a red neat. It is a silver-white metal with a 
grayish tinge: harder than K or Na, but softer than Pb , Ca or Sr; it is tough 
Sid may be drawn into wire and rolled into sheets. It is more electro-posiUve 
than the alkaline earth metals, but less electro-positive than K or Na . T^ 
pure metal is quite similar in appearance and in its chemical properties to K 
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and Na, but does not react so violently as those metals. It does not ignite 
in the air until heated to 200°, and then burns quietly with a very mtense w^te 
light. It also burns with vivid incandescence in Cl , Br , I , O , S and dry . 
It decomposes water readily, forming LiOH and H , but not with combustion 
of the hydrogen or ignition of the metal. . . n 

2 Occurrence. — It is a sparingly but widely distributed metal, usually pre- 
pared from lepidohte, triphylite, or petalite. Traces are found in a great 
many minerals, in mineral springs, and in the leaves and ashes of many plants; 
e. g., coffee, tobacco and sugar-cane. , j. xv 

3. Preparation. — It is prepared pure only by electrolysis, usually of tne 
chloride. A larger yield is obtained by mixing the LiCl with NH4CI or KCl 
(Giintz, C. r., 1893, 117, 732). The metal is also obtained by ignition of tiie 
carbonate with Mg , but the metal is at once vaporized and oxidized, 

4. Oxide and Hydroxide.— It forms one oxide, LijO , by heating the metal 
in oxygen or dry air; cheaper by the action of heat upon the nitrate. The 
corresponding hydroxide, XiiOH , is made by the action of water upon^ the 
metal or its oxide; cheaper by heating the carbonate with calcium hydroxide. 

5. Solubilities. — The metal is readily soluble in water with evolution of 
hydrogen, forming the hydroxide; soluble in acids with formation of salts. 
The oxide, LiaO , dissolves in water, forming the hydroxide. The most of the 
lithium salts are soluble in water. A number of the salts, including the 
chloride and chlorate, are very deliquescent. The hydroxide, carbonate and 
phosphate are less soluble in water than the corresponding compounds of the 
other alkali metals. In this respect lithium shows an approach to the alkaline 
earth metals. LiOH is soluble in 14.5 parts water at 20® (Dittmar, J. Soe. Ind., 
1888, 7, 730); LiaCO, in 75 parts at 20®; LiaPO* in 2539 parts pure water and 
3920 parts ammoniacal water, more soluble in a solution of HH4CI than in 
pure water (Mayer, A., 1855, 98, 193). Lithium chloroplatinate and lithium 
picrate are very soluble in water (Richard Z.^ 40, 383). 

6. Heactioiis. — Lithium salts in general react similar to the corresponding 
potassium and sodium salts. They are as a rule more fusible and more easily 
decomposed upon fusion. Soluble phosphates precipitate lithium phosphate^ 
more soluble in HH4CI solution than in pure water (distinction from mag- 
nesium). In dilute solutions the phosphate is not precipitated until f be solu- 
tion is boiled. The delicacy of the test is increased by the addition of ^a^H, 
forming a double phosphate of Ha and Li (Rammelsberg, A. Ch., 1818, (../), 7, 
157). The phosphate dissolved in HCl is not at once precipitated by neutraliz- 
ing with HH4OH (distinction from the alkaline earth metals). Nitrophenic 
acid forms a yellow precipitate, not easilj^ soluble in water. 

7. Ignition. — Compounds of lithium impart to the flam© a carmine-re^ color, 
obscured by sodium, but not by small quantities of potassium compounds. 
Blue glass, just thick enough to cut off the yellow light of sodium, transxnns 
the red light of lithium; but the latter is intercepted by a thicker part of the 
blue prism, or by several plates of blue glass. The spectrum of lithium con- 
sists of a bright red band, Li a, and a faint orange line, Li The color 
tests have an intensity intermediate between those of sodium and potassium. 

8. Detection. — By the spectroscope. — ^To the dry chlorides of the alkali metals 

a few drops of HCl are added and the mass extracted with 90 per cent alcohol. 
The solution contains all the rare alkalis and some Ha and K . Evaporate to 
dryness, dissolve in a small amount of water and precipitate with platirmm 
chloride. The double platinum and potassium chloride is more soluble than 
the corresponding salt of B»b and Cs . Boil repeatedly with small portions of 
water to remove the potassium, and frequently examine the residue by the 
spectroscope as follows: Wrap a small amount of the precipitate in a moistened 
filter paper, then in a platinum wire and carefully char. After charring is 
complete, ignite before the spectroscope. The K spectrum grows fainter, that 
of Bb and Cs appear. v, 

Evaporate to dryness the filtrate from the precipitate of the platinum aouple 
salts, add oxalic acid and ignite, moisten with HOI, evaporate and extract with 
absolute alcohol and ether. Upon evaporation of the extract IdCl is obtained, 
almost pure. Test with the spectroscope and by forming the insoluble phos- 
phate. 
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9. Estimatioii. — ^A.fter separation from other elements it may be weigbed as 
a sulphate, carbonate or phosphate, LijPO, . It may 

comparative intensity of the lines in the spectroscope (Bell, Am., 1886, y, 85;. 

Dibections foe the Analysis op the Metals of the Alkali Geoitp 

(Sixth Gboup). 

§211. If the material is found not to contain magnesium, the clear 
filtrate from the carbonates of Ba , Sr , and Ca , after testing for traces 
with and (§193), may at once be tested for the prea- 

ence of potassium and sodium. If magnesium be present it should be 
removed in order to test for small amounts of sodium. Potassium and 
large amounts of sodium may be readily detected in the presence of mag- 
nesium. It is evident that the magnesium must not be removed by the 
usual reagent used to detect the presence of that element, t. e. B ‘a2HP04 . 
It is recommended by many to use ammonium phosphate, (NH4)2HP04. • 
This reagent removes the magnesium, and permits the application of the 
flame test for the fixed alkalis; but the presence of the phosphate obstructs 
the gravimetric determination of the alkalis. The phosphate may^ be 
removed by lead acetate and the excess of the lead by hydrogen sulphide. 

§212. As a better method it is directed to evaporate the filtrate con- 
taining the magnesium and the alkalis to dryness, ignite gently to remove 
the ammonium salts. Dissolve the residue in water and add Ba(0H)2 to 
precipitate the magnesium as Mg(0H)2 (§§177 and 182). After filtration, 
the excess of barium in the filtrate is removed by H2SO4 , and the filtrate 
from the barium sulphate is ready to be tested for the fixed alkalis by the 
flame test or by gravimetric methods as may be desired. The presence of 
sodium obscures the flame reaction for potassium, but the introduction 
of a cobalt glass (§132, 7) or an indigo prism cuts out the sodium flame 
and allows the violet potassium flame to be seen. Study 6, 7, 8, and 9 of 
§§205 and 208. 

§213. The free use of ammonium salts during the process of analysis 
makes it necessary that the testing for ammonium be done in the original 
solution or in the filtrate from the Tin and Copper Group, 

Add an excess of KOH or BTaOH to the solution and warm gently. Notice 
the odor (§207, 1). Suspend a piece of moistened red litmus paper in 
the test-tube; in the presence of ammonia it will be changed from red 
to blue color. To detect the presence of small amounts of ammonium 
salts, heat the strongly alkaline mixture nearly to boiling and pass the 
evolved gas into water. Test this solution (ammonium hydroxide) with 
Nessleris Eeagent (§207, SJc) or by the precipitation with HgOls (§207, 6Z). 
Study §207, 6, 7, 8, and 9. 

§214. The rare metals of the Alkali Group: lithium, rubidium, and 
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caesium, are rarely met with in the ordinal}' analyses. If their presence 
is suspected they are tested for and detected by the spectroscope (7, §§208, 
209 and 210). 

§215. Lithium, because of the insolubility of its phosphate (§210, 6c), 
interferes with the detection of magnesium. If the filtrate after the 
removal of barium, strontium, and calcium be evaporated to dryness and 
gently ignited to remove all ammonium salts, the residue, dissolved in 
water and treated with an excess of barium hydroxide, will give a precipi- 
tate of the magnesium as the hydroxide, leaving the lithium in solution. 
The barium hydroxide precipitate may be tested for magnesium and from 
the filtrate the excess of barium hydroxide may be removed by sulphuric 
acid before testing for the alkali metals. 



PAET III.-THE NON-METAIS 


§216. Balais-cing EquATiOinS ix Oxidatiox axd Reductiox. 

Oxidation and reduction always involves a change in valence. When the 
valence of an electropositive element is increased it is said to be oxidized, 
and conversely, when its valence is reduced, reduction has taken place. It 
is believed tliat each bond or valence is produced by the presence of a unit 
charge of electricity on the atom or ion. A ferrous ion may be represented 
as while a ferric ion would be Fe'^+‘^ and the oxidation or reduction 
of iron would therefore consist in adding to or subtracting a unit 
charge of electricity from the atom. Similarly the valence of negative ele- 
ments is proportional to the number of negative charges of electricity on 
their atoms. It is assumed that during oxidation and reduction unit 
charges of negative electricily carried by small corpuscles or electrons pass 
from one atom to the other. The positively charged masses of atoms are 
very much larger than the negative electrons. When an atom loses a nega- 
tive electron, its positive charge is relatively increased and it is oxidized; 
when it gains a negative electron it is reduced. 

The valence of an electro-negative element would therefore be increased 
when it is reduced and reduced when it is oxidized. When an element 
can pass from the positive to the negative condition there may be no change 
in valence during reduction or oxidation. -f-30* + 

m^o . 

The metals in salts generally act as electro-positive elements while the 
acid elements or radicles are electro-negative. The latter therefore may 
act as oxidizing agents towards the former. In general in a reaction in- 
volving oxidation and reduction one element is oxidized and another is 
reduced and the gain in valence of one element is exactly equal to the loss 
in valence of the other element. This is a necessary consequence of the 
transfer of negative electrons from one element to the other. 

Statement of Bonds in Plus and Minus HTumbers,* according to chemical 
polarity, positive and negative (see §3 footnote). 

A bond, that is a unite of active valence, is either a plus one or a minus 
one. The formula of a molecule of hydrochloric acid is stated, H+iCl~S 

♦ O. O. Johnfloa, C. iV., 1880, 4S, 51. See «lao Oetwald, Orundr^ aUg.Chem,, 3te Aufl., U899, 
a 439. 
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that of water, (The pins sign is understood when no sign is 

written before the valence number.) 

Plus and minus bonds are represented as positive and negative quan- 
tities. In the formula of hydrochloric acid, as above, the difference 
between the polarity of the hydrogen atom and that of the chlorine atom 
is stated as a difference of two. 

In any compound the sum of the plus bonds and the minus bonds of the 
atoms forming a molecule is zero. 

Free elements, not having aciire valence, have zero bonds in this 
notation 

The Oxidation of any element is shown by an increase, and its Eeduction 
by a decrease, in the sum of its bonds. 

When one substance reduces another the element which is reduced 
loses as many bonds as are gained by the element which is oxidized. 

It is evident that, changes in valence being reciprocal in oxidation and 
reduction, there is no gain or loss in fSc sum of the bonds of two elements 
which act upon each other. 

The use of this notation is illustrated in the following equations : 

SSnCl, + H^SOa + 6HC1 = 3SnCU + H*S -h SH^O 

In this equation the three atoms of tin gain six bonds; the bonds of the 
sulphur in the have then been diminished by six; that is, it has 

given up six bonds to the tin, and having only four in the first place must 
now have minus two (4 -6 = -2). 

The valence of the acid element in an acid may always be found from 
the anliydride. In this ease we have: H 2 S 03 =S 02 +H 20 , the valence of 
the sulphur in SOo being 4. 

+ 4' 4"4"4““l~ 

3Sn Cl, + HIO, + 6HC1 = 3Sn Cl. +HI + 3H,0 

Here also the three atoms of tin gain six bonds, and these are furnished 
by the iodine of the HIO, . It has five in the first place, and being 
diminished by six, has one negative bond remaining (5-6 = -l). [In 
other words, unless we deny that iodine has five bonds in HIO, , we must 
admit that it has one negative bond in HI (written H'l”').] 

8 HM 11.04 -p 5AisTC> -p SSjSO^ = 5!EtsAs04 -{- 8 !fiflC]iS 04 -{- 

In this equation eight atoms of manganese in the first member have 56 
bonds, and a like amount in the second member has only 16, losing 40, 
and this 40 has been gained by the five atoms of arsenic. They now have 

♦ If there is polarity in the union of like atoms with each other in forming an elements 
molecule, the sum must be zero, as in the formation of the molecules of compounds. 
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25, after gaining 40. They must then have had — 15 in the first place 
(25 — 40 = -15). That is, the atom of arsenic in arswions hydride has 
-3 bonds (18-"%). 

SnCl, + HgC31, = Hg + SnCl* 

This equation illustrates the statement that free elements have no 
bonds. The tin gains two bonds, and these two bonds are taken from the 
mercury in the EgCl 2 . 


§217. Bide for Balancing Equations. 

The number of oxidation bonds which any element has is determined 
by the following rules : 

a. Hydrogen has always one positive bond. 

&. Oxygen has always two negative bonds. 

c. Free elements have no bonds. 

d. The sum of the bonds of any compound is zero. 

e. In salts the bond of the metal is always positive. 

/. In acids and in salts the acid radical has always negative bonds. 

Thus, the bond of free Pb is zero, but in PbCl^ the lead has two posi- 
tive bonds, and each atom of chlorine has one negative bond. 

In BigSa , each atom of Bi has three positive bonds (a), and each atom of 
S has two negative bonds (f). 

In the following salts, etc., the bond of each element is marked above, 
with its proper sign, plus being understood if no sign is given. Then fol- 
lows the equation in full, the bonds of each atom being multiplied by the 
number of atoms, and all being added, the sum is seen to be aero. 
Hg^(l!rvO-^,),.2 -f 10 — 12 = 0 
Bi% (SviO-^0,.6 -f- 18 — 24 = 0 
Ba'"(Mnvno-^^),.2 + 14 — 16 = 0 
Pe'"(HvO-^,),.3 -f- 15 — 18 = 0 
As '", S -^,.6 — 6 = 0 

If the above is understood, the rule for balancing equations is easily 
eiqilained. 

The number of bonds changed in one molecule of each shows the number 
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«f tlie molecules of the other which must be taken, the words each and 
other referring to the oxidizing and reducing agents. 


§218. A few equations will illustrate the application of the rule. 

(1) 3As* + 20H1IO, + 8H,0 = laHjAsO* + SOHO 

The arsenic in one molecule gains 20 bonds, therefore 20 molecules of HKO^ 
are taken. The nitrogen loses three bonds, therefore three molecules of As^ 
are taken. The valence of the nitrogen and arsenic may be found from their 
anhydrides: 

2HNO3 = H2O -f" N2O5 and 2H3ASO4 = ZS,tO + AszOg 

Equations of this kind may also be balanced by considering that the arsenic 
must be oxidized to the ^ntoxide, one molecule of arsenic requiring ten atoms 
of oxygen. Two molecules of nitric acid furnish three atoms of oxygen, as 
follows: 

2HNO3 = H2O + 2NO + 30 

Three molecules of arsenic must, therefore, be taken, requiring thirty atoms 
of oxygen, which will be furnished by 20 molecules of nitric acid. To convert 
a molecule of arsenic pentoxide into arsenic acid requires 3 molecules of water. 
The 3 molecules of arsenic will therefore require 18 molecules of water. As 
the 20 molecules of nitric acid furnish 10 molecules of water, 8 more must be 
added. 

(2) 6Sb + lOHNOa = SSb^Os + lONO + m^O 

The antimony gains five bonds, therefore five molecules of HlSTOa would be 
taken, and since the nitrogen loses three bonds, three of antimony would be 
taken, but since we cannot write SbaO^ with an odd number of atoms of 
antimony, we double the ratio and take six and ten. 

(3) 3H,S + sraro, = 3H*SO* + 8NO + 4H*0 

The S in the first member has 2 negative bonds (a and d); in the second 
member it has 6 positive, gaining 8 bonds; hence 8 molecules of HNO5 must 
be taken. The nitrogen in the first member has five bonds, and in the second 
it has two. The difference is three, therefore just three molecules of HjS 
must be taken. 

Further, the reaction may be explained as follows: 

The sulphur in the first member has two bonds (valence of two), but nega- 
tive because combined with hydrogen (two atoms) to form a definite com- 
pound; in the second member it has six bonds (valence of six), but positive 

because combined with oxygen (SO, or ~ S ~ q )• The valence of the 

hydrogen does not change and hence in the reaction one molecule of HjS 
gains eight bonds. The nitrogen in the first member has five bonds (valence 

of five), but positive because combined with oxygen (K,0, orH — 0 — 

in the second member it has two bonds, still positive because combined with 
oxygen. The valence of the hydrogen and oxygen does not change, hence in 
the reaction one molecule of HNO, loses three bonds. Now the number of 
bonds gained by the H^S (8) must equal the bonds lost by the HNO, (3). 
The least common multiple, twenty-four, indicates the least possible total 
change of valence for each compound; this requires that three molecules of 
H,S and eight of HNO, be taken, giving for the products three molecules of 
H3SO4 and eight of NO with four of water to complete the equation. 

U) 3Sb,S, + 28HNO, = 3Sb,0, + 9H,S04 -1- 28NO + 5H,0 
Ih this case, both the Sb and the S in the molecule gain bonds, and must be 
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considered. It is plain (from d and e) that each atom of Sb gains 2 bonds, and 
the two in the molecule will gain 4. 

The S in SbaS, has 2 negative bonds, and in the second member (in HaSO*) 
it has 6 positive bonds, a gain of 8 . The three atoms in the molecule will gain 
three times eight, or 24 bonds; to this add the 4 which the Sb has gained, and 
we have 28 bonds gained by one molecule of SbaS^; hence 28 molecules of HNO, 
must be taken. We take 3 of SbjSs for reasons explained in the first equation. 

Further explain as follows: In this case both the Sb and the S gain in 
valence (oxidized). Each atom of antimony gains tw^o bonds, a total gain of 
four. Each atom of sulphur gains eight, a total gain of twenty-four; or a 
gain for one molecule of SbjS* of twenty-eight bonds. As in the previous 
illustration, the nitrogen loses three bonds. The least common multiple, 
eighty-four, indicates that for the reaction each compound must undergo a 
change of at least eighty-four bonds. This requires for the Sb^Sj three mole- 
cules, and for the HMTOa twenty-eight molecules. The products are as indicated 
in the equation. 

(5) 2Ag,AsO* + llZn + IIH2SO4 = 2ASH3 + 6Ag -h llZnSO^ + SH^O 

The silver loses three bonds, and the arsenic in changing from plus five to 
minus three loses eight bonds; this added to the three that the silver loses 
makes eleven, therefore eleven atoms of zinc are taken, and since the zinc gains 
two, two molecules of silver arsenate are taken. 

( 6 ) 2MnO + SFbaO* + 30HNO, = 2 HM 11 O, -f- ISPbCNOa), + 

The manganese gains five bondvS, therefore five molecules of PbaO* are taken. 
The three atoms of lead in one molecule of Phs 04 have in all eight bonds, but 
a like amount has only six in the second member, being a loss of two, there- 
fore two molecules of MnO are taken. 

(7) 2M[iiBra 4- TPhOj + UKIHO, = -f 2Bt, + TPbClTOs), + 6H,0 

The manganese gains five bonds and the bromine gains one, the two atoms 
gaining two, adding this to the five that the manganese gains makes a total 
gain of seven bonds, therefore seven of PbOj are taken. The lead loses two, 
therefore two of MnBr, are taken. 

(8) MnS -f- 4KNO, + , fusion = -}- 41^0 + 

The manganese gains four bonds and the sulphur eight, making twelve; 
therefore twelve of KNOj would be taken, and since the nitrogen loses three 
bonds, three of UnS would be taken, but since three is to twelve as one is to 
four, the latter amounts are taken. 

(9) 2 Cr(OH), + 3M:ii(15r08), -f 5 K 3 CO, , fusion = + 

+ CNO -f- SCO, + 3 H 3 O 

This is a peculiar and instructive equation. The nitrogen loses six bonds, but 
since the manganese in the same molecule gains four, the total loss is only two, 
therefore two of Cr(0B[), are taken. The chromium gains three, therefore 
three of M!nL(lsrO,), are taken. 

(10) 3Ag -f 4HK'0, = 3AgN0i + NO + 2H*0 

The rule here calls for three of silver and one of nitric acid, but three more 
of unreduced nitric acid are needed to combine with the silver, making four 
in alh 

( 11 ) + eHaSO* , cone., hot = P 6 ,(S 04 ), + 380* + 21^ -f eHjO 

The rule here calls for two of Pel, and three of H,S 04 , but three more of 
S 2 SO 4 that are not reduced are needed to combine with the iron, making six 
in all. 

(12) 3HKO, + 8A1 -f 8K0H = ZlSrB^ -f 8KA10, + H,0 

T^e nitrogen has five bonds in PGNTO, , and in NPCg it has minus three, 
losing eight, therefore eight of aluminum are taken. The aluminum gains 
three, therefore three of are taken. 
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(IS) SBiONOa + llAl 4- IIKOH = 3Bi + 3NH, 4- IIKAIO, 4- H,0 

The bismuth loses three bonds and the nitrogen loses eight, therefore eleven 
of aluminum are taken; the aluminum gains three, therefore three of the 
BiOlTOs are taken. 

(U) MnO, 4- 4HC1 = MnCla + Cl* 4- 2H,0 

The manganese loses two bonds and the chlorine gains one, but two more of 
unoxidized HCl are needed to combine with the manganese, hence four are 
taken. 

(IS) 2Crl3 4- 64KOH 4- = 2 B:,CrO, 4- 6 KIO 4 4- 54KC1 4- 32H80 

The chromium gains three bonds and the iodine (in the molecule) gains 
twenty-four, therefore twenty-seven of CI 3 are taken and the CI 3 loses two, 
therefore two of CrI, are taken. 

This rule holds good in organic chemistry when all the products of the 
reactions are known, as the following examples will illustrate: 


CH* 

C-^H' 4 . 

— 4 + 4=0 

CH,C1 


— 3 + 1 + 3 — 1=0 

CHaCla 


— 2 + 2 + 2 — 2=0 

CHOI, 


— 1 + 3 + 1 — 3=0 

CCI 4 

OCl-'4 . 

0 

II 

1 

HCsHsOa 

H'(C,)+»--»H^O-*.. 

1 + 3 — 3+3 — 4 = ( 

CaHeO 


1—6+6— 2=0 

CsHaO, 


—6+3+8— 6=0 

CsHiaOs 


— 7+7+12—12 = 

(1) CH4 4-4C1,= 

= CCI 4 4- 4HC1 



The carbon is oxidized by the chlorine from negative four to positive four, 
a polarity change of eight units, hence take eight molecules of chlorine; each 
molecule of chlorine loses two bonds, take two molecules of methane. Two is 
to eight as one is to four. 

( 2 ) 3 C,HeO 4- 2K3Cr30r 4- 8H3SO4 = 4- 2K3SO4 + 

20r,(S04), 4“ IIH3O 

The carbon of the alcohol while possessing a valence of eight, has an oxida- 
tion valence of but four (minus four bonds) ; in the acetic acid the two atoms 
of carbon have zero bonds, that is, the combinations with negative affinity 
exactly equal the combinations with positive affinity; therefore take four 
molecules of the potassium dichromate. The two atoms of the chromium lose 
six bonds, take six molecules of the alcohol. Six is to four as three to t^wo. 
Eight molecules of sulphuric acid are necessary to combine with the potassium 
and the chromium. 

(S) 3 C.H, 0 , 4 - 14HhrO, = 900, 4- UNO IQH^O 

The three atoms of the carbon in the glycerine have minus two bonds (the 
negative affinity is two more than the positive affinity), and in the CO 3 a like 
amount has twelve bonds, a gain of fourteen. The nitrogen loses three bonds. 

( 4 ) 4- I2H3SO4 = 600* 4- I2SO3 4- I8H3O 

The carbon in the dextrose has zero bonds (equal positive and negative 
affinity combinations) and gains twenty-four bonds, while the sulphur loses 
two bonds. The lower ratio is one to twelve. 

For convenience of reference the non-metallic elements will be de- 
scribed in the order of their atomic weights; and the acids in the order 
of the degree of oxidation of the characteristic element, e. g., K before S , 
HCl before HCIO , HCIO3 before HCIO^ , etc. 
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§219. Hydrogen. H= 1.008. Valence one. 

1. Properties. — An odorless, tasteless gas. It is the lig^htest body known: 

One litre at 0°, 700 mm. atmospheric pressure, weighs 0.08952289 gram (one 
crith); specific graiity, 0.00949 (Crafts, C, r., 1888, 106, 1GC2). It is used for 
filling balloons; also illuminating gas, containing about 50 per cent of hydrogen, 
is frequently used because it is much cheaper. It is a non-poisonous gas, but 
causes death by exclusion of air. It has been liquified to a colorless trans- 
parent liquid by cooling to — 220® under great pressure and then allowing to 
expand rapidly (Olszewski, <J. r., 18S4, 99, 1S85, 101, 2;]8; Wroblewski, C, r., 

1885, 100, 979). Critical temperature, -—294.5®; critical pressure, 20 atmospheres; 
hoiting point, —249.5® (Olszewski, Phil. Mag., 1S95, (5), 40, 202). It diffuses 
through walls of paper, porcelain, heated platinum, iron, and other metals 
more than any other gas (Cailletet, C. r., 18G4, 58, 927 and 1057; 1803, 60, 344; 
1868, 66, 847). It is absorbed by charcoal and by many metals, especially 
palladium; wduch, heated to 100® in an atmosphere of hydrogen and then 
cooled in that atmosphere, absorbs at ordinary temperatures 082.14 volumes of 
hydrogen (Graham, J. C., 1869, 92, 419). This occluded hydrogen acts as a 
strong reducing agent, reducing FeCls to PeCls , HgClj to Hg® , etc. It is a 
better conductor of .sound than air (Bender, B., 1879, 6, 665). It conducts heat 
seven times better than air or 480 times poorer than iron (Stefan, C. G., 1875, 
529). It refracts light more powerfully than any other gas and about six 
times more than air. It burns with a non-himinous flame and \vith generation 
of much heat (more than an equal weight of any other substance or mixture 
of substances). Hydrogen forms two oxides: water, HaO , and hydrogen 
peroxide, HaO^ (§244). 

2. OccruTTcnce. — In volcanic gases (Bunsen, Fogg., 1851, 83, 197). In pockets 
of certain Stassfurt salt crystals (Precht, B., 1886, 19, 2926). As a product of 
the decay of organic material, both animal and vegetable. In combination as 
water and in innumerable minerals (HjO and OH) and in organic compounds. 

3. Formation. — (a) By the reaction of alkali metals inth water, (b) By 

the action of superheated steam upon heated metals or glowing coals 
(§226, 4a). (c) By dissolving aluminum or certain other metals in the 

fixed alkalis, (d) By the action of many metals with dilute acids (seldom 
HHOj). By heating potassium formate or oxalate 'with HOH : KoCoO^ -|- 
2X0TL = 2X.C0, + H, (Pictet, A. Ch., 1878, (5), 13, 216). 

4. Preparation. — (a) By the action of dilute sulphuric acid (one to 
eight) on commercial or platinized zinc * (§135, 5a). The solution must 
be kept cold or traces of SO 3 and TLS will be evolved, (b) By the elec- 
trolysis of acidulated water. 

5. Solnhilitles. — ^Water at ordinary temperature dissolves nearly two per 
cent (volume) of hydrogen. Charcoal dissolves or absorbs fully ten times its 
volume of the gas (1). 

6. Beactions. — Hydrogen gas is a very indifferent body at ordinary tem- 
perature, combining with no other element except as it is occluded or ab- 
sorbed by palladium, platinum, iron, nickel, etc.; and in the sunlight combines 
with chlorine and bromine. “ Nascent hydrogen ” (hydrogen at the moment 
of its generation), however, is a powerful reducing agent, and under proper 

* For tbo rapid generation of hydrogen the zinc should be granulated by pouring tho molten 
metal into cold water. Chemically pure zinc is very slowly attacked by dilute sulphuric acid ; 
but the commercial zinc frequently contains sufficient impurities to insure a rapid generation 
of hyclrogeh when treated with the dilute acid. By tho addition to the granulated zinc, in a tub 
of water, of a few cubic centimetres of a dilute solution of platinum chloride or copper sul- 
phate, the zinc is made readily soluble in dilute sulphuric acid and a uniform and rapid gen- 
eration of hydrogen can be obtained. 
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conations combines with O , S , Se . Te , Cl, Br , I , N , P, As , Sb and Si 
Tn?,? readiness. The reduction of salts by nascent hydrogen in 

acid or alkaline solution will not be discu-ssed here. See under the respective 
elements. It should be noted, however, that “ nascent hydrogen ” venerated 
by diirerent methods does not possess the same reducing' properties. Sodium 
amalgam with acids does not give hydrogen capable of reducing silver halides: 
the reduction is rapid when zinc and acids are used. Neither electrolytic 
nyurogen nor that from sodium amalgam and acids reduces chlorates; while 
zmc and acids reduce rapidly to chlorides. Hydrogen generated by KOH and 
A1 does not reduce AsV; that formed by zinc and acids gives AsH, . Sbv 
^th sodium amalgam and acids gives Sb°; with zinc and acids, ShH, (Cha- 
brmr, C, r., 1872, 75, 484; Tonimasi, BL, 1882, ( 2 ), 38, 148). 

Hydrogen occluded in naetal.s as Pd, Pt, etc., is even more active than 
nas^nt hyd^gen often causing combination with explosive violence 
(Berthelo^ A. Ch., 1883, (5), 30, 719; Berliner, TT. J.., 1888, 35, 781). Hydrogen 
absorbed by palladium precipitates Ag , Au , Pt , Pd , Cu and Hg from their 
^lutions; permanganates acidifted are reduced to Mn"; Pe'" to Pe"; Crvi to 
CH 3 C 0 ,H to CH 3 CHO and C 3 BC 3 OH; and C.HjlTO. to 
. The reactions are quantitative. Salta of Pb , Bi , Cd , As , Sb , W, 
mo , Zn , Co , Hi , A1 , Ce , IT , Bb , Cs , K , Ha , Ba , Sr and Ca are not reduced 
(bchwarzenbaeh and Kritschewsky, Z„ 1886, 25, 374 ). In the presence of 
platinum black hydrogen reduces very much as described above; also KaPe(CH). 
becomes K,re(CH)«; dilute HHO, becomes , concentrated HHO^ be- 

comes H^Oa; Cl, Br and I combine with the hydrogen in the dark; KClOj 
^ reduced to chlorides, KCIO^ is not reduced; H-SO^ , concen- 
trated, is reduced to H^SOa (Cooke, C, N., 1888, 58, 103). 

Free hydrogen very slowly acts upon a neutral solution of silver nitrate, 
precipitating traces of silver; and in concentrated solution with formation of 
AgHO*; hindered by HHOj or KHO 3 . Solutions of Au , Pt and Cu are also 
acted upon (Bussell, J. C., 1874, 27, 3; Leeds, B., 1876, 9, 1456; Reichardt, Arch, 
Pnarm,, 1883, 221, 685; Poleck and Thuemmel, B., 1883, 16, 2435; Senderens, B?., 
1897,^ (3), 15, 991). KMnO^ in acid, neutral, or alkaline solution slowly 
o^dizes hydrogen. It is not at all oxidized by nitrohvdrochloric acid, in 
diffused daylight, CrOj , at ordinary temperature, PeCl^ , K 3 Fe(CH)e , HHO, , 
8p. gr. 1.42, or HoSO, , i^y. gr. 1.84 (Wanklyn and Cooper, PMl, Mag., 1890, ( 5 ). 
30, 431). In some ease.s, when hydrogen under ordinary conditions is without 
action, if subjected to great pressure a reducing action takes place; e. f/., 
hydrogen at 100 atmospheres pressure precipitates Hg® from HgCL (Loeweii- 
Ihal, J, pr., 1860, 79, 480). it' © & - ^ 


7. Ignition. — Chlorine and bromine combine with hydrogen directly in 
the sunlight, but heat is required to effect its combination with iodine, 
fluorine, and oxygen. 

All oxides, hydroxides, nitrates, carbonates, oxalates, and organic salt » 
of the following elements are reduced to the metallic or elemental state by 
ignition in hydrogen gas; Pb, Ag, Hg, Sn, Sb, As, Bi, Cu, Cd, Pd‘, 
Mo, Eu,0s,Bh,Ir, Te, Se, W,Pe, Cr, Co, Ni, Zn, Tl, 3Srb,Iii, V. 

Compounds of aluminum, manganese, and of tlie fifth and sixth group 
metals have not been reduced hy hydrogen. 

8. Detection. — (a) Method of formation if known. (5) Its explosive 
union with oxygen when the mixture with air is ignited, (c) Absorption 
by palladium sponge, (d) Explosive union with chlorine in the sunlight 
to form HCl . (e) Separated from most other gases by its non-absorption 
by the chemical reagents used in gas analysis. 


9. Estimation. — ^By volume measurement, almost never by weiglit, except 
when determined in its compounds by combustion to H^O . 
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§220. Boron. B = 11.0 . Valence three (§2). 

Boron does not occur free in nature. It is found chiefly as borax, 15ra2B407 , 
and as boric acid, HsBO, , in \olcanic districts. Two varieties of the element 
have been prepared, amorphous and crystalline. The former is changed to the 
latter by heating to a white heat in presence of A1 and C (Woehler and Claire- 
Beville, A,, 1SG7, 141, 208). Elemental boron is prepared [a) by electrolysis; 
(h) by fusing with A1 , Na or Mg; (c) by igniting BCl, with hydrogen; 

(d) by fusing borax with red phosphorus, i^peciflc i/rarity of the crystalline, 
2,53 to 2.68 (Hampe, A., 1870, 183, 75); of the amorphous, 2.15. Amorphous 
boron is a greeni.sh-brown, opaque powder, odorless, tasteless, insoluble in 
water, alcohol or ether. It is a non-conductor of electricit5'. Heated in air or 
oxygen it burns with incandescence. In air it forms B^O, and BN . It is 
oxidized by molten KOH or PbOrO* , with incandescence. It is dissolved by 
concentrated HNO, or H2SO4 , forming boric acid. At a red heat it decom- 
poses steam. WTien heated it combines directly with S , Cl , Br , N and many 
metals. It forms BCl, with chlorine, not BCl., . Fused with it forms 

BjO, and P; with KOH, KJBOg and H; with K2CO3 , K3BO3 and C. Boron 
forms but one oxide, BjO, , boric anhydride. Three hydroxides are known: 
2H3BO3 = BjOn-SH^O , orthoboric acid; 2HBO2 = B2O3.H2O , metaboric acid: and 
H2jB407 = ^BsOs.H^O , pyroboric acid. 


§221. Boric acid. H 3 BO 3 = 62.024 . 


1 , Properties. — ^Boron trioxide, 3*0, , lH)ric anhydride^ is a brittle vitreous 
mass; sp, gr, at 12®, 1.8476 (Ditte, A. CA, 1878, (5), 13, 67). Melting point, 577® 
(Carnelley, /. C., 1878, 33, 278). It is volatile at a very high heat (Ebelemen, 
A. Ch., 1848, (3), 22, 211). It has a slightly bitter taste, is hygroscopic, and 
shows a marked rise in temperature on solution in water (Ditte, C. r., 1877, 
85, 1069). In some respects boron trioxide deports itself as a w^eak base. It 
forms a sulphide, BjS, , decomposed by water (Woehler and Deville, A. CJi., 
1858, (3), 52, 90); a sulphate, B(HS04), (D’Arcey, /. (7,, 1889, 55, 155); and a 
phosphate, BPO* (Meyer, B., 1889, 22, 2919). It combines with water in three 
proportions, forming the ortho, meta and pyroboric acids. Orthoboric acid is 
a weak acid, its solutions reddening litmus; at 12® it has a specific gravity of 
1.5172 (Ditte, 1. <'.); melts at 184® to 186® (Carnelley, ?. c.). Soluhle in 25 parts 
water at 20°, and in 3.4 parts at 102® (Ditte, h c.)." It is volatile in steam and 
in alcohol vapor. The evaporation of the winter of combination of the acid 
carries with it from ten to fifteen per cent of the acid. 

2. Occurrence. — ^Widely distributed, but usually in very small quantities. In 
the rock salt deposits at Stassfurt, Germany, as boraeite, MgrB^aOsoCla (62.5 
per cent BsOt). In the volcanic regions of Toscany and the Liparic Islands as 
steam saturated with boric acid. 


3. formation. — The anhydride is formed by burning the metal in air 

or oxygen, or by heating the acids. Orthoboric acid, H 3 BO 3 , is formed 
by dissolving the oxide in water; the meta acid, HBO 2 , H — 0 — B = 0 , 
by heating the ortho acid a little above 100 ® (Bloxam, J. C., 1860, 12, 
177); the pyroboric acid, tetraboric acid, by heating the ortho 

or meta acid for some time at 160® in a current of dry air (Merz, /. pr., 
1866, 99, 179). 

4. Preparation. — (a) By evaporation of the water from the lagoons of 
Tuscany, which are saturated with boric acid, and recrystallization 
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from water. (&) The boronatrocalcite, + ISHnO (15.6 

per cent BgOg), found in Xevada, is evaporated in lead pans with H2SO4 to a 
stiff paste; and then treated with superheated steam in iron cylinders 
heated to redness. The acid passes over with the steam and is collectefl 
in lead lined chambers (Gutzkow, Z., 1874, 13, 457). (c) Commercial 

borax, NagB^O^.lOHoO , is dissolved in hot water, twelve parts, and acidi- 
fied with hydrochloric acid. Upon cooling, the boric acid, IC3BO2, is ob- 
tained in small scales, which are purified by recr}^stallization from hot 
water. 

5. Solubilities. — ^More soluble in hydrochloric acid solution or in alcohol 
than in water (1). The alcoholic solution burns with a beautiful green 
flame. Quite soluble in glycerine and in most alcohols and hydrocarbons, 
only sparingly in ether. The borates are insoluble in alcohol; those of 
the alkalis are soluble in water to an alkaline solution. Borates of the 
other metals are insoluble in water (no borate is entirely insoluble in 
water) ; but are usually rendered soluble by the addition of boric acid. 

6 . Eeactions. — Silver nitrate forms, in solutions of acid borates, a white 
precipitate of silver metaborate, AgBOs , but normal borates form in part 
silver oxide, brown. Lead acetate gives a white precipitate of lead meta- 
borate, Pb(B02)2 ; calcium chloride, in solutions not very dilute, a white 
precipitate of calcivm metaborate; and barium chloride, in solutions not 
dilute, a white precipitate of barium metaborate, Ba(B02)2. With 
aluminum salts, the precipitate is aluminum hydroxide. 

Borates are transposed with formation of boric acid, by all ordinary 
acids — in some conditions even by carbonic acid. 

The liberated boric acid is dissolved by alcohol, and if the alcohol solu- 
tion be set on fire, it burns with a green flame. 

A solution of a borate, acidulated with hydrochloric acid to a barely 
perceptible acid reaction, impafts to a slip of turmeric paper half wet with 
it, a dark-red color, which on drying intensifies to a characteristic red color 
which turns dark green when moistened with a drop of alkali. 

7. Ignition. — Boric acid is displaced from its salts by nearly all acids 
including COg ; but being non-volatile except at a very high heat, it dis- 
places most other acids upon ignition. 

By heating a mixture of borax, acid sulphate of potassium, and a fluo- 
ride, fused to a bead on the loop of platinum wire, in the clear flame of 
the Bunsen gas-lamp, an evanescent yellowiBh-greeB color is imparted to 
the flame. 

Borates fused in the inner blow-pipe flame with potassium acid sulphate 
give the green, color to the outer flame. 

If a crystal of boric acid, or a solid residue of borate previously treated 
with sulphuric acid, on a porcelain surface, is played upon by the flame of 
Bunsen^s Burner, the green flame of boron is obtained. 
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If a powdered borate (previously calcined), is moistened with sulphuric 
acid and heated on platinum wire to expel the aeirl, then moistened with 
glycerine and burned, the green flame appears with great distinctness. 
The glycerine is only ignited, tlien allowed to ])urn by itself. Barium 
does not interfere (being held as >ulphate, iiuii'-volatile): copper should be 
previously removed in the wet way. The glyc'erine flame gives the spec- 
trum. But in all flame tests, the boric acid must be liberated. 

Borates (fused on platinum wire with sodium carbonate) give a char- 
acteristic spectrum of four lines, equidistant from eatdi other, and extend- 
ing from Ba in the green to Sr in the blue. 

Borax, , when ignited (as on a loop of i>latmum wire to form 

the borax bead) with many metallic compounds, forms a colored glass, 
used in the detection of certain metals (§132, ?). The fused borax forms 
a solid brittle mass, borax glass, used in assaying and in soldering because 
of its powder of combination with metallic oxides. 

8. Detection. — By conversion into the acid, if present as a salt; solution 
in alcohol or glycerine and burning with the formation of the green flame 
(very delicate, but copper salts should be removed by H^S and barium salts 
should be removed or converted into the sulphate). Also by the red color 
imparted to a strip of turmeric paper. 

0. Estimation. — Boron compounds cannot be completely precipitated from 
solution by any known rea^^nts. hence most of the methods of quantitative 
determination are indirect. By adding a known quantity of E'aaCOa , fusing 
and weighing; then after determining the COs subtracting its weight and 
that of the SfasO present (calculated from NayCO, first added). The differ- 
ence is the weight of B,0, present. See also Will {Arch, PharnUy 1887, 225, 1101 ). 
In the presence of glycerine or mannitol, boric acid^ may be accurately titrated 
with sodium hydroxide, using phenolphthalein as an indicator: B 2 O 3 -b *^NaOH = 

‘ KaBOa -h H 2 O . Sodium carbonate must be absent or we get: 2 B 2 O 3 -{- Na^COa = 
Na*Bi 07 4- CO 2 (Honig and Spitz, Z. angew.j 1896, 649; Joergensen, Z, angew,, 
1897, 5). 


§222. Carbon. C = 12.0 . Usual valence four (§16). 

1 . Properties. — Carbon exists in three allotropic forms: two crystalline, 
diamond and graphite, and amorphous as charcoal, coke, etc. Specific gravity^ 
diamond at 4% 3.51835 (Baumhauer, J"., 1873, 237); graphite, Ceylon, 2.25 to 2 26 
(Brqdie, 4., 1860. 114, 6); wood charcoal, 1.57; gas coke, l.SS. Very small 
specimens only, of diamonds have been artificially prepared, by saturating iron 
with carbon at 3000®. At this temperature graphite is formed and upon cool- 
ing under pressure the crystalline diamond form is obtained. This cooling 
under pressure is obtained by pouring the carbon saturated iron into a soft 
iron bomb, which is cooled by water (Moisson, C. r., 1893, 116, 218). Diamond 
hardest substance known. It is very strongly refractive towards light 
(Becquerel. A, 1877, (5), 12, 5). Fluorescence and phosphorescence of 
diamonds, see Kunz (C, C., 1891, ii, 562). Ignition in an atmosphere of hydro- 
gen does not effect a change; in air or oxygen it bums to COj . 

Graphite is a hard, gray, metal-like, opaque solid, a good conductor of 
electricity and a fairly good conciuQtor of heat. It burns witi dilhculty. It 
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is used in lead pencils, in black lead (plumbago) crucibles, as a lubricant for 
heavy machinerj% in battery plates, for the arc light carbon pencils, etc. 

Amorphous carbon is black, lighter than diamond or graphite. It is in use 
as coal, coke, charcoal, animal charcoal, etc.; all impure forms. Lamp-black 
is also amorphous carbon made from burning resin, fat, wax, coal gas, etc., 
with limited supply of air. It is used as a pigment in paints, in stove-black- 
ing, shoe-blacking, printers’ ink, etc. Charcoal, preferably animal charcoal, is 
used for decoloring organic solutions. Charcoal absorl)s many gases, hence is 
valuable as a disinfectant. 

Carbon forms two oxides: carbon monoxide, CO , and carbon dioxide, CO, , 

2. Occurrence. — Diamonds seem first to lia\e been found in India, especially 
in the Golconda pits, where, as early as 1022, .‘J0,000 laborers are .said to have 
been employed (Walker, ./„ 1884, 774). Also found in other parts of Asia, in 
South Africa, in Brazil, etc. (Winklehner, C. f’., 1888, li)2: Damour, J., 1883, 774; 
Goreeix, t/., 1881, 345; Smit, »/., IHSO, 1400). Graphite is found in Ceylon (Wal- 
ther, 0, C., 1890, ii, 20); in California (C. A"., 180S, 17, 209); in Canada (Daw’son, 
Am, /S., 1870, (2), 50, 130;: in New York State; in New Zealand (Mac Ivor, 
C. N.j 1887, 55, 125); in Russia, Germany, Greenland, etc. Pure amorphous 
(•Mrbon occurs in nature as a chief product in the decomposition of organic 
material, air being excluded. Anthracite coal is relatively pure amorphous 
carbon. 

3. Formation. — Grapliito remains as a residue when pig iron is dis- 
solved in acids. It forms by reducing CO with Fe304 at 400°. Amor- 
phous carbon is fonned by jiassing CCI4 over Na in a tube heated to red- 
ness (Poreher, C. 1881, 44 , 203). 

4. Preparation. — Purr* graphite is prepared l)y heating the commercial 
graphite on a water bath with KCIO3 and H2SO4 and repeatedly washing. 
If it contains SiOa it should also be treated with ISTaF and H2SO4 . Amor- 
phous carbon is prepared by heating wood, coal, or almost any organic- 
matter to a very high temperature in absence of air^ but when so prepared 
it is never pure. Amorj)h()iis carbon is prepared approximately pure by 
heating pure cane sugar in a closed platinum crucible; then boiling in 
succession with HCl ^ KOH , and HoO ; then igniting to redness in an 
atmosphere of chlorine, cooling in the same atmosphere. A very pure 
form of graphite known as Acheson graphite is made in large quantities at 
Niagara Falls by passing a strong electric current through coke compressed 
into the desired form. Silicon, aluminum and other impurities are dis- 
tilled out at the high temperature employed. 

5. Solubilities. — lusolnble in water or acids Solul)le in many molten 
metals with partial combination to form carbides. When the metal is 
dissolved in acids the combined carbon passes off as hydrocarbons, the 
excess remaining as graphite. 

6. Eeactious.^ — Not attacked by acids or alkalis. It slowly oxidizes to 

COo when heated with concentrated H2SO4 and KgCrgO^ . Upon gently 
warming graphite with KCIO3 and HITOg, graphitic acid, is 

said to be formed (Stingl, B., 1873, 6, 391). The important reactions of 
carbon require the aid of high heat and are described in the next para- 
graph. 
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7. Ignition. — Unchanged by ignition in absence of air. When strongly 
ignited in air or oxygen it slowly burns to CO^ . If the carbon and oxygen 
has been previously very tlioroughly dried the action is very slow, 
especially with graphite. By fusion with KNO3 or KCIO3 carbon is oxid- 
ized to CO2 . \Yith vapors of sulphur, carbon disulphide is formed; L e., by 
passing sulphur vapors over hot coals in an electrically heated furnace. In an 
atmosphere of hydrogen with the electric spark, acetylene, CoHo , is formed, 
liy igniting in an atmosphere of carbon dioxide, COo , the whole of tlie 
<*arbon becomes carbon monoxide : C -f- COo = 2C0. 

By simple ignition with carbon, all oxides of the elements in the follow- 
ing list are reduced to the elemental state (a); and if sodium carbonate is 
added, all of the salts of the same are likewise reduced (b). Cu, Bi , Cd, 
Pb , Ag , Hg , As , Sb , Sn , Pd , Mo , Ru , Os , Eh , Ir , Te , Se , W , Z , 
ITa , Eb , Or , Fe , Mn , Co , Hi , Zn , Ti , T1 . 

(a) Pb,0* -f 2C = 3Pb -j- 2CO, 

(&) 2 PbCl, + 2 N-a,CO, -f C == 2Pb + 43SraCl -f 3CO, 

(c) CuO -f- C (excess) = Chi -f- CO 

(d) C H- 2CuO (excess) = 2Cu -f- COj 

With excess of carbon CO is formed (c). With excess of the oxide COg is 
formed (d). In the reduction of iron ore, the process is conducted so as 
to give some CO and some COo . To obtain some metals in the free state 
(such as K and Na), special methods are adopted to exclude the air, and 
to produce the high temperature needed. 

Ail compounds of sulphur when ignited with carbon are reduced to a 
sulphide: BaSO^ + 20 = BaS 4- 2CO2 . 

8. Detection. — By its appearance; failure to react with general reagents; 
and by its combustion to COg with oxygen (air), or with ZgCrjO^ and con- 
centrated H2SO4 (Fritsche, A., 1896, 294, 79), then by identification with 
Ca(0H)2 (§228, 6). 

9. Sstiioatioii. — By combustion to CO, and weighing after absorption in EOH 
solution. See works on ultimate organic analysis. 


§223. Acetic acid. HC AO* = 60.032 . 

H 0 

I I 

H— C — C — 0 — H = CH,C0aH. 

I 

s 

1. Properties. — ^Pure acetic acid is a colorless, crystalline, hygroscopic solid, 
melting at 16.5® and boiling at 118®. Its specific gravity at 0® is 1.080. It has 
a sharp, sour taste, an irritating burning effect on the skin, and a very pene- 
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tmting odor. It burns when heated nearly to the boiling point. Vinegar contains 
four to five per cent of acetic acid. The U. S. P. reagent contains 36 per cent of 
acetic acid, and has a specific gravity of 1.0481 at 15^. It vaporizes from its con- 
centrated solutions at ordinary temperature, having the cnaracteristic odor of 
vinegar. It is a monobasic acid, as the three remaining hydrogen atoms (linked 
to carbon) cannot be replaced by metals. 

2. Occurrence. — It occurs in nature in combination with alcohols in the essen- 
tial oils of many plants. 

3. Formation. — (a) During the decay of many organic compounds. (1) 
By gently heating sodium methylate, NaOCHa, in a current of carbon 
monoxide: NaOCHg -f CO = CHaCOjjNa (NaCallgO^,). (c) By boiling 
methyl cyanide with acids or alkalis: CH^CN -}- HCl + 2HiiO = 

+ inB[ 4 Cl. {d) By the oxidation of alcohol: SG.^'R^O + + 

8 H 2 SO 4 = 2 K 2 SO 4 + 2Cx^(S0,), + 3 HC 0 H 3 O, + 11 H. 0 . 

4. Preparation. — {a) By the dry distillation of wood, (b) By the fer- 
mentation of cider, beer, wine, molasses, etc. (c) Pure acetic acid is 
prepared by distilling anhydrous sodium acetate with concentrated sul- 
phuric acid. The distillate solidifies upon cooling and is termed glacial 
acetic acid. 

5. Solubilities. — Miscible in all proportions in water and alcohol. The 
salts of acetic acid, acetates, are all soluble in water, silver and mercurous 
acetates sparingly soluble. One part of silver acetate requires 115 parts 
of water at 10® for its solution; one part of mercurous acetate requires 
300 parts of water. Certain basic acetates, as Fc'" , A1 , etc., are insoluble 
in water. Very many of the acetates are soluble in alcohol. Ammonium 
acetate dissolves several insoluble sulphates such as calcium and lead 
siilpliates. 

6. Ecactions. — The stronger mineral acids transpose the acetates, 
forming acetic acid. Anhydrous acetates with concentrated sulphuric 
acid give pure acetic acid (4), hut if the sulphuric acid be in excess and 
heat he applied the mixture blackens with separation of carbon; and, at 
higher temperatures, COg and SOg are evolved. 

Solution of ferric chloride forms, with solutions of acetates, a red solu- 
tion containing ferric acetate, , which on boiling precipitates 

brownish-red, basic ferric acetate. The red solution is not decolored by 
solution of mercuric chloride (distinction from thiocyanate); hut is de- 
colored by strong aeidulation with sulphuric acid or hydrochloric acid (dis- 
tinction from thiocyanate and from meconate). The ferric acetate is pre- 
cipitated by alkali hydroxides. 

If acetic acid or an acetate be warmed with sulphuric acid and a little 
alcohol, the characteristic pungent and fragrant odor of ethyl acetate or 
acetic ether is obtained : 

+ o^HsOH = H,o + o;h:,c,h«o» 

Acetic acid does not act as a Beducing Agent as readily as do most of 
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tlie organic carbon compounds. Acetic acid is stable toward mild oxidiz- 
ing agents and is only slowly attacked by strong oxidizing agents such as 
chromic acid and potassium permanganate; reduces auric chloride only 
in alkaline solution, and does not reduce alkaline copper solution. It 
takes chlorine into combination — slowty in ordinary light, quickly in sun- 
light, forming ehloracetie acids. 

Acetic acid is a weak acid, only 0.4% being ionized in normal solu- 
tion and 1.4% in tenth normal solution. Glacial acetic acid dissolves 
sulphur which crystallizes out in needles. 

7. Ignition. — By ignition alone, acetates blacken, with evolution of 

vapor of acetone, , inflammable and of an agreeable odor. By pro- 

longed ignition of alkali acetates in the air, carbonates are obtained free 
from charcoal. By ignition with alkali hydroxides in dry mixtures, 
methane, marsh-gas, CH^ , is evolved. By ignition with alkalis and 
arsenous anhydride, the poisonous and offensive vapor of cacodyl oxide 
is obtained. This test should be made under a hood with great caution 
and with small quantities. It is a very delicate test for acetates: 
41:02^302 + AS2O3 == As3(CH3),0 + 2K2CO3 + 2CO,. 

Butyric, propionic and valerianic acids give the same reaction. 

8. Detection. — (a) By its odor. (&) By the formation of the fragrant 
ethyl acetate upon warming with sulphuric acid and alcohol. Too much 
alcohol should not be used in testing for acetic acid as otherwise ethyl 
ether is formed, (c) By the formation of the red solution with ferric 
chloride (§126, 6b and §152). {d) By ignition of the dry acetate alone 
to acetone, CH3COCH3 ; with NaOH to methane, CH4 ; or with ASoOs to 
cacodyl oxide, (e) As a delicate test for formates or acetates it is directed 
to warm a solution of CuCU in NaCl and add a small amount of the mate- 
rial under examination. Formates give a blackish-gray deposit; acetates 
give a bright green precipitate not changed by boiling. Both precipitates 
are soluble in acetic acid (Field, J. (7., 1873, 26, 575). 

9. Estimation.— Other volatile acids are separated by precipitation; sulphuric 
acid is then added and the acetic acid is distilled into water and estimated 
by titration with standard alkali. 

§224. Citric acid. HgCgHjO^ = 192.064 . 

H^C — C0,H 

I 

, H — 0 — C — CO.H 

i 

H.C — COjH 

Found in small quantities in the juices of many fruits. The chief commercial 1 
source is lemon-juice. It is a colorless, crystallizable, non-volatile solid; it is 
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soluble in 0,75 parts of cold water, in equal parts of 90 per cent alcohol, in 1.3 
parts of absolute alcohol and in 50 parts of ether. It crystallizes with one mole- 
cule of water in rhombic prisms which melt at 100°. 

The citrates of the metals of the alkalis are freely soluble in water; those 
of iron and copper are moderately soluble; those of the alkaline earth metals 
insoluble. There are many soluble double citrates formed by action of alkali 
citrates upon precipitated citrates, or of alkali hydroxides upon metallic salts 
in presence of citnc acid. In distinction from tartrates, the solubility of the 
potassium salts, non-precipitation of calcium salt in cold solution; and weaker 
reducing action, are to be noted. 

Solution of calcium hydroxide in excess (as by dropping the solution tested 
into the reagent) gives no precipitate with citric acid or citrates in the cold 
(distinction from tartaric acid), but on heating, the white calcium citrate^ 
Ca 3 ( 06 H 507 ) 2 , is precipitated (not soluble in cold potassium hydroxide solu- 
tion). By filtering before boiling, the tartrate and citrate may be approxi- 
mately separated. The chlorides of calcium and barium give no precipitate 
in neutral solutions (difference from tartaric acid), but if sodium hydroxide is 
added, calcium citrate is precipitated, insoluble in sodium hydroxide, but readily 
soluble in ammonium chloride. On boiling the solution in ammonium chloride, 
crystallized calcium tartrate is precipitated, which is now insoluble in ammo- 
nium chloride. Calcium citrate is soluble in acetic acid (distinction from oxalates). 

Solution of lead acetate precipitates white lead citrate, PbaiCeH&OTjs , soluble 
in ammonia. Silver nitrate” gives a white precipitate of silver citrate, 
AgjGeHsOr, which does not blacken on boiling (distinction from tartrate). 
For action of citric acid or citrates in hindering many of the usual analytical 
reactions, see Spiller, J. C., 1858, 10, 110. 

One part of citric acid dissolved in two parts of water, and treated with a 
solution of one part of potassium acetate in two parts of water, shorild remain 
clear after addition of an equal volume of strong alcohol (absence of oxalic 
acid and of tartaric acid and its isomers). 

Citric acid does not act very readily as a reducing agent; does not reduce 
alkaline copper solution, or silver solution; reduces permanganate very slowly. 
Concentrated nitric acid produces from it, acetic and oxalic acids; and diges- 
tion with manganese dioxide decomposes it with formation of acetone, acrylic 
and acetic acic&. Concentrated sulphuric acid carbonizes citric acid with liber- 
ation of sulphur dioxide. Citrates carbonize on ignition, with various empy- 
reumatic products, and with final formation of carbonates. On heating citric 
acid, it loses its water of crystallization, then fuses and decomposes with evolution 
of pungent fumes leaving a carbonaceous residue. By fused potassium hydroxide, 
short of ignition, they are decomposed with production of oxalate and acetate. 

§225. Tartaric acid. H2C4H40e = 150.048 . 

H ' 0 

1 II 

H_0 — C — C~0— H CH(0H)C0jH 

i or 1 

H— 0 — C — 0 — 0 — H CH(0H)C0,H 

I B 

H 0 

1. ^Properties.— Tartaric acid is a colorless, crystalline, non-volatile solid; 

soluble in 0.756 parts of water at 15^ in 3.4 parts of 90 per cent alcohol, in 50 
parts of ordinary ether and 250 parts of absolute ether. It exists in four dis- 
tinct modifications: dextrotartanc acid, levotartaric acid, racemic acid, and 
meeotartaric acid. They differ from each other in crystalline form, in solubility, 
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and especially m the deportment of their solutions towards polanzed light. 
Racemic and mesotartaric acids are optically inactive, but the former may 
he resolved into the first two acids, optically active. . 

2* Occurrence. — It is found in various fruits. The chief commercial source 

is grape juice. + x. * 

3. iFormationL. — By oxidation of dextrose, cane sugar, milk sugar, starch, etc., 

with HNO, (Kiliani, A., IS)^0, 205, 1T,5). By action of sodium amalgam on 
oxalic ether in alcoholic solution (Debus, .1., 1ST.), 166, 124). ^ s> nt hesis 

from succinic acid by formation first of the dil)ronisnccinic acid, H 2 C 4 Br 2 H 20 +, 
then substitution of the OH group for the bromine by means of water and 
silver o.xide. 

4. Preparation. — The crude argol deposited during the fermentation 

juice is recrystallized, giving the commercial cream of tartar, KHC 4 H 40 fi . 
This in hot solution is treated with powdered chalk, and the nitrate frc^ the 
precipitate thus obtained is precipitated with calcium chloride. Both pre- 
cipitates are w’ashed and decomposed by the necessary quantity of not dilute 
sulphuric acid. The tartaric acid solution is evaporated 
purified by recrystallization (Ficinius, Arch, Fharm,, 1879, 215, 14 ana 3iu). 

5. Solubilities,— The Tartrates of the alkali bases are soluble in water; 
the normal tartrates being freely soluble, the acid tartrates of potassium 
and ammonium sparingly soluble. The tartrates of the alkaline earth 
bases and of the non-alkaline bases, are insoluble or sparingly soluble, but 
mostly dissolve in solution of tartaric acid. Most of the tartrates are 
insoluble in alcohol. There are double tartrates of heavy metals with 
alkali metals, which dissolve in water. Tartar-emetic is potassium anti- 
nionyl tartrate, KShOC^H^Og . 

Hydrochloric, nitric, and sulphuric acids transpose the tartrates 
(whether forming solutions or not). Most of the tartrates are also dis- 
solved (and, if alseady dissolved, are not precipitated) by the alkali hy- 
droxides, owing to the formation of soluble double tartrates. 

The freshly precipitated oxides, hydroxides, and carbonates of the fol- 
lowing metals are soluble in a solution of potassium-sodium tartrate, 
Ecchelle salt: Sb, Sn^^ Bi, Cu, Be, Al, Cr, Co, Ni, Mn, and Zn ; Ba, 
Sr, Ca, and Mg to quite an extent. CdCOg is not dissolved (Warren, 
C. N., 1888, 57, 223). 

6. Eeactions. — Solution of calcium hydroxide, added to alkaline reac- 
tion, precipitates from cold solution of tartaric acid, or of soluble tartrates, 
calcium tartrate^ white, CaC^H^Og . Solution of calcium chloride with 
neutral tartrates gives the same precipitate. Solution of calcium sulphate 
forms a precipitate but slowly, or not at all (distinction from racemic acid). 
The precipitate of calcium tartrate is soluble in cold solution of potassium 
hydroxide, precipitated gelatinous on boiling, and again made soluble on 
cooling (distinctions from citrate), and dissolves in acetic acid (distinction 
from oxalate). 

Tartaric acid prevents the precipitation by fixed alkalis of solutions of 
the salts of the following metals : Al , Bi , Co , Wi , Cr , Cu , Be , Ph ^ Pt , 
and Zn (Grothe, J, pr., 1864, 92, 175), 
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Silver nitrate precipitates, from 'olutions of normal tartrates, silver 
tartrate, Ag^C^H^Oe , white;, becoming black when boiled. If the precipi- 
tate is filtered, washed, dissolved from the filter by dilute ammoniuin 
hydroxide into a clean test-tube, left for a quarter of an hour on the 
water-bath^ the silver is reduced as a mirror coating on the glass (§59, 10b), 
distinction from citric acid. Free tartaric acid does not reduce silver 
salts. Permanganate is reduced quickly by alkaline solution of tartrates 
(distinction from citrates), precipitating manganese dioxide, brown. Free 
tartaric acid acts but slowly on the permanganate. Alkaline copper tar- 
trate, Fehling’s solution (§77, 6b), resists reduction in boiling solution. 
Chromates are reduced by tartaric acid, the solution turning green. The 
oxidized products, both with permanganate and chromate, are formic 
acid, carbonic anhydride, and water. 

7. Ignition. — On ignition, tartaric acid or tartrates evolve the odor of 
lurni sugar, separating carbon, and becoming finally converted to carbon- 
ates. — Strong sulphuric acid also blackens tartrates, on wanning. Melted 
potassium hydroxide, below ignition, produces acetate and oxalate. The 
fixed alkali tartrates ignited in absence of air give an alkali carbonate and 
finely divided carbon. The mixture serves as an admirable flux for the 
reduction tests for arsenic (§69, 7). 

8. Detection.— (a) By the odor of burnt sugar when ignited. (&) By 

the deportment of the calcium salt with cold and hot KOH (6). (c) By the 

formation of the silver mirror (§59, 10b). {d) By its action as an alkali 
tartrate in preventing precipitation of the solutions of the heavy metals 
by the fixed alkalis. To test citric acid for the presence of tartaric acid, 
add about one cc. of ammonium molybdate solution to about one gram 
of the citric acid; then two or three drops of sulphuric acid and wanii 
on the water-bath. The presence of 0.1 per cent or more of tartaric acid 
gives a blue color to the solution (Crismer, BL, 1891, (3), 6, 23). Add 
to tartaric acid or a tartrate a little ferrous sulphate, then one to two drops 
of hydrogen peroxide, then alkali— the presence of tartaric acid will be in- 
dicated by a deep violet color (Fenton, Chem. News, 43, 110). Heat tartaric 
acid with a little resorcin and concentrated sulphuric acid in a porcelain 
dish to 125-130° C. First, red streaks will appear, then the wliole liquid 
turns red. Sensitiveness 0.01 mg. tartaric acid (Mohler, Bull. Soc. Ohim. 
France [3], 4, 1890, 728), This reaction depends upon the formation 
of an aldehyde and its subsequent condensation with resorcin. 

The test can be used to distinguish between citric and tartaric acids. 
If a-naphthol is used in place of resorcin, a blue liquid turning green is 
the result (Pifiealia, Ckem. NewSy 91, 179). 

9 B 8 ti 2 iiafci 0 Eu--~See PhiHpps {2,, 1890, 29, 577); Haas (C. C., 1888, 1046); 
Hwdenhain (Z., 1888, 27, 681), 
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§226. Carbon monoxide. CO = 28.0 . 

C"0’'", 0 = 0. 

1. Properties . — Carlon numodide^ carhonlc oj^idey formic anliydridCy CO , is a 
colorless, tasteless gas. f^peeific fjravitpy 0.9678. By maintaining a pressure of 
300 to 300 atmospheres at — 136® and then reducing the pressure to 50 atmos- 
pheres the gas becomes a colorless transparent liquid (Wroblewski and Ols- 
zewski, A, C7i., 1884 (6), 1, 128). It is, when inhaled, a \irulent poison, abstract- 
ing oxygen from the blood and combining with the haemoglobin. It burns in 
the air with a pale blue flame to COv , but does not support combustion. 
Mixed with air in suitable proportions, it explodes upon ignition. It unites 
with chlorine in the sunlight to form phosgene, COCLj . 

2. Occurrence. — In combination as formic acid in ants and in nettles. 

3. Formation. — (a) By the incomplete combustion of coal, charcoal or 

organic material. (J) From the reduction of metallic oxides in the blast 
furnace with excess of charcoal: Fe20..t + 3C = 2Fe 300. (c) By 

heating sodium sulphate with excess of charcoal (LeBlanc^s soda process) : 
ITEsSO^ -f- = STagS + 4C0 . See also Grimm and Eamdohr (/I., 1856, 

98, 127). 

4 . Preparation. — (a) By passing steam over charcoal at a white heat 

(water gas): HjO + C = 00 + ^2 (IsTaumann and Pistor, B,, 1885 , 18, 
164 ). (&) By passing CO^ over red hot charcoal, (c) By heating 
K4Fe(Clir)g with concentrated H2SO4: K4Fe(ClJ‘)c + 6H2SO4 + GHgO = 
2K2SO4 + 3(10:4)2804 + FeS04 -f 600 . With dilute acid HOK* is formed. 
(d) By heating a formate with concentrated sulphuric acid: 2£0H02 -f- 
EsSO^ — K2SO4 -f" 200 + 2H2O . (e) By heating an oxalate with con- 

centrated sulphuric acid: K2C2O4 + 2H2SO4 = K2SO4 + H0SO4.H2O + 
CO + CO2 . 

5. Solubilities. — It is not absorbed by £0H or Ca(0H)2 (distinction 
from CO2). It is absorbed by charcoal, cuprous chloride, and by several 
metals, e, jr., K, Ag, and An. 

6. Beactions. — ^It is an energetic reducing agent. Combines with moist 
fixed alkalis to form a formate (Froelieh and Geuther, A., 1880, 202, 317). 
In the sunlight it combines directly with chlorine or bromine. It is 
oxidized to CO, by warming with KjCTjO, and concentrated HaSO* ; also 
by palladium sponge saturated with hydrogen, and in presence of oxygen 
and water (Eemsen and Keiser, B., 1884, 17, 83). A solution of PdCl^ is 
reduced to Pd by CO, Reduces iodine pentoxide I,0 b at 150°, laOg + 
SCO = I, + SCOa. 

7. Ignition. — ^When heated to redness with Wa or E, carbon and an 
alkali carbonate are formed. Upon ignition of metallic oxides in an 
atmosphere of CO a reduction of tlie metal takes place, so far as observed 
the same as when the corresponding metallic forms are ignited with char- 
coal (EodweU, J. Q., 1863, 16, 44), 
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8. Detection. — In distinction from CO, hv its failure to be absorbed by 
EOH or Ca(0H)2. By its combustion to COg and detection as such. By 
its combination with hot concentrated KOH to form a formate. By its 
action on IgOg. It is detected in the blood by the absorption spectrum (Vogel, 
B., 1878, 11, 235). 

9. Estimation. — The measured volume of the gas is brought in contact with 
a solution of cuprous chloride in hydrochloric acid which absorbs the CO 
(Thomas, C, iV., 1878, 37, 6). The gas is passed through a U-tube containing 
loOs heated to 150®, The liberated iodine is absorbed in KI solution and 
titrated with standard Na 2 S 203 solution. Jour, Am, Chem, Soc,, 1900, 22, 14, 


§ 227 . Oxalic acid. H 2 C 2 O 4 = 90.016. 

0 0 

I II CO^ 

H' 2 (C 2 )+* 0 -",;b: — 0 — C — C — 0 — H or I 

COjH 

1. Properties. — ^Absolute oxalic acid, HgCaO^ , is a white, amorphous solid, 
which may be sublimed at 150° with only partial decomposition: H 2 Ca 04 = 
CO, + CO + H 3 O . Crystallized oxalic acid, H 3 C 304 , 2 H 30 , effloresces ver> 
slowly in warm, dry air, and melts in its water of crystallization at 98°; at 
which temperature the liquid soon evaporates to the absolute acid. Oxalic 
anhydride is not formed. 

2 . Occurrence. — ^Found in many plants in a free state or as an oxalate. In 

sorrel it is found as KHOjO*; in rhubarb as As ferrous oxalate in 

lignite deposits; as ammonium oxalate in guano. 

3. Formation. — (a) By decomposition of cyanogen with water, am- 
monium oxalate being one of the products. ( 6 ) By the oxidation of 
glycol with nitric acid, (c) By heating potassium formate above 400® 
(Merz and Weith, 5., 1882, 15, 1507). (d) By passing COj over a mixture 
of sodium and sand at 360® (Drechsel, Bl^ 1868, 10, 121 ). 

4. Preparation. — (a) By action of nitric acid sp. gr. 1.38 upon sawdust, 

starch, or sugar. By the continued action of concentrated nitric acid, 
after the sugar is all oxidized to oxalic acid, the latter is farther oxidized 
to CO 2 . (b) By heating sawdust with KOH or HaOH. Hydrogen is 
evolved, the cellulose, , being converted into oxalic acid. Under 

certain conditions, additional products are formed. It is also formed in 
the oxidation of a great many organic compounds. 

+ 12HNO, = eHjCjO* + 12NO + llHaO 
3 H,C ,04 + 2HNO, = 6CX), + 2270 + 4H,0 
CeH„0, + 6KOH + H,0 = 3K,C,04 + SH, 

Oxalates are formed: a , — By treating the oxide, hydroxide, or car- 
bonate with oxalic acid. In this manner may be made the oxalates of 
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Pb, Ag, Hg', Hg", Sn", Bi, Cu", Cd, Zn, Al, Co, Ki, Mn, Pe", Fe"', 

Cr"', Ba , Sr , Ca , Mg , Na , K, and some others. 

J, — By adding oxalic acid to some soluble salt of the metal. In this 
manner the above oxalates may be made, except alkali, magnesium, 
chromic, ferric, aluminum and stannic oxalates, which are not precipitated. 
Antimonous salts are precipitated, but the precipitate is basic. 

c , — Alkali oxalates will precipitate the same solutions as oxalic acid, 
but many of the precipitates are soluble in excess of the alkali oxalate, 

and, as a rule, the salt formed is a double one, e. y., AgNH 4 C >04 . Ba, Ca 

and Sr are well-defined exceptions to this rule — their precipitates, formed 
by this method, being normal oxalates. 

— Some of the metals when finally divided are attacked by oxalic acid, 
hydrogen being evolved, 

5. Solubilities. — Oxalic acid is very soluble in water and in alcohol. 
Alkali oxalates are freely soluble in water, as is also chromic oxalate. 
Nearly all other metallic oxalates are insoluble in water or only sparingly 
soluble (Luckow, /. C., 1887, 52, 529). 

The metallic oxalates, soluble and insoluble, are transposed by dilute 
sulphuric, hydrochloric, and nitric acids, with formation of oxalic acid: 
CaCaO^ + 2HC1 = CaClg + H 2 C 2 O 4 . That is: the precipitated oxalates 
of those metals, which form soluble chlorides, dissolve in dilute hydro- 
chloric acid; of those metals which form soluble sulphates, in dilute sul- 
phuric acid; and all precipitated oxalates dissolve in dilute nitric acid 

Acetic acid does not dissolve precipitated oxalates, or hut slightly. 
Certain of the oxalates dissolve, to some extent, in oxalic acid (as acid 
oxalates). 

6. Eeactions. — A . — ^With metals and their compounds. — Oxalic acid and 
soluble oxalates precipitate solutions of many of the metallic salts. With 
excess of the alkali oxalates soluble double oxalates of the heavy metals 
are frequently formed (4). An excess of alkali oxalate transposes par- 
tially the alkaline earth carbonates. On the other hand, the alkali car- 
bonates in excess partially transpose the alkaline earth oxalates (Smith, 
J, C., 1877, 32, 245). See also under Qh of the respective metals. 

Oxalic acid is a decided reducing agent, being converted to water and 
carbonic ar^hydride (a), and the metallic oxalates to carbonates and carbonic 
anhydride (5), by all strong oxidizing agents. 

(<r) 2 H 3 O 2 O 4 -J- O, = ZHjO -f 4 CO 3 
(h) 2K,C304 + Oa = 2 K 2 CO, -f 2 COs 

1 . — ^PbOj with oxalic acid forms lead oxalate and COo . Oxalic acid has 
no action upon PbgO^ , but reduces it quickly in presence of any acid 
capable of changing the Pb^O^ to PbOj, . 
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S, Oxalic acid or ammoniuin oxalate boiled in the sunlight wnth HgClj 
gives HgCl and COo [GmeJin\s Hand-hook, 9 , 118 ]. 

$. — H3ASO4 becomes HgAsO., , and COo is evolved. To prove that As^ 
becomes As'", add excess of potassium hydroxide, and then potassium per- 
manganate. The latter will be quickly decolored. 

Jf., — ^Bi205 becomes bismuth oxalate and COo - 

5 . — becomes Mn". (That is, all compounds of manganese having 
more than two bonds are reduced to the dyad.) In absence of other free 
acid, MnCgO^ is formed, and CO2 is given off. If some non-reducing acid 
be present, such as HoSO^ , it unites with the manganese, and all of the 
oxalic acid is converted into COo . 

6 . — CooOg and CofOH)^ form cobaltous oxalate, and CO2 is evolved. 

7 . — WigOj and lSri(0H)3 become nickelous oxalate, and CO. is evolved. 

8 . — ^H2Cr04 is reduced to chromic oxalate, and COg is evolved. 

As a rule, reducing agents have no action on oxalic acid at ordinari- 
temperatures. By fusion, however, a few metals, K , KFa , llg , etc., reduce 
it to free carbon. 

B , — ^With non-metals and their compounds. 

1 . — "ECS , HCNS , H4re(CN)e , and seem to be without action 

upon oxalic acid. 

2 , — seems to have no action upon H2C2O4. With KNO3, COg, 
BTO , and H2O are formed. The nitric acid should be concentrated. Test 
for the CO2 by passing the gases into a solution of BaClg containing EOH . 

S. — H3PO2 , H3PO3 , and H3PO4 do not act upon oxalic acid. 

— Concentrated sulphuric acid, with a gentle heat, decomposes oxalic 
acidy by removing the elements of water from it, with effervescence of 
carlon dioxide and carbon monoxide: + H2SO4 = H2SO4.H2O + 

CO2 + CO . With oxalates, the decomposition generates the same gases. 
Other strong dehydrating agents produce the same result. 

The effervescing gases, COj and CO , give the reactions for carbonic anhy- 
dride; also, if in a suiBScient quantity, the CO will burn with a blue flame, 
when ignited. 

5 . — With chlorine, hydrochloric acid is formed and the oxalic acid 
becomes CO2 (Gmelins Hand-book, 9 , 116 ). This reaction takes place 
more readily in the presence of KOBE , forming KCl and K2CO3 . iciO 
forms CO3 and Cl . If the oxalic be in excess HCl is formed. The action 
is more rapid in the presence of a fixed alkali, an alkali chloride and 
carbonate being formed. HCIO3 forms COg and varying proportions of 
Cl and HCl, a high degree of heat and excess of oxalic acid favoring 
the production of HCl (Calvert and Davies, J, C,, 1850 , 2 , 193 ). 

6 , — Bromine decomposes oxalic acid in alkaline mixture, forming a 
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bromide and a carbonate. In acid mixture a similar reaction takes place 
if a hot saturated solution of oxalic acid be used in excess. With HBrO.; , 
bromine and COo are formed; with excess of oxalic acid and heat hydro- 
bromic acid is formed. 

7. — HIO 3 forms CO^ and I . With mixtures of chlorates, bromates, and 
iodates, the chlorate is first decomposed, then the bromate, and finally the 
iodate (Guvard, J. G., 1879, 36, 593). 

7. Ignition. — Tlie oxalates are all dissociated on ignition. Those of 
the metals of the alkalis and alkaline earths are resolved at an incipient 
red heat, into carbonates and carbon monoxide (a ) — a higher temperature 
decomposing the alkaline earth carbonates. The oxalates of metals, whose 
carbonates are easily decomposed, but whose oxides are stable, are re- 
solved into oxides, carbonic anli 3 'dride, and carbon monoxide (&). The 
oxalates of metals, whose oxides are decomposed by heat, leave the metal, 
and give off carbonic anhydride (c). As an example of the latter class, 
siher oxalate, when heated before the blow-pipe, decomposes explosively, 
with a sudden puffing sound — a test for oxalates : 

(a) GaOaO^, ~ CaCOg -f- CO 
(h) ZnC.O, = ZnO -h CO* + CO 
(c) AgaCaO^ = 2Ag + 2008 

8 . Detection. — (a) By warming with concentrated sulphuric acid after 

decomposition of carbonates with dilute sulphuric acid; showing the pres- 
ence of COy by absorption in Ca( 0 H )2 or in a solution of BaClo alkaline 
with KOH ; and showing the presence of CO by its combustibility. (5) In 
solution by precipitation in neutral, alkaline, or acetic acid solution by 
calcium chloride, and solubility of the precipitate in dilute hydrochloric 
acid, Frey 1894-, 33, 533), recommends the formation of a zone of 
precipitation. To the HCl solution containing BaCU and CaCl^ he adds 
carefully a solution of BaCgHgOg and watches the zone of contact. ( 0 ) Warm 
the solution with dilute and SMnO^. If the permanganate is not 

decolorized, HgCgO^ is absent; if decolorized test for COg with Ca( 0 H) 2 . 

2KMn04 + 5H,C,04 + 3 H 2 SO 4 == KjS04 4- 2MnS04 + 8HjO + lOOO* . 

0. Bstiiiiation. — (a) It is precipitated as CaC 204 ; after washing, the Ca is 
determined by §188, 9, from which the oxalic acid is calculated, (b) By the 
amount of KMnO< which it will reduce, (c) By measuring the amount or COj 
evolved when it is oxidized in any convenient manner, usually by Mn 02 . 
(d) By the amount of gold it reduces from AuCl« • 
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§228. Carbon dioxide. COo = 44.0 . 

(Carbonic anhydride.) 

Carbonic acid {liypoilieiical), HyCO.. = (>‘2.010 . 

0 

I! 

C^O-"', and 0 = C = 0 and H — O-C-0 — H. 

1. TTO]?eTties.— The specific (/rarity of the gas CO. is 1 .,j2s 07 (Craft.s, C. r.. 1S88, 

106, 162); of the liquid at —34°, 1.0 .j 7 (Cailletet and Mathias. C. r., 102, 

1202); of the solid (hammered), slightly und^^r 1.2 (Landolt. B., 1S.S4, 17, 300). 
Critical temperature, 30.92° (Andrews, Tram, Hoy. l-soo, 159, r).s3; i«70, 166, 
21). It is a heavy colorless gas; which at low temperatures, -r3°, and high 
pressure, 79 atmospheres, may be condemned to a cdear mobile liquid; and upon 
further cooling this becomes a snow-like mass. Liquid COj is more compres- 
sible than other liquids (Natterer, 1S51, 39). It diffuses tlirough porous 
plates more rapidly than oxygen (Graham, C. .V., isa3, 8, 79). Xou-combustible 
and a non-supporter of combustion, except that iS!, Na and Mg burn in the gas 
forming an oxide of the metal and free carbon. It is used in chemical fire 
en^nes. Non-poisonous but causes suffocation (drowning) by exclusion of air. 
It is taken internally without injury in soda water, etc. 

Liquid CO, is insoluble in water w’hich swims on the surface. It mixes with 
alcohol and ether. It dissolves iodine but does not dissohe phosphorus or 
sulphur; it is without action upon K or Na. A sijirit thermometer immersed 
in the liquid registers — 75° (Thilorier, J. /»*., 18;i4, 3, 109). Solid 00. at 767.3 
mm. barometric pressure meltn at — 77.94° (Uegnault, A. Cli., 1849, (3), 26, 257). 
When the solid is mixed with ether it gives a temperature of — 08.3°. 

2. Occurrence. — In a free state in the air, about 0.04 per cent. Found in 
great abundance in the form of carbonates in the earth’s crust; e. y., limestone, 
marble, magnesite, dolomite, etc. 

3. Formation. — (a) By burning wood, coal, etc., in the air. (6) By 
burning CO . (c) By the reduction of many metallic oxides upon ignition 
with charcoal. During fermentation or decay of organic material, 
(e) By the reaction between acids and carbonates. 

Liquid COj is made by compressing the gas with pumps at a reduced 
temperature. 

Solid CO 2 is made by allowing the liquid to escape freely into woolen 
bags and then compressing in wooden moulds (Landolt, 1. r.). 

4. Preparation.— ^JaCOj (chalk or marble) in small lumps is treated with 

hydrochloric acid in a Kipp's gas generating apparatus. The gas is passed 
through a solution of IfaHCOg to remove any HCl that may be carried 
over, and then dried by passing through a tube filled witli fused CaCL . 
It is also prepared on a large scale for making the liquid COg , and for 
use in sugar factories by the ignition of limestone : CaCO^ = CaO + . 

Preparation of Carbonates. — ITajCOs is made by converting NaCl into 
iraoS 04 , by treating it with HgSO^ ; then by long ignition with coal and 
calcium carbonate, impure sodium carbonate is formed (Leblanc's process). 

Na,S 04 + 40 4- CaCO; = CaS -j- 4CO + NaaCO, 
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It is separated by lixiviation with water, and farther purified. The 
other method, known as the ammonia, or Solvay’s process, consists in pass- 
ing NHj and CO^ into a concentrated solution of HaCl (a). The !KraHC03 
is converted into BTagCOa by heat, and the evolved COo used over again (6). 
The NH4CI is warmed with MgO (c), and the ‘KE. which is given off is 
used over again. The MgCL is strongh" heated (d) and the MgO is used 
over again, and the evolved gas sold as hydrochloric acid. This continu- 
ous process has nearly superseded the Leblanc process. 

(a) NaCl + ITH, 4- H^O -h CO^ = liTaHCOa + 1^401 
(&) 2MraHC0, -f heat = Na^COa -j- CO^ + H^O 
(c) 2N-H4C1 4- MigO = MCgCla 4- 2N-Hs + HjO 

(<f) MgCl, 4- HaO 4“ heat = MgO + 2HC1 

The other carbonates are mostly made from the sodium salt (6). 

5. Solubilities. — COg is soluble in water, forming the hypothetical 
H2CO3 , which reacts acid towards litmus. At 15® one volume of water 
absorbs 1.002 volumes of the gas (Bunsen, A., 1855, 93 , 1). It is rapidly 
absorbed by hydroxides of the alkalis and of the alkaline earths, forming 
normal or acid carbonates: KOH -f- CO^ = KHCO3 or 2E10H + CO2 = 
Z2CO3 + H2O. The carbonates of the alkalis are soluble in water (acid 
alkali carbonates are less soluble than the. normal carbonates;, other 
carbonates are insoluble in water or only sparingly soluble. The presence 
of some other salts, especially ammonium salts, increases the solubility of 
carbonates, notably magnesium carbonate (§ 189 , 5c). Many of the car- 
bonates are soluble in water saturated with COg ; forming acid carbonates 
of variable composition. Boiling removes the excess of CO2 , causing pre- 
cipitation of the carbonate. 

6. Beactions. — Dry carbon dioxide does not unite with dry calcium 
oxide at ordinary temperature (Birnbaum and Maher, B., 1879, 12 , 1547; 
Seheibler, 1886, 19 , 1973). Also at 0® no reaction takes place between 
dyy CO2 and dry Na^O , but at 400® combination takes place with incan- 
descence (Beketoff, J5Z., 1880, (2), 34 , 327). 

Carbonates of the fixed alkalis precipitate solutions of all other metallic 
salts: with antimony the precipitate is an oxide; with tin, aluminum, 
chromium, and ferricum it is an hydroxide; with silver, mercurosum, 
cadmium, ferrosum, manganese, barium, strontium, and calcium it is a nor- 
mal carbonate; with other metals a basic carbonate, except that mercuric 
chloride forms an oxychloride. Carbonic acid is completely displaced by 
strong acids, for example, from all carbonates, by HCl , HClOg , HBr , HBrOg , 
HI , HIO3 , HgCjO^ , HHOa , H3PO4 , H5,S04 , and even by HgS , completely 
from carbonates of the first four groups, incompletely from those of the 
fifth and sixth groups (Nandin and Montholon, C, r., 1876, 33, 58). 

Anunonium carbonate precipitates solutions of all the non-alkali metals, 
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chiefly as carbonates; except niagnesiiiin salts wliieh are not at all pre- 
cipitated, a soluble double salt being at once formed (separation of barium, 
strontium, and calciuin from magnesium). With salts of silver, copper, 
cadmium, cobalt, nickel, and ;^inc the precipitate is redissolved by an 
excess of the ammonium carbonate. 

The decomposition of carbonates by acids is usually attended by marked 
effervescence of gaseous COj which reddens moist litmus paper: -j- 

H,SO, = Na.S0, + HoO + CO. . 

With normal carbonates in cold solution, slight additions of aci<l (short 
of a saturation of half the base) do not cause effervescence, because acid 
carbonate is formed: SMfaoCO, + H2SO4 = ITaoSO^ -f 2NaHC0,.j ; and 
when there is much free alkali present (as in testing caustic alkalis for 
slight admixtures of carbonate), perhaps no effervescence is obtained. 
By the time all the alkali is saturated with acid, there is enough water 
present to dissolve the little quantity of gas set free. But if the car- 
bonate solution is added drop hj drop to the acid, so that the latter is con- 
stantly in excess, even slight traces of carbonate give notable effervescence. 

The effervescence of carbonic acid gas, CO. , is distinguished from that of 
HgS or SO2 by the gas being odorless, from that of by its being color- 
less and odorless; from all others by the effervescence being proportionally 
more forcible. It should be remembered, however, that CO2 is evolved 
(with CO) on adding strong sulphuric acid to oxalates or to cyanates. 

On passing the gas, COg , into solution of calcium hydroxide (a); or of 
barium hydroxide (&); or into solutions of calcium or barium chloride, 
containing much ammonium hydroxide (c), or into ammoniacal solution 
of lead acetate {d), a white precipitate or turbidity of insoluble carbonate 
is obtained. The precipitate may be obtained by decanting the gas (one- 
half heavier than air) from the test-tube in which it is liberated into a 
(wide) test-tube, containing the solution to be precipitated; but the opera- 
tion requires a little perseverance, with repeated generation of the gas, 
owing to the difficulty of displacing the air by pouring into so narrow a 
vessel. The result is controlled better by generating the gas in a large 
test-tube, having a stopper bearing a narrow delivery-tube, so bent as to 
be turned down into the solution to be precipitated. 

(а) CO. + Ca(OH)= = OaCO, -j- H,0 

(б) COs + Ba(OH)3 = BaCOs -h HoO 

(c) CO* + CaCl* + 2 NH*OH =r CaCO, + 2 KH 4 OI + H,0 

(d) CO, + Pb,0(0,H,0,), = PbCO, -f- Pb(C,H.O,), 

The solutions of calcium and barium hydroxides furnish more delicate 
tests for carbonic anhydride than the ammoniacal solutions of calcium and 
barium chlorides, but less delicate than lead basic acetate solution* The 
latter is so rapidly precipitated by atmospheric carbonic anhydride, that 
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it cannot be preserved in bottles partly full and frequently opened, and 
cannot be diluted clear, unless with recently boiled water. 

Solutions of the acid carlonates effervesce, with escape of COo , on boiling 
or heating, thus : 

2 B:HC 03 = K.COa + + CO, . (Gradually, at 100^) 

SNaHCO, = WaaCO, + HjO + CO, . (Gradually, at 70®; rapidly at 90® to 100®.) 
2NH4HCO3 = (15rH4),C03 + H,0 + CO, . (Begins to evolve CO, at 36®.) 
(13'H4)*H,(C03), = 2(NH4),C03 + H,0 + CO, . (Begins at 49®.) 

7. Ignition.— On ignition, the normal carbonates of the metals of the 
fixed alkalis are not decomposed; the carbonates of barium and strontium 
arc dissociated slowly, at white heat,**® calcium carbonate at a full red heat, 
forming the oxide and COo . At a lower temperature, ignition changes 
all other carbonates to the oxide and COo , except that the carbonates of 
silver at 250®, mercur}% and some of the rarer metals are reduced to the 
metallic state, COg and oxygen being evolved. Stannous and ferrous 
oxides ignited in an atmosphere of CO2 are changed to SnOg and PCgOg , 
respectively, with evolution of CO (Wagner, Z., 1879, 18, 559). 

8. Detection. — Carbonates are detected: (a) By the sudden effervescence 
when treated with dilute acids. (6) By the precipitate which this gas 
forms with solutions of Ca(0H)2 , Ba(0H)3 , or Pbo0(C2H302)2 . If but a 
small amount of carbonate be present, the mixture must be warmed to 
drive the COg over into the reagent (6). A non-volatile acid as HgSO^ or 
H3PO4 should be used, as a volatile acid might pass over with the COg and 
prevent the formation of a precipitate, (c) Phenolphthalein detects the 
normal carbonate in solution of the bicarbonate (very delicate). Sodium 
bicarbonate fails to give a precipitate with magnesium sulphate (distinc- 
tion from UEgCOg) (Patein, J. Pharm., 1892, (5), 25, 448). 

To detect free carbonic acid in presence of bicarbonates, a solution of 
1 part of rosolic acid in 500 parts of 80 per cent alcohol may be employed, 
to which barium hydroxide has been added until it begins to acquire a 
red tinge. If 0.5 ec. of this rosolic acid solution be added to about 50 cc. 
of the water to be tested — spring water, for instance — ^the liquid will be 
colorless, or at most faintly yellowish if it contains free carbonic acid, 
whereas, if there be no free carbonic acid, but only double salts, it will 
be red (Pettenkofer, Dingl, 1875, 217 , 158). 

Salzer {Z,, 1881, 20 , 227) gives a test for free carbonic acid or biear- 
bonates in presence of carbonates, foxmded on the fact that the Nessler 
ammonia reaction (§ 207 , 6i:) does not take place in presence of free car- 
bonic acid or bicarbonates. This reaction is also used to detect the presence 
of fixed alkali hydroxides in the fixed alkali carbonates. In presence of a 

* Barium carbonate decomposes at 1460®; strontium carbonate at U65^ and cidcium 
carbonate at 825®* 
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fixed alkali hydroxide a brown precipitate is obtained f Dobbin, J, Soc. Ind,, 
1888 , 7 , 829 ). 

9. Estimation. — (a) By decomposition of a weighed sample with a known 
weight of anhydrous borax or fused microcosmic salt (NaPO?) and determining 
the CO 2 by loss of weight, (h) By decomposition of the weighed sample and 
collection of the CO2 in a weighed KOH solution, (c) By decomposition with 
an excess of a standard acid, boiling to expel the COj and Htrating the excess of 
acid, (d) Sodium bicarbonate may be estimated by titration with sodium 
hydroxide: NaHCOs + NaOH = NasCO^ -f HiO . The first excess of sodium 
hydroxide beyond the reaction gives a brown precipitate with silver nitrate 
(Lunge, Z. angew,, 1897, 169; Bohlig, Arch. Pharm.^ 18SS, 226, 541;. 

§229. Cyanogen. CN = 2G.01. 

N=C — C=N. 

A colorless, intensely poisonous gas; Hpeeifie ffranty, 1.S0G4 (Gay-Lussac, GUh., 
1816, 68 , 145). The molecular \veig*ht shows the molecule to be C 3 N 2 . At 
ordinary atmospheric pressure it liquifies at — 22° (Drion, r/., ibtUJ, 41); at 20° 
under four atmospheres pressure (Hofmann, B., 1H70, 3, (>.>«), The gas has 
an odor of bitter almonds and burns with a red color to the flame forming 
COj and N . "WTien cooled to about the free^cing point of mercury it soHQ:fies 
to a crystalline ice-like mass (Hofmann, Lc\), Critical temperuiiire, 124° (De- 
war, 0. 1885, 51 , 27). The liquid is colorless, mobile and a non-conductor 

of electricity. It occurs in the gas from the coke ovens (Bunsen and Playfair, 
J, pr,f 1847, 42, 145). It is prepared: (a) By heating the cyanides of mercury, 
silver or gold: Hg(C13r)2 = Hg -h Calfg • {^) By the dry distillation of am- 
monium oxalate: ( 1 ^ 0 : 4 ) 30^04 = 4 H 2 O O^lTa . (c) bV fusing KON with 

HgOls: 2B:OEr + HgOL == Hg -f 2X01 -|- C,N , . (d) By heating a solution of 

O 11 SO 4 with XCH . Half of the OH is evolved and OuOH is formed. If the 
CuCH he heated with PeCl, or MnOs and HO^HgOa , the remainder of the 
CN is obtained. The gas is purified by absorption with aniline; oxygen, 
nitrogen and carbon dioxide are not ab.sorbed (Jacquemin, A. Ch., 1886, (6), 6 , 
140). It combines with 01 , Br , I , S , P , and with many of the metals, 
reacting very much like the halogens. It dissolves in water, alcohol and 
ether; but gradually decomposes with formation of ammonium oxalate and 
carbonate (Vauquelin, A. Ch., 1823, 22, 132; Buff and Hofmann, .4., 1800, ■’13, 
129). At 500° it combines with hydrogen to form HOH (Berthelot-, BL, 1880, 
(2), 33 , 2). With Zn it forms Zn(CH )2 , rapidly at 100°. With HCl and abso- 
lute alcohol it forms oxalic ether, which shows cyanogen to be the nitrile of 
oxalic acid (Pinner and Klein, B., 1878, 11 , 1481). With solution of KOH, 
KCH and KCHO are formed: -f 2KOH = KOH -f KCNO -f H^O . Com- 

pare the reaction with chlorine and KOH (§270). 


§230. Hydrocyanic acid. HON = 27.018. 

H_C = H. 

1 , Properties. — ^Hydrocyanic acid is a clear, mobile liquid, boiling at 36°. At 
— 15° It freezes to a fibrous crystalline mass. S^pecific gravity at 19°, 0.697 
(Bleekrode, Proc, Roy, Boc., 1884, 87 , 339). It bums with a bluish-red flame, 
forming H ,0 , CO3 and N. Its index of refraction is much less than that of 
water (Mascart, C. r., 1878, 86, 321), It is one of the most active poisons 
known; of a very characteristic odor, somewhat resembling that of bitter 
almonds. The antidote is chlorine or ammonia by inhalation. Its w^ater 
solution decomposes slowly, forming ammonium formate; scarcely at all in 
the dark. It distils readily unchanged. The U. S. P. solution contains two 
per cent of HOH. It is a weak acid, scarcely reddening litmus; its salts are 
partially decomposed by CO, . The free acid or soluble salts when warmed 
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with dilute alkalis or acids (with strong acids in the cold) becomes formic 
acid and ammonia: HChT -f- 2H2O = BIGO2H + NH3 . 

2. Occurrence. — The free acid does not occur in nature, but in combination 
in the kernels of bitter almonds, peaches, apricots, plums, cherries and 
quinces; the blossoms of the peach, sloe and mountain ash; the leaves of the 
peach, cherry laurel and Portugal laurel; the young branches of the peach; 
the stem-bark of the Portugal laurel and mountain ash; and the roots of the 
last-named tree, when soaked in water for a time and then distilled, yield 
hydrocyanic acid, together with bitter-almond oil. Potassium cyanide appears 
in the deposits of blast furnaces for the smelting of iron ores. 

3. I’ormation. — (a) Decomposition of amygdaline by emulsine and distilla- 

tion. (^) By the action of the electric spark on a mixture of acetylene and 
nitrogen (Berthelot, 1874, 113). (e) By heating a mixture of cyanogen and 

hydrogen (§229). (d) By the dry distillation of ammonium formate: ITH4CHO2 

== HGN -h 2H2O . {€) By boiling or fusing many organic compounds contain- 

ing nitrogen with KOH , forming KG35T (Post and Huebner, B., 1872, 6, 408). 
(f) By decomposition of metallic cyanides with mineral acids, (g) By heating 
chloroform with a mixture of ammonium and potassium hydroxides (Hof- 
mann, A., 1867, 144, 116). 

4. Preparation. — (a) By the action of dilute sulphuric acid on potassium 
ferroeyanide: 2K4Pe(CN)8 -p 3H2SO4 = 6HGN -p 212^62(011)8 + 3K2SO4 . 
(b) By action of acids upon metallic cyanides, (c) By the action of sulphuric 
acid upon mercuric cyanide in the presence of metallic iron: Hg(CN‘)2 + Pe -p 
H2SO4 = 2H0N -P PeS04 + Hg . 

Metallic cyanides are prepared; (a) By the action of HGN on metallic 
hydroxides. (6) By the action of soluble cyanides on metallic salts, (c) By 
igniting potassium ferroeyanide: Ki,Fe(GN)8 = 4KGN -p PeGg -p No . (d) By 

heating potassium ferroeyanide with potassium carbonate. If prepared in 
this manner it contains some cyanate: K4Pe(GN)8 -p H2OO3 = 5KGN + KCNO 
■f Pe + GO2 . 

5. Solubilities. — Hydrocyanic acid is soluble in water, alcohol and ether in 
all proportions. A mixture of equal parts acid and water increases in tem- 
perature from 14° to 22.5°; it also increases slightly in volume (Bussy and 
Buignet, A. Ch., 1865, (4), 4, 4). 

The cyanides of the alkali metals, alkaline earth metals, and mercuric 
cyanide, are soluble in water, barium cyanide being but sparingly soluble. 
The solutions are alkaline to test-paper. The other metallic cyanides are 
insoluble in water. Many of these dissolve in solutions of alkali cyanides, 
by combination, as double metallic cyanides. 

Pb , Hg , As , Sb , Sn , Bi and Gd are dissolved by KCN with absorption 
of oxygen. Cu , A1 , Pe (by H or GO) , Go , Ni , Zn and Mg with evolution 
of hydrogen: 2Cu -p 2KCN -p 2H2O = 2CuCN + 2KOH -p H2 . Iron or steel 
wire are not attacked (Goyder, C. N., 1894, 69, 262, 268 and 280). 

6. Beactions. — There are two classes of double cyanides, both of which are 
formed w’-hen a cyanide is precipitated by an alkali cyanide, and redissolved 
by excess of the precipitant: H^l* + 2KCN = Hg(CN)o -P 2B:G1; and with 
excess of KCN: Hg(CN)2 -P 2K0N = (KCN)2Hg(CN)2 . 

Class I. Double cyanides which are not ageeied ^ alkali hydroxides^ hut are decom* 
posed when treated with dilute acids: (KCN)2Hg(CN)j -p 2HC1 ~ Hg(CN)2 + 2KG1 
-P 2HGN . These closely resemble the double iodides (potassium mercuric), and 
the double sulphides or thiosalts (§69, 5c and 6e). The most frequently occurring 
of the double cyanides of this class, which dissolve in water, are given below: 

Potassium (or sodium) zinc cyanide, KtZn(CN)4 or (KON)2Zn(CN)* . 

Potassium (or sodium) nickel cyanide, K^i(CN)4 or (KCN)2Ni(CN)2 • 

Potassium (or sodium) copper cyanide, KaCuCCN), or (KCN)sCuCN . 

Potassium cadmium cyanide, K«Cd(CN)4 or (KCN)jCd(CN)* . 

Potassium (sodium or ammonium) silver cyanide, KAg(CN)2 or KCNAgCN . 

Potassium (or sodium) mercuric cyanide, K^(CN)4 or (KCN)2Hg(ON)2 . 

Potassium (or sodium) auric cyamde, KAu(CN)4 or KGNAu(CN)s . 

n. Double cyanides whickf as mrecipUaieSi are transposed by alkali hydroxides, 
in dUuie s^utwn (a), and are transposed, without decomposition, by dilute acids (6). 
In these double cyanides, as potassium ferrous oyaniae, K4Fe(CN)ft, the whole of 
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the cyanogen appears to form a new compound radical with that metal whose single 
cyamde is insoluble in water; thus, re(CN’) 6 as ^^ferrocyanogen,’' giving K4FeCON)6 
as potassium ferrocyanide** ffor the potassium ferrous cyanide). These more 
stable double cyanides or ‘‘ferrocyanides,” etc., corre.spond to che platinic double 
chlorides or chloroplatinates ” (§ 74 , 5 c), and the palladium double chlorides, or 
chloropalladiates (§ 106 , 5 c). The most frequently occurring of the double cyanides 
of this class, which are soluble in water, are given below. 

(a) CUjFe(ON)6 -f 4KOH = 2Cu(OH)2 + 

(b) K4re(CN)6 + 2H2SO4 == 2K2SO4 + H 4 Fe(CN )6 
2 K,Fe(CN )6 + 3H2SO4 = 3K2SO4 + 2H3Fe(CN)8 

Alkali ferrocyanides, as K4Fe"(CN)6 , potassium ferrocyanide. 

Ferric3^anides, as K 8 Fe'"(CN) 6 , potassium ferricyanide. 

Cobalticyanides, as KaCo'"{CN) 6 , potassium cobal icyanide. 

Manganicyanides, as K3Mii'"(CN}a , potassium manganicyanide. 

Chromicvanides, as Ks^Cr"')(CN)« , potassium chromicyarude. 

The easily decomposed double cyanides of Class I are, like the single cyan- 
ides, intensely poisonous. The difficultly decomposed double cyanides of 
Class II. are not poisonous. 

The Single Cyanides are transposed ])y the stronger mineral acids, more 
or less readily, with liberation of liydrocyanic acid, HCN, effervescing from 
concentrated or hot solutions, remaining dissolved in cold and dilute solu- 
tions. Mercuric cyanide furnishes HCN by action of Hj,S , not by other 
acids. The cyanides of the alkali and alkaline earth metals are decomposed 
by all acids— even the carbonic acid of the air — and exhale the odor of 
hydrocyanic acid. Solution of silver nitrate precipitates, from solutions 
of cyanides or of hydrocyanic acid (not from mercuric cyanide) silver 
cyanide, AgCN , white, insoluble in dilute nitric acid, soluble in ammonium 
hydroxide, in hot ammonium carbonate, in potassium cyanide, and in 
thiosulphates — uniform with silver chloride. Cold strong hydrochloric 
acid decomposes it with evolution and odor of hydrocyanic acid (recogni- 
tion from chloride) ; and when well washed, and then gently ignited, it does 
not melt, but leaves metallic silver, soluble in dilute nitric acid, and pre- 
cipitable as chloride (distinction and means of separation from chloride). 

Solution of mercurous nitrate, with cyanides or hydrocyanic acid, is 
resolved into metallic mercury, as a gray precipitate, and mercuric cyamde 
and nitrate, in solution. Salts of copper react, as stated in §77, salts 
of lead, as stated in § 57 , 6k 

Ferrous salts, added to saturation, precipitate from solutions of cyan- 
ides, not from hydrocj'anic acid, ferrous cyanide, Fe(C]Sr)2 , white, if free 
from the ferric hydroxide formed by admixture of ferric salt, and, with 
the same condition, soluble in excess of the cyanide, as (with potassium 
cyanide), (ZClSQ 4 re(Cir )2 — K 4 Fe(ClT)« , potassium ferrocyanide (a). On 
acidulating this solution, it gives tlie blue precipitates with ferric salts (5) : 
(a) 2 KCN + FeS04 - Fo(CN)2 + KaSO* 

Fe(ON)i + 4KCK * K4Fe(CN)4 
(5) 3K*re(ClI)« + 4FeCl, « Fe4(Fe(CN)5), 4* 12K:C1 

This production of the Hue ferric ferrocyanide is made a delicate test for 
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hydrocyanic acid, as follows: A little potassium hydroxide and ferrous 
sulphate are added, the mixture digested warm for a short time; then 
a very little ferric chloride is added, and the whole slightly acidulated 
(so as to dissolve all the ferrous and ferric hydroxides), when Prus- 
sian blue will appear, if hydrocyanic acid was present (Link and 
Moeckel, Z., 1878, 17, 456. Por identification of traces of hydrocyanic 
acid (less than 0.00002 g. in 1 c.c.) add two drops of 10 % solution of 
sodium hydroxide, evaporate almost to dryness, cool, add one drop of a 
2% solution of ferric sulphate and allow to stand in the cold for 10-15 
minutes. Heat gently with two or three drops of strong hydrochloric 
acid and cool. The undiluted blue-green solution shows, when carefully 
diluted, a blue color. (G. Druce Lander und Walden, nach Leitschr. J. 
Unters. d. Nahrungs u. Oenusstn, 23 [1912] 399.) 

Solution of nitrophenic acid, picric acid, CeH 2 (M‘ 02 ) 30 H , added, in a 
small quantity, to a neutralized solution of cyanides of alkali metals, on 
boiling( and standing), gives a blood-red color, due to picrocyanate (as 
KC 3 H 4 ir 50 g). This test is very delicate, but not very distinctive, as var- 
ious reducing agents give red products with nitrophenic acid (Vogel, 
(7. W., 1884, 50, 270). 

The fixed alkali hydroxides, in boiling solution, strongly alkaline, gradu- 
ally decompose the cyanides with production of ammonia and formate: 
HCB* + KOH + HgO = ECHOg +ITH 3 . Perrocyanides and ferricyanides 
finally yield the same products. Dilute alkalis, not heated, transpose, as 
by equation a, class II above. 

Cyanides are strong reducing agents. The action is not so marked in 
solution as in state of fusion (7). Permanganates are reduced by cyan- 
ides, and cupric hydroxide in alkaline solution forms Cu'. Solutions 
of cyanides on exposure to the air take up some oxygen with formation of 
a cyanate : 2 KCN 4-02 = 2KC1I0 . Commercial potassium cyanide always 
contains some potassium cyanate. By warm digestion of a cyanide with 
sulphur or with yellow ammonium sulphide a thiocyanate is formed ( 8 ). 
Hydrocyanic acid reduces PbO^ , forming Pb(ClSr )2 and CIT : PbOg -f dHCN 
= Pb(CN )2 + + 2 H 2 O (Liebig, A., 1838," 25, 3). With^HCN and 

H 2 O 2 oxamide is formed (Altfield, J. G,, 1863, 16, 94). Chlorine forms 
with hydrocyanic acid a cyanogen chloride (Serullas, A. Ch, 1828, 38, 
370); with iodine the reaction is not so marked, but a similar product is 
formed (Meyer, B., 1887, 20, III, 704). Concentrated sulphuric acid 
decomposes all cyanides. 

7. Ignition. — ^By fusion with fixed alkalis, cyanides and all compounds 
containing cyanogen yield ammonia. In state of fusion cyanides are very 
eflScient reagents for reduction of metals from their oxides or sulphides 
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to the metallic state (§69, 7). The cyanates or thiocyanates formed in the 
reaction are not readily decomposed by heat alone. 

8. Detection. — Cyanides may be detected: {a) By the odor of the free 
acid upon decomposition of the cyanide with acids. This test must be 
applied with extreme caution as the evolved HCN or CN is very poisonous. 
(/;) By formation of a ferrocyanide and its reaction with ferric salts, as 
described in 6. (c) The produciion of the red ferric thiocyanate is a test 

for hydrocyanic acid, more delicate than formation of ferrocyanide. By 
warm digestion this reaction occurs: 2KC3Sr -f- Sg = 2BICNS ; or: 

2(NH4)2S* 4- 4HCN = 4NH4CN-S + 2H.S + 

To the material in an evaporating-dish, add one or two drops of yellow 
ammonium sulphide, and digest on the water-bath until the mixture is 
colorless, and free from sulphide. Slightly acidulate with hydrochloric 
acid (which should not liberate H^S), and add a drop of solution of ferric 
chloride ; the blood-red solution of ferric thiocyanate will appear, if hydro- 
cyanic acid was present (Link and Moeckel, 1. c.), 

(d) Link and Moeckel also recommend the following test for cyanides, 
delicate to 1-3,000,000. Saturate a filter paper with a four per cent 
alcoholic solution of guaiac; allow the alcohol to evaporate; then moisten 
the paper with a one-fourth per cent solution of copper sulphate, and 
allow the unknown solution to trickle over this test paper. A deep blue 
color indicates the presence of a cyanide. 

To detect cyanides in presence of ferri- and ferrocyanides it is directed 
to add tartaric acid and, in a distilling flask, pass a current of carbon 
dioxide, warming not above 60®. Test the distillate by the methods 
given above. Ferro- and ferricyanides do not yield HCN under 80® (Hilger 
and Tamba, Z,, 1891, 30, 529; also Taylor, 0. N,, 1884, 50, 227). 

9. Estimation. — (a) The nearly neutral solution of cyanide is titrated with 
standard silver nitrate. No precipitate occurs as long as two molecules of 
alkali cyanide are present to one of silver nitrate. Soluble AgCN’jKCN is 
formed. As soon 8us the alkali cyanide is all used in the formation of the 
double cyanide, the next molecule of silver nitrate decomposes a molecule of 
■the double salt, forming two molecules of insol-uble silver cyanide; giving a 
white precipitate for the end reaction. Chlorides do not interfere (Liebig, A., 
1861, 77 , 102). (6) By titration with a standard solution of HgCls , applicable 

in presence of cyanates and thiocyanates (Hannay, J, C., 1878, 83 , 245), 


§281. Hydroferrocyanic acid. H 4 Fe (ON) e = 215.932. 
H'^Fe"(CN)-'e . 

Absolute hydroferrocyanic acid (§230, 6, Class IT.), is a white solid, freely 
soluble in water and in alcohol. The solution is strongly acid to test-paper, 
and decomposes carbonates, with efEervescence, and acetates. It is non-volatile, 
but absorbs oxygen from the air, more rapidly when heated, evolving hydro- 
cyanic acid and depositing Prussian blue: THiEeCCN)* -f O, =r Pe 4 (Fe(ON)e), 
-f 2HaO -f 24HCN . 

Potassium ferrocyanide is the usual starting point in the preparation of the 
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free acid or any of the salts. It is prepared by fusing together in an iron 
kettle nitrogenous animal matter (blood, hair, horn, hoof, etc.), commercial 
potash (KOH), and scrap iron. The ferrocyanide is formed when this mass is 
digested with water. The filtrate is evaporated to crystallization (lemon-yellow 
prism), soluble in four parts of water. 

Hydroferrocyanic acid is formed by transposition of metallic ferrocyanides 
in solution, with strong acids (rz). When the solution is heated, hydrocyanic 
acid is evolved; in the case of an alkali ferrocyanide, without absorption of 
oxygen (&). Potassium ferrocyanide and sulphuric acid are usually employed 
for preparation of hydrocyanic acid (c) : 

(a) K*Pe(C3T)e + + H4Fe(CN)e 

(&) 3H4Ee(OT)e + K4Ee(CN‘)e = 2K^^eEe(CJS[) , + 12H0N 

(e) 2Z,Pe(C]Sr)e 4- 3 H,S 04 = SK^SO^ + K,FeEe(ClT)e + 6HCN 

The ferrocyanides of the alkali metals, strontium, calcium and magnesium, 
are freely soluble In water; of barium, sparingly soluble; of the other metals, 
insoluble in water. There are double ferrocyanides; soluble and insoluble; that 
of barium and potassium is soluble, but potassium calcium ferrocyanide is in- 
soluble. The most of the ferrocyanides of a heavy metal and an alkali metal 
are insoluble. Potassium and sodium ferrocyanides are precipitated from their 
water solutions by alcohol (distinction from f erricyanides) . 

The soluble ferrocyanides are yellowish in solution and in crystals, white 
when anhydrous. The insoluble ferrocyanides have marked and very diverse 
colors, as seen below. 

Solutions of alkali ferrocyanides, as !K! 4 pe(ClT) 8 , give, with soluble salts of: 
A lumi num, a white precipitate, Al(OH)8 and Ee(CN)j (formed slowly). 
Antimony a white “ Sb4[Pe(CN)«]8.25H20 . 

Bismuth, a white “ Bi 4 (re(CN)e) 8 . 

Cadmium, a white “ Cd 2 Ee(CN’)c (soluble in HCl). 

Calcium, a white “ K8CaJ’e(CN)8 . 

Chromium, no “ 

Cobalt, a green, then gray “ Co 2 Pe(CN)« . 

Copper, a red-brown “ CUaEe^CN)* . 

Gold, no “ 

Iron (Ee'O, white, then blue “ K 2 Ee!Fe(CN)e . 

Iron (Fe'"), a deep blue » Fe 4 (Fe(CN)e )8 . 

Bead, a white “ Pb 2 Fe(CN')e . 

Magnesium, a white (KrH 4 ) 3 MgFe(Cir)e (in presence of NH 4 OH) 

a yellow-white “ K 2 MgFe( 0 N)e (only in concentrated solu- 
tion). 

Manganese, a white “ Mn 3 Fe(CN)e (soluble in HOI). 

Mercury (Mg'), a white “ Hg 4 Fe(CN ’)6 (gelatinous). 

Mercury (H:g")» a. white “ HgjFe^CN)® , turning to Hg(CN )3 and 

Fe8(Fe(CN)8)3 , blue. 

Molybdenum, a brown ** 

Hickel, a greenish-white “ K’l 2 Fe(CN‘)e . 

Silver, a white “ Ag^Fe (01^)8 , (slowly turning blue). 

Hn (Sn" and Snrv)^ white “ (gelatinous). 

XTranium (uranous), brown “ TrFe(CN)8 • 

TTranium (uranyl), red-brown “ (ir 0 a) 4 Fe( 0 N)« . 

Zinc, a white, gelatinous “ Zn 3 Fe(CN) 9 . 

See Wyrouboff {A. OK 1876 (5), 8, 444; and 1877, (5), 10, 40a). 

Insoluble ferrocyanides are transposed by alkalis (§230, 6, Class II.) 

It will be observed (§230, 6) that ferrocyanides are ferrous combinations, while 
ferricyani^ are ferric combinations- And, although ferrocyanides are far less 
easily oxidized than simple ferrous salts, being stable in the air, they are 
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nevertheless reducing sgrents, of moderate power: SKiFeCOlT), + Clj = 
2K,re(Cir). + 3KC1 . 

PbO, with sulphuric acid forms Pb" and HjPe(CH') 8 . 

Agr with fixed alkali forms an alkali ferricyanide and metallic silver. 

Orvi with phosphoric acid, gives Cr'" and HsFe(CN)e (Schdnbein, pr.^ 1840, 
20, 146). 

Co'" with phosphoric acid forms Co" and 'SLs‘Fe(C'N ) ^ . 

Ni'" with acetic acid gives Ni" and H8Fe(CW)e . 

MnOx with phosphoric acid gives Mn" and H 3 Ee(CN’) 6 . 

Mnvii forms with potassium hydroxide IilnOs and potassium ferricyanide. 

With sulphuric acid, manganous sulphate and hydroferricyanic acid. 
Ferricyanides when boiled with NH^OH give ferroeyanides (Playfair, J, (7., 
1857, 9, 128). 

HNO 3 forms first hydroferricyanic acid, then hydronitroferricyanic acid and 

NO . 

HNOa forms hydroferricyanic acid, and then hydronitroferricyanic acid, NO 
being evolved. 

Cl forms first hydroferricyanic and hydrochloric acids. Excess of chlorine to 
be avoided in preparation of ferricyanides. 

HCIO, forms hydroferricyanic and hydrochloric acids. 

Br forms hydroferricyanic and hydrobromic acids. 

HBrO, forms hydroferricyanic and hydrobromic acids. 

I, iodine is decolored by potassium ferrocyanide, and some potassium ferri- 
cyanide and potassium iodide are formed. The action is slow and never 
complete (Omelin^s Eand-hooTc, 7, 459). 

HIO, forms hydroferricyanic acid and free iodine. 

In analysis, soluble ferroeyanides are recognized by their reactions with 
ferrous and ferric salts and cepper salts (see 66, §126 and §77). Separated 
from ferricyanide, by insolubility of alkali salt in alcohol. Separation of hydro - 
ferrocyanic acid from hydroferricyanic acid according to Ph. E. Browning and 
H. E. Palmer (Zeitschr, /. anorg, chem,, 64, 315, nach, Zeitschr, f. anal, chem., 
60 (1911) 771). Acidify 5-10 c.c. of the solution which is to be tested with acetic 
or hydrochloric acid and add a solution of a thorium salt. Thorium ferrocyanide 
will be precipitated. Shake up with finely divided asbestos, filter, wash the pre- 
cipitate, add sodium hydroxide to same and in this filtrate test for ferrocyanide. 

To the filtrate from the thorium ferrocyanide add a solution of a cadmium salt. 
Cadmium ferricyanide will be precipitated and is treated like thethorium precipitate. 

Ferroeyanides are estimated in solution with si^^huric acid by titrating with 
standard KlAn 04 . Also by precipitation with CUSO 4 either for gravimetric 
determination or volumetrically, using a ferric salt as an external indicator, 

§232. Hydroferricyanic acid. H 3 Pe(Clir)e = 214.924. 
H',re"'(CN)-'e . 

Absolute^ hydroferricyanic acid, HsPe(CN)6 , is a non-volatile, crystallizable 
solid, readily soluble in water, with a brownish color, and an acid reaction to 
test-paper. It is decomposed by a slight elevation of temperature. In the 
transposition of most ferricyanides, by sulphuric or other acid, the hydro- 
ferricyanic acid radical is broken up. 

Potassium ferricyanide is the usual starting point in the preparation of most 
ferricyanides. It is prepared by passing chlorine into a cold solution of 
]^Pe(CN)« until a few (hops of the liquid gives a brownish color, but no pre- 
cipitate with a ferric salt. The solution is evaporated to crystallization and the 
salt repeatedly recrystallized from water as large red prismatic crystals, 
very soluble in water, freely soluble in alcohol (distinction from K 4 Fe(ON) 6 ). 
The free acid is made by adding to a cold saturated solution of KsFe(CN)6 
three volumes of concentrated HOI and drying the precipitate which forms, 
in a vacuum (Joannis, C. r., 1882, 94, 449, 541 and 725) lustrous, brown sh- 
green needles, very soluble in water and alcohol, insoluble in ether. 

The ferricyaniaes of the metals of the alkalis and alkaline earths are soluble 
in water; those of most of the other metals are insoluble or sparingly soluble. 
The soluble ferricyanides have a red color, both in crystals and solution; those 
insoluble have dinerent, strongly marked colors. Potassium, and sodium fen> 
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cyanides are but slightly, or not at all, precipitated from their water solutions 

by aJcohol (separation from ferrocyanides). i, ^ n t i, i 

Ferri cyanides arc not easily decomposed by dilute acids j but aikali hydrox- 
ides, either transpose them or decompose their radicals (§230, 6 ). 

Solutions of metallic ferricyanides give, with soluble salts of: 

Aluminum, no precipitate. 

Antimony, no precipitate. ^ 

Bismuth, light-hrovn precipitate, BiFetCN),. , insoluble iii HCl . 

Cadmium, yellow precipitate, Cd*, [Fe(C2T),. jj , soluble in acids and in ammo- 
nium hydroxide. 

Chromium, no precipitate. ^ 

Cobalt, brown-red precipitate, Co 3 [!Fe(CN ),,]2 , insoluble in acids. ammo- 

nium chloride and hydroxide, excess of terricyanide gives a biood-ied 
solution, a distinction of cobalt, from nickel, manganese and zinc. 

Copper, a yellow-green precipitate, Cu 3 [!Fe(CI 3 ‘)t .]3 » insoluble in HCl. 

Q-old, no precipitate. . . n 

Iron (ferrous), dfirk hJue prfoipitate, Fe 3 [I‘e(CH)c]s , insoluble in acids. 

Iron (ferric), uo precipitate, a darkening of the liquid. 

I«ead, no precipitate, except in concentrated solutions (dark brown). 
Manganese, brow’n precipitate, Mn 3 [Fe(CN‘) 6]2 insoluble in acids. 

Mercury (mercurous), red-brown precijiitate, turning white on standing. 
Mercury (mercuric), no precipitate. 

Hickel, yellow-green precipitate, N’i 3 [Fe(CN)o ]2 , insoluble in hydrochloric acid. 
With ammonium chloride and hydroxide, excess of ferrieyanide gives a 
copper-red precipitate. 

Silver, a red-brown precipitate, Ag3Fe(C13‘),5 , soluble in NH 4 OH . 

Tin (stannous), white precipitate, Sn 3 [Fe(C!N')j,] 2 , soluble in hydrochloric acid. 
Tin (stannic), no precipitate. 

TTranium (uranous), no precipitate. 

Zinc, orange precipitate, Zn 3 [F 6 (CHr)tt ]3 , soluble in HCl and in HH 4 OH . 

Ferricyanides, ferric combinations, are capable of acting as oxidizing agents, 
becoming ferroc^'anides, ferrous combinations. 

4 B:,P€(CH), + 2 H 2 S = 3K*Fe(CH)* -f- H^FeCCN), + 83 
2 K,Fe(CN')« + SKI = SK^FeCCN)* + I 3 . 

Kitric acid, or acidulated nitrite, by continued digestion in hot solution, 
ejGPects a still higher oxidation of ferricyanides, with the production, among 
other products, of nitroferriepanides or nltropritssides (Playfair, Phil, Mat;., 1845, 
(3), 26, 197, 271 and 348). These salts are generally held to have the composi- 
tion represented by the acid H^FeCHO) (CHls . Sodium nitroprusside is used as 
a reagent for soluble sulphides— that is, in presence of alkali hydroxides, a 
test for hydrosulphurie acid; in presence of hydrosulphuric acid, a test for 
alkali hydroxides (§207, 6&). 

K,Fe(CH)8 is reduced to K^FeCCN')^ by Pd, Th., Mg and As, but not by 
Pb , Hg , Ag , Sb , Sn , An , Pt , Bi , Cu , Cd , Te , ^ , Fe , Co , Mn , Zn and In . 
When a sheet of any metal except Au and Pt is placed in contact with a 
solution of K 3 Fe(CH)<, and FeCl, , a coating of Prussian blue is soon formed 
(Boettger, J. C., 1873, 26, 473). 

Pb'^ with potassium hydroxide forms PbOa and potassium ferrocyanide (Watts* 
IHotionary^ 1889, 2,* 340), 

Sn" with potassium hydroxide forms potassium stannate, K-HnOg and potas- 
sium ferrocyanide (TTaW/r’ Dictionary,, he.), 

Cr"' forms in alkaline mixture a chromate and a ferrocyanide (Bloxam, G, 
1885, 52, 109). 

with potassium hydroxide forms MnO^ and potassium ferroeyanid*. 
(Boudault, »/. pr., 1845, 36, 23). 

Co'"' and Ni" are not oxidized. 

In alkaline solutions K,Fe(ClT)e oxidizes sugar, starch, alcohol, oxalic acid 
and indigo (Wallace, J. C., 1855, 7, 77; Mercer, Phil, Mag,, 1847, (3), 31, 126). 
HNO, and HHO, both form hydronitroferricyanic acid, H 2 Fe(HO)(CH)# . 



§233. 


(TAXIC ACID. 


270 


NO in alkaline solution becomes a nitrate t Wallace, L c.). 

P in alkaline solution becomes a phosphate (Wallace, 1 . c.), 

HHaPO- forms H4Fe(CN)„ and HaPO* 

HaS forms S, then H.SOt and H^FefCN)^ (Wallace, /. c.). 

SO, forms H^SO* and H,Fe(CN), . 

Cl decomposes ferricyanides. 

HCIO, ads upon KaFeCCN)^ , forming- potassium superferrievanide, K2Fe(CN)5 
(Skraup, A., 1S77, 189, ,‘^>68). 

HI forms HtFe(CN)« and I . 

Ferricyanides in solution are detected by the reactions with ferrous and 
ferric salts (§126, Cih). Insoluble compounds are ignited (under a hood) with 
a fixed alkali, giving an alkali cyanide, ferric oxide, and an oxide of the metal 
in combination. Detect the alkali cyanide as directed (§ 230 , 8). A ferri- 
cyanide is estimated by reduction to ferrocyanide with KI in presence of con- 
centrated HCl; the liberated iodine being titrated with standard NaaS^Oa . 
Or it is reduced to ferrocyanide by boiling with KOH and FeS04 , filtering, 
acidulating with HsS04 and titrating %vith KHBO4 , 


§233. Cyanic acid. HCWO = 23.013. 

H — 0 — C=N. 

The cyanates of the alkalis and of the fourth-group metals may be made by 
passing cyanogen gas into the hydroxides. The cyanates of the alkalis are 
easily prepared by fusion of the cyanide with some" easily reducible oxide. 

CjN, -f 2 KOH = KCNO -f- KCN + H^O 
KON 4 - PbO = KCNO -f Pb 
4 KCN ^ Pba 04 = 4 KCN 0 + nPb 

The free acid may be obtained by heating cyanuri(* acid, HaCaNaO, , to 
redness, better in an atmosphere of CO, . Cyanic acid is found in the dis- 
tillate. HaCaNaOa = OHCNO . 

Absolute cyanic acid, HCNO , is a colorless liquid, giving off pungent, irri- 
tating vapor, and only preserved at very low temperatures. It cannot be 
formed by transposing metallic cyanates with the stronger acids in the pres- 
ence of water, by which it is changed into carbonic anhydride and ammonia: 
HCNO -f HaO == NHj -f- CO3 . The cyanates, therefoi*e, when treated with 
hydrochloric or sulphuric acid, effervesce with the escape of carbonic anhydride 
(distinction from cyanides), the pungent odor of cyanic acid being perceptible; 
2KCNO -f 2H,SO* -f 2HaO = K^SO* + (NH4)sSO, -f 200 ,.. The ammonia 
remains in the liquid as ammonium salt, and may be detected by addition of 
potassium hydroxide, with heat. 

The cj’anates of the metals of the alkalis and of calcium are soluble in -water; 
most of the others being insoluble or sparingly soluble. All the solutions 
gradually decompose, with evolution of ammonia. Sillier cifanate is sparingly 
soluble in hot water, readily soluble in ammonia; soluble, with decomposition, 
in dilute nitric acid (distinction from cyanide). Copper cyanate is precipitated 
greenish-yellow. 

Ammonium cya-nate in solution changes gTaduall3% or immediately w*hen boiled, 
to urea, or carbamide, with which it is isomeric: NH4CNO = CO(NH2)2 . The 
latter is recognized by the characteristic crystalline laminae of its nitrate, 
when a few drops of the solution, on glass, are treated with a drop of nitric 
acid. Also, solution of urea with solution of mercuric nitrate, forms a white 
precipitate, CH4N30(HgO)3 , not turned yellow (decomposed) by solution of 
sodium carbonate (no excess of mercuric nitrate being taken). Solution of 
urea, on boiling, is resolved into ammonium carbonate, w^hicli slowly vaporizes: 
CH4N3O + 2H30 = {NH4)5C08 , Cyanates, in the dry w^ay, are reduced by 
strong deoxidizing agents to cyanides. 

For detection of a cyanate in presence of cyanides, see Schneider, B., 1095, 
28, 1540. 
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§234. TMooyanic acid. HONS = 59.088. 

H — S — C=1I. 

An aqueous solution of HONS may be obtained by treating lead tMocyanate 
suspended in water with H.S , also by treating barium thiocyanate with HsSO. 
in molecular proportions. The anhydrous acid is obtained by tr^tan^ dry 
HgtCNS). with H,S . Potassium thiocyanate is formed by fusing KCN -mth 
S. Or two parts o'f K,Pe(Cir). with one part of sulphur. Also by fusing the 
cyanide or ferrocyanide of potassium with potassium thiosulphate, 

2KC]5r + Sfi = 2KCNS 

K*Pe(C3Sr)e + aSa = 4KCNS + Fe(C3SrS)g 

4K0N’ + 4X38303 = 4KCNS + 3K3SO4 + K3S 

2K4Fe(CN)e -{- 12X38303 = 12KCNS -f 9K2SO4 + XjS + 2FeS 

Thiocyanie acid is quite as frequently called sulphocyanic acid, and salts 
either thiocyanates or sulphocyanates. It corresponds to cyamc acid, HCXO , 
oxygen being* substituted for sulphur. 

Absolute tbiocyanic acid, HCXS , is a colorless liquid, crystallizing* at 12 
and boiling at 85®. It has a pungent, acetous odor, and reddens litmus. It is 
soluble in water. The absolute acid decomposes quite rapidly at ordinary 
temperatures: the dilute solution slowly; with evolution of carbonic anhydride, 
carbon disulphide, hydrosulphuric acid, hydrocyanic acid, ammonia, and other 
products. 

The same products result, in greater or less degree, from transposing volume 
thiocyanates with strong acids; in greater degree as the acid is stronger and 
heat applied; while in dilute cold solution, the most of the thiocyanie acid 
remains undecomposed, giving the acetous odor. The thiocyanates, insolnUe 
in water, are not all readily transposed. Thiocyanates of metals, whose sul- 
phides are insoluble in certain acids, resist the action of the same acids. 

The thiocyanates of the metals of the alkalis, alkaline earths; also, those of 
iron (ferrous and ferric), manganese, zinc, cobalt and copper — are soluble in 
water. Mercuric thiocyanate, sparingly soluble; potassium mercuric thiocyanate, 
more soluble. Silver thiocyanate is insoluble in water, insoluble in dilute nitric 
acid, slowly soluble in ammonium hydroxide. 

Solutions of metallic thiocyanates give, with soluble salts of: 

Cobalt, very concentrated, a blue color, Co (0X8)3 , crystallizable in^ blue 
needles, soluble in alcohol, not in carbon disulphide. The coloration is 
promoted by warming, aud the test is best made in an evaporating dish. 
In strictly neutral solutions, iron, nickel, zinc and manganese, do not 
interfere. 

Copper, if concentrated, a black crystalline precipitate, 0u(CXS)3 , soluble in 
thiocyanate. With sulphurous acid, a white precipitate, CuCXS; also with 
hydrosulphuric acid (used to separate a thiocyanate from a chloride) 
(Mann, Z., 1889, 28, 668). 

Iron (ferrous), no precipitate or color. 

Iron (ferric), an intensely blood-red solution of Fe(CXS), , decolored by solu- 
tion of mercnirlc chloride (§ 126 , 6 ft, distinction from acetic acid); decolored 
by phosphoric, arsenic, oxalic and iodic acids, etc., unless with excess of 
fenic salt; decolored by alkalis and by nitric acid, not by dilute hydro- 
chloric acid. On introduction of metallic zinc, it evolves hydrosulphuric 
acid. Ferric thiocyanate is soluble in ether, which extracts traces of it 
from aqueous mixtures, rendering its color much more evident by the 
concentration in the ether layer. 

Xead, gradually, a yellowish crystalline precipitate, Pb(CNS)2 , changed by 
boiling to w’hite basic salt. 

ICercury (mercurous), a white precipitate, HgfCXS , resolved by boiling into 
Hg and HgCOXS)^ . The mercurous thiocyanate, HgCXS , swells greatly 
on ignition (being used in “Pharaoh’s serpents”), with evolution of mer- 
cury, nitrogen, thiocyanogen, cyanogen and sulphur dioxide. 
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Mercury (mercuric), in solutions not very dilute, a whit© precipitate, 
Hg(CNS )3 , somewhat soluble in excess of the thiocyanates, sparingly 
soluble in water, moderately soluble in alcohol. On ignition, it swells like 
the mercurous precipitate. 

Plat inum . Platinic chloride, giadually added to a hot, concentrated solution 
of potassium thiocyanate, forms a deep-red solution of double thiocyanate of 
potassium and platinum (KCNS) 2 pt(CNS) 4 , or more properly, K 2 Pt(ClTS)«, 
potassium thiooyanoplatinate. The latter salt gives bright-colored precipi- 
tates with metallic salts. The thiocyanoplatinate of lead (so formed) is 
golden-colored; that of silver, orange-red. 

Silver, a white precipitate, AgCNS , insoluble in water, insoluble in dilute 
nitric acid, slowly soluble in ammonium hydroxide, readily soluble in excess 
of potassium thiocyanate; blackens in the light; soluble in hot concentrated 
H 2 SO 4 (separation from AgCl) (Volhard, A., 1877, 190, 1 ). 

Certain active oxidizing agents, viz., nascent chlorine, and nitric acid contain- 
ing nitrogen oxides, acting in hot, concentrated solution of thiocyanates, pre- 
cipitate perthiocyanogen, H(C!NrS)s , of a yellow-red to rose-red color, even blue 
sometimes. It may be formed in the test for iodine, and mistaken for that 
element, in starch or carbon disulphide. If boiled with solution of potassium 
hydroxide, it forms thiocyanate. 

Concentrated hydrochloric acid, or sulphuric acid, added in excess to water 
solution of thiocyanates, causes the gradual formation of a yellow precipitate, 
perthiocj/anic aoidy (HC]ff) 2 Sj , slightly soluble in hot water, from which it 
crystallizes in yellow needles. It dissolves in alcohol and in ether. 

Potassium thiocyanate can be fused in closed vessels, without decomposition; 
but with free access of air, it is resolved into sulphate and cyanate, with 
evolution of sulphurous acid. 

When thiocyanic acid is oxidized, the final product, as far as the sulphur is 
concerned, is always sulphuric acid or a sulphate. In many cases (in acid mix- 
ture) it has been proven that the cyanogen is evolved as hydrocyanic acid. 
In other cases the same reaction is assumed as probable. 

PbO, and PbjO^ form Pb" and sulphuric acid, in acid mixture only (Hardow, 
J. 0., 1859, 11, 174). 

H,As 04 forms HgAsO, , hydrocyanic and sulphuric acids. 

Co forms Co" , hydrocyanic and sulphuric acids. 

Ni'" forms WTl" , hydrocyanic and sulphuric acids. 

CrVi forms Cr'" , hydrocyanic and sulphuric acids. 

Mn"+n forms MCn" , hydrocyanic and sulphuric acids. In alkaline mixture, a 
cyanate and sulphate are formed (Wurtz’s Diet. Chim., 3, 95). 

HNO 2 forms sulphuric acid and nitric oxide. 

HiKTO, forms sulphuric acid and nitric oxide. 

Cl forms at first a red compound of unknown composition, then HCl , H 3 SO 4 
and HCN are produced. In alkaline mixture a chloride and sulphate are 
formed. 

HCIO same as with Cl . 

HCIO, fo rms sulphuric, hydrochloric and hydrocyanic acids. 

Br forms HBr and H 2 SO 4 ; but with alkalis, a bromide and sulphate. 

HBrO, forms HBr and H 2 SO 4 . 

HIO, forms H 3 SO 4 and free iodine. 


§236. Hitrogen, H = 14.01. Valence one to five (§11). 

1 . Properties. — ^Weight of molecule. Ns , 28.08. Vapor density, 14 (Jolly, W. 
A.i 1879, 6 , 536). At — 123.8®, under pressure of 42.1 atmospheres, it condenses 
to a liquid (Sarrau, 0. r., 1882, 94 , 718). Boiling point, — 194.4® (Olszewski, W. A., 
1897, 31, 58). Liquid nitrogen is colorless and transparent. The gas is taste- 
less, odorless and colorless. Not poisonous, but kills by excluding air from the 
lungs. Does not bum or support combusion. It is very inert, not attacking 
other free elements. Its simplest combinations are the following: N— '"H', , 
NjO , HO , H 2 O 2 , NO 2 and HjOs . The number of organic compounds contain- 
ing nitrogen is very large. The nitrogen in all compounds that are the 
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immediate products of Tegetalde growth hns a valence of minus three and 
may without change of bonds be coin^erted into IT— '"H's . This statement is 
made with a limited knowledge of the facts and without, at present, having 
conclusive proof; and merely predicting that future research will verify it. 

2 . Occurrence. — ^It constitutes about four-fifths of the volume of the atmos- 
phere. It occurs as a nitrate in various salts and in various forms as a con- 
stituent of animal and vegetable growths. 

3. Formation. — (a) From the air, the oxygen being removed by red-hot 

copper, the CO 3 by potassium hydroxide, the ammonia and water by passing 
through H 2 SO 4 .* (6) Ignition of ammonium dichromate, (NH 4 ) 2 Cr 207 = N 2 -f- 

CT 2 O 3 -f 4 H 2 O . (c) By heating ammonium nitrate and peroxide of manganese 

to about 200° (Gatehouse, C. N,j 1877, 36, llSj. (d) Ignition of NH 4 OI and 
K 2 Cr 207 : liNHiCl -|- K 2 Cr 207 = i^KCl -f Na + CraOs -f- 4 H 2 O . Unless the tem- 

E erature be carefully guarded, traces of NO are formed, which may bo removed 
y passing the gases through FeS 04 . (e) Action of chlorine upon NH 3 : 8 NH 3 
■f bCh = ONH 4 OI 4- N 2 . The NHs must be kept in excess to avoid the forma- 
tion of the dangerously explosive chloride of nitrogen, NCI 3 . (f) Removing 

the oxygen from the air by shaking with NH 4 OH and copper turnings.* (g) 
Burning phosphorus in air over water.* (A) By passing air through a mixture 
of FeS and saw’dust; then through a pyrogallate solution, and finally through 
concentrated H 2 SO 4 .* (f) By shaking air with Fe(OH )2 and^ Mn(OH) 2 .* 

(j) By passing air through an alkaline pyrogallate. * (k) By passing air, from which 
C/Onhas been removed, mixed with hydrogen oyer heated platinum black, the hydro- 
gen ha\dng been added in just sufficient quantity to form water with all the oxygen * 
(Damoulin, J., 1851, 321). ( 1 ) By warming a concentrated solution of NH 4 NO 2 or 
a mixture of KN 02 andN^Cl: NH 4 NO 2 « N 2 + 2 H 2 O . Potassium dichromate is 
added to oxidize to nitric acid any of the oxides of nitrogen that may be formed 
(Gibbs, B,j 1877, 1387). (m) By action of potassium or sodium hypobromite upon 

ammonium chloride: 3NaBrO -f 2 NH 4 CI = N 2 -f 3NaBr -j- 2HC1 + SRsO . 

4. Preparation. — Nitrogen has been economically produced by most of the 
above methods. 

5. Solubilities. — Nitrogen is nearly insoluble in all known liquids. 

6. Reactions. — At ordinary temperatures nitrogen is not acted upon by other 
compounds. Nodules containing the so-caUed nitrifying bacteria growing on the roots 
of leguminous plants absorb nitrogen and build up nitrogenous compounds therewith. 

7. Ignition. — Under electric influence it combines slowly with hydrogen; 
also with B , Cr , Mg , Si and V . 

8. Detection. — Nitrogen is more easily detected by the nature of its com- 
pounds than by the properties of the liberated element. 

9. Estimation. — (a) As free nitrogen by measuring the volume of the gas. 
(b) By oxidation of the organic substance with hot concentrated H 2 SO 4 , wfich 
^so converts the nitrogen into ammonium sulphate. For details see works 
on organic analysis, (c) By decomposition of the organic material with potas- 
sium permanganate in strong alkaline solution, forming ammonia, (d) By 
combustion of the organic compound in presence of CuO and Cu°. absorbing 
the CO 2 by KOH and determining the nitrogen by volume. 

(For Hjdroxylamine, see foot-note, page 286 .) 

§236. Hydrazoic acid (Azoimide). 43 . 038 . 

Constitution^ || 

Curtius, jB., 1890, 23 , 3023. A clear mobile liquid of penetrating odor, a 
very irritative effect upon the nostrils and the skin, and readily exploding 
with exceeding violence. Boiling point, about 37°. Soluble in water and 
alcohol. An acid of marked aridity, dissolving a number of metals with 
* Nitrogen made from the air fa not pure. It contains about one per cent of argon and 
smaller amounts of krypton, neon, and xenon. Because of the presence of these impurities 
its density is greater than that of nitrogen prepared from chemical compounds. (Kamsey 
and Rayleigh.) 
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3volutioii of hydrogen. Its salts, the trinitrides of the metals of the alkalis 
ind the alkaline earths, are soluble in water and erystallizable (Dennis, J. Am. 
S'oc., 1898, 20, 225). Potassium trinitride precipitates from thorium salts, the 
lydroxide of this metal in quantitative separation from cerium, lanthanum, 
leodymium and praseodymium (Dennis, ./. Am, Hoc., 18915, 18, 947). TTyclro- 
litric acid is formed by treating ammonia with sodium, and the resulting 
sodamide, iNTalTHa » with nitrous oxide: 21TaNHj, 4- = HaNs + 15'aOH 

tTH* (Wislicenus, B,, 1892, 25, 2084). 


§237. Nitrous oxide. NoO = 44.02 . 

N— 0 — N. 

Nitrous oxide becomes a colorless liquid at 0° under pressure of three 
itnaospheres (Farady, A„ 1845, 56, 157). Melts at —99° and boils at —92° 
[Wills, J, 0., 1874, 27, 21). It is a colorless gas with slight sweetish smell and 
.aste. Supports combustion. When breathed acts as an anaesthetic of short 
iuration; and is used in dentistry for that purpose. Decomposed by heat 
jompletely at 900° into N and O (Meyer, Pyrocliemiach. TJntersuch., 1885). Passed 
>ver red-hot iron N and Fe^Oa are formed. K and Na burn in nitrous oxide, 
iberating the nitrogen. As a rule both gases and solids that burn in air burn 
ilso in nitrous oxide. It is formed: (ff) By heating ammonium nitrate in a 
•etort from 170° to 260°: + 2^0 . (ft) By passing NO through 

solution of SOa . (c) By action of HNO3; sp. (jr., 1.42, diluted wdth an equal 

mlume of water, upon metallic zinc, (d) A mixture of five parts of SnClg , ten 
jarts of HCl , sp. gr., 1.21, and nine parts of HNOs , sp. gr., 1,3, is heated to 
Doiling: 2HNOa -f 4SnOL -f- 8HC1 = 4SnCl4 + N«0 + SHaO (Campari, J. C., 
889, 55, 569). 


§238. Nitric oxide. NO == 30.01 . 

N"0-", N =: 0 . 

1. Properties. — The vapor density (15) show’s the molecule to be NO (Daccomo 
ind Meyer, B,, 1887, 20, 1832). Under pressure of one atmosphere it is 
iquified at — 153,6°, and under 71.2 atmospheres at — 93.5°, and solidifies at 
—167° (Olszewski, G. r., 1877, 85, 1016). Odor and taste unknown, on account of 
ts immediate conversion into NO2 on exposure to the air. 

2. Occurrence. — ^Not found free in nature. 

3. Formation. — (a) Eeduction of nitric acid by means of ferrous sulphate 

previously acidulated with. HgSO^ . (h) Action of cold nitric acid, sp. gr.^ 1.2, 

ipon metallic copper; unless great care be used other oxides of nitrogen are 
produced, (c) SO2 is passed into slightly* warmed, FCNO^ , sp. gr.^ 1.15, and 
'xcess of SO2 removed by passing through water, ((i) According to Emich 
M., 1893, 18, 73), a strictly pure nitric oxide is made by treating mercury 
vnth a mixture of nitric and sulphuric acids. 

4. Preparation. — Same as above. 1 _ 

5. Solubilities. — Soluble in about ten volumes of water and in five volumes 
)f nitric acid, sp. gr., 1.3. One hundred volumes of H2SO4 , sp. gr.^ 1.84, and 
.60, dissolve 3.5 and 1.7 volumes respectively (Lunge, B., 1885, 18, 1391). A 
-6 per cent solution of ferrous sulphate dissolves six times its own volume of 
he gas forming the ‘‘brown ring,” which is decomposed at 100°. Soluble in 
ISs and in alcohol. 

6. Reactions. — When heated in nitric oxide to 450°, Ag, Hg and A1 are un- 
hanged; filings of Cu, Fe , Cd and Zn are superficially oxidized, but lead is 
sompletely changed to PbO; while if the metals are in an exceedingly fine 
itate of division (by reduction of their oxides by hydrogen), Ni at' 200° be- 
comes NIO , Fe at 200° forms FeO , Cu at 200° forms CugO; the higher oxides of 
hese metals not being thus produced (Sabatier and Sendeyens, C. r., 1892, 114, 
429). Oxidized to KNOg by KMnO*: KMI1O4 -f NO = MnO* -f- KNO, (Wank- 
jm and Cooper, Phil. Mag^ 1878, (5), 6, 288). 
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§239. Nitrous acid. HNO, =47.018. 

, H — 0 — N = 0 . 

1. Propertiefi. — Jfitrous acid i.s known only in solution. Made by adding 
K.O, to water. It lia.s a blue color and, owing to it.s tendency to dissociation 
(6BnrO, = 2HIIO3 + tNO + 2H~0;, is \ery ^stable (Fremy, C. /•., 1870, 70, (.1), 
Nitrous anhydride is obtained when a mixture of one volume ot oxygen tuid 
four volumes of nitric oxide are passed througfh a hot tube, 4NO + O* — . 

It is a deep red gas, condensing to a blue liquid at 14.4® under 75o mm. pressui e 
(Gains, C. *V., 1883, 48 , 97). _ ^ ... 

2 Occurrence. — Traces of ammonium nitrite are found in the air, in rain 
water, river water and in Chili saltpeter. When found in nature it is usually 
accompanied by nitrates. 

3. Fonnfttion.~-Br action of nitric acid, sp. (ji\, 1.35, upon starch or arsenous 

oxide. At 70® nearly pure NoOa is obtained, which passed into cold water 
forms HHOa . Nitrites of potassium and sodium may be formed by ignition 
of their nitrates (a prolon^^ed high heat forming the oxides). Or the alkali 
nitrites mav be made by fusing the nitrates with finely divided iron; lead 
nitrite by fusing lead nitrate with metallic lead, and silver nitrite may be 
made from these by precipitation: and from this salt many nitrites may be 
made nearly pure bv transposition: e. p., BaOl^ + 2AgN'02 — Ba(N'02)2 + 
2AgCl and then + BaSO^ . 

4. Preparation. — Same as above. 

3. Solubilities.— Silver nitrite is only sparingly soluble (120 parts of cold 
water). The other normal nitrites are soluble; but many basic nitrites are 
insoluble. ^ ^ 

Nascent hydrogen, in presence of an alkali reduces nitrates to nitrites; 6. p., 
sodium amalgam, aluminum wire in hot KOH , etc. Used in excess the nascent 
hydrogen reduces the nitrogen still further, forming NHg . 

6. Reactions.— A.— With metals and their compounds.— Nitrous acid acts 
sometimes as an oxidizer, sometimes as a reducer; in the former case NO is 
usiuiUy produced (under some conditions NjO , N and NH^ are formed) ; in the 
latter case nitric acid is the usual product, but sometimes NOj is produced. 

1. PbOs becomes Ph" and nitric acid. 

2. Kg' becomes Hg° and nitric acid. 

3. Crvi becomes Or"' and nitric acid. 

4. Co" becomes Co"' and nitric oxide. Excess of KNO^ with acetic acid is 
used to separate cobalt from nickel (§132, Gc)- 

5. Ni'" becomes Ni" and nitric acid. 

6. Mn" + n becomes Hn" and nitric acid. 

— ^With non-metals and their compounds. — 

1. H^PeCCN)* becomes first HsFe(CN)e and then hydronitroferricyanie acid. 
Solution of indigo in sulphuric acid is bleached by nitrites. 

2. Nitrites are decomposed by nitric acid. 

3. HHjPO. becomes H,PO^ and NO. 

4. HiS does not displace or transpose alkali nitrites, but if acetic acid be 
added to liberate the nitrous acid, then S® and NO are produced. H2SO3 be- 
comes B:2S04 and chiefly NO . With excess of H2SO, , NjO or NH* is formed. 
See Weber, Pogg., 1866, 127, 543, and 1867, 130, 277; Eremy, (7. r., 1870, 70, 61. 

3. HCIO, becomes Cl® and HNO3 . 

6\ HBrOg becomes Br® and HNO, 

7. HI becomes I® and NO . 

HIO3 becomes 1® and HNO^ . 

7. Ignition. — In general nitrites are changed to oxides, hut with potassium 
and sodium nitrites a white heat is required, and with nitrites ^of Ag , Hg , 
Au and Pt the dissociation goes a step further, the free metals being produced. 

8. Detection. — (i) Formation of brown ring when ferrous sulphate solution 
and a nitrite is acidulated with acetic acid. Nitrates require a stronger acid for 
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their transposition. {2) A mixture of a nitrite and KI liberates iodine on addi- 
tion of acetic acid (nitrates requiring a stronger acid for transposition). (5) 
Nitrous acid with iodic acid liberates iodine, and nitric acid is produced. \4) 
Solution of potassium permanganate acidified with sulphuric acid is reduced 
by nitrites (distinction from nitrates). j- -n . -.t, 

9. Estimation. — Acidify with acetic acid, distil and titrate the distillate with 
standard solution of permanganate. 

§240. Nitrogen peroxide (dioxide). NOg = 46.01 . 

Vapor density, 23 (Eamsay, J, C., 1890, 57, 590). Melting point, — 10*^ 
(Deville and Troost, (L r., 1867, 64, 257). Boils at 21.64® (Thorpe, J, C., 1880, 
37, 224). Below — 10° it is a white crystalline solid. Between — 10° and 21.64° 
a liquid; nearly colorless at — 9°, yellow at 0°. At 21.64°, orange, growing 
nearly black as the temperature rises. The gas does not support eombustio.i 
of ordinary fuels, and is poisonous when inhaled. It dissolves in water, form- 
ing a greenish-blue solution containing nitrous and nitric acids. With an 
aqueous solution of a fixed alkali a nitrate and nitrite are formed: 2 N ’02 -j- 
2KOH =: KNOg + KNO* + H^O . 


§241. Nitric acid. HNO 3 = 63.018 . 

0 

II 

H'lFO-",, H — 0 — N = 0. 

1 . Properties. — Nitric anhydride, NaOg , is a colorless solid, melting at 30° 
with partial decomposition to NOj and 0 , and if exposed to direct sunlight 
decomposition begins at lower temperatures. 

Nitric acid, HNO 3 , has not been perfectly isolated; that containing 99.8 per 
cent of HNOj is a colorless highly corrosive liquid (Koscoe, A., 1860, 116, 211), 
solidifies at 47 ° (Berthelot), boils at 86 °, but dissociation begins at a lower 
temperature and is complete at 255°: 4HN08 = 4 NO 3 + 2 H 2 O (Carius, 

B,, 1871 , 4, 828). If the very dilute acid be boiled, it becomes stronger, and 
if a very strong acid be boiled it becomes weaker, in both cases a sp, gr, of 
1 42 and boiling point of 120° being reached; the acid then contains about 70 per 
cent of HNOj (Kolbe, A, Cli., 1867 (4), 10 , 136). This is the acid usually 
placed on the market. The reagent usually employed has a sp, gr, of 1.2 
(Fresenius standard). The so-called fuming acid has a specific gravity of 1.50 
to 1,52. The stronger acid should be kept in a cool dark place to avoid decom- 
position. « TUT 

2. Occurrence. — ^Found in nature as nitrates of K , Na , XSH 4 » j 

of a few other metals, the most abundant supply coming from Chili and 
Bolivia as sodium nitrate, “ Chili saltpeter.” 

3. Formation. — (a) Oxidation of nitrogenous matter in presence of air, 
moisture and an oxide or alkali; (b) by oxidation of N’O , N 2 O 3 or ^^2 by 
oxygen (or air) in presence of moisture; (c) from NH 3 , by passing a mixture 
of NHs and oxygen through red-hot tubes. 

4. Preparation. — ^By treating nitrates with sulphuric acid and distilling. 

Nitrates may be made: (a) By dissolving the metal in nitric acid, except 
those whose metals are not attacked by that acid, e. g., Au , Pt, A1 and Cr ; 
and als(?, antimony forms Sb^O,, arsenic, HjAsO^ and with excess of hot 
acid tin forms metastannic acid' . ( 6 ) By^ adding HNO, to the 

oxides, hydroxides or carbonates. All the known nitrates can he made 
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in this manner, (r) By leng continued boiling, ilio clilorides of all ordi- 
nary metals are completely clecoiuposocl, no chlorine remaining, except 
the* chlorides of Hg , Ag , Au and Pt , whicdi are not atiackocl, and the 
chlorides of tin and anlinioiiy, which are chang(‘d to oxides. (Wurtz, 
Aw.. S., 185S, 75, ‘371 ; Johnson, Pror. Aw. Ass. Sci., 1801, 163.) 

The anhydride is made: (a) By passing chlorine over silver nitrate: 
4AgN0.^ + 3Clo = 4 AgCl + 2N.0" + 0. . {1) By adding anhydrous P 2 O, 

to HJTO,: 2irBC0, + P.O- = SHPO., + IToO, . 

T). Solubilities. — All normal nitrates are soluble. A few are decom- 
posed hy water, cj., Bi(Br 03)3 + H^O = BiONO. + 2 HNO 3 . Most 
nitrates are 1(jss soIuIjIo in nitric acid than in water, e. (j.^ Cd , Ph , Ba , etc.; 
the ])arinni nitrate being completely insoluble in HNOy, sp. gr., 1.42. 

Xitric acid rlecomposes the sulphides of all ordinary metals, except 
mercuric sulphide %vhich by long continued boiling with the concentrated 
acid becomes 2 HgS.Hg(B’ 03 ) 2 , insoluble in the acid. 

6 . Eeactions. A.— With metals and their compounds.— Nitric acid is 
a powerful oxidizer but unless warmed acts more slowly than chlorine. 
It can never be a reducer. The following products are formed: H, 
irH 3 , "EJIOTL *, N , NaO , NO , HNOo , NO. . If the acid is concentrated, 
in excess and hot, the product is usually entirely nitric oxide, colorless, 
but changing to the red colored NOg by coming in contact with the air. 
Excess of the reducer, low temperatures and dilute solutions favor the 
production of nitrogen compounds having lower valence and of hydrogen. 
Nascent hvdrogen usually forms NH 3 , always the ultimate product if the 
hydrogen be produced in alkaline mixture. 

Nitric acid oxidizes all ordinary metals. (It does not act upon chro- 
mium, gold or platinum.) It forms nitrates, except in the case of tin, 
antimony, and arsenic, with which it forms , SbgOj , and H 3 ASO 4 . 

With the respective metals it forms Hg' or Eg'', Sn" or Sn"", As'" or As''^, 
Sb"' or Sb'^, Pe" or Fe"', according to the amount of nitric acid employed. 
With copper it forms cupric nitrate (never cuprous); with cobalt it forms 
cobaltous nitrate. 

Hyd 2 X 3 Jcylamine, N H 9 OH, is formed by the reducingr action of Sn and HCl upon NO, N^Os, 
HNO,. etc. (Lossen, A., 1888, 352, 170); also by the action of HjS, SOa, K, Na, M g, Zn, and A1 upon 
HNO 3 , or by the action of HjS upon certain nitrates (Divers and Haga, 0. iV., 1886, 54, 371 ). By 
action of sodium amalgram upon sodium nitrite solution, NH 3 OH is produced along with nitrous 
oxide, free nitrogen, ammonia, sodium hyponitrite, and sodium hydroxide, the highest yield of 
the hydroxylamine being obtained when the nitrite solution is as dilute as one in fifty, the mix- 
ture being kept cold (Divers, J. C„ 1899, 75, 87 and 89). It Is abase with an alkaline reaction 
and is a strong reducing agent. When pure it is a crystalline solid, odorless, melting at 33.05®, 
boiling at 58® at 22 mm. pressure; oxidized by exygsn to HNOa (Lobryde Bruyn, B., 1892, 35, 
3 , 190 and 684). It is a good antiseptic and preservative. It combines with acids to form salts: 
NHsOH +HC1 »NHaOH.HCl . Hydroxylamine hydrochloride is decomposed by alkalis form- 
ing the free base, which is decomposed by the halogens, KMnOi , KsCrsO? , BaOs and PbOt 
Its solution In ether reacts with sodium, forming a white precipitate ofNHaONa. 
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1. PbOj is not changed. PboO* is changed thus: PbjO^ + -IHNOj = 
PbO„ + 2Pb(N0.)„ + 2H..0 . 

Hg^ becomes Hg". 

3. Sn" becomes Stannous chloride and hydrochloric acid, heated 

with a nitrate;, form stannic chloride, and convert nitric acid to ammonia 
(which remains as ammonium salt). See §71, (jc. 

4- Sb'" becomes Sb'^, forming SKO. , insoluble. 

5. As'" becomes As^, forming H3ASO4 . 

6. Cn' becomes Cu". 

7. Fe" becomes Fe'". 

B . — With non-metals and their compounds. 

1. Carbon (ordinary, not graphite) becomes CO2 if the nitric acid be 
hot and concentrated. 

H2C2O4 becomes COg , in hot concentrated acid. 

H4Fe(ClI)e becomes first H3Fe(CN)o and then hydronitroferricyanic acid. 

HCNS is oxidized, the sulphur becoming H2SO4 . 

2, Nitrites are all decomposed, nitrates being formed, the nitric acid 
not being reduced. The nitrous acid liberated immediately dissociates: 

3HNO2 = ^^0 + HNO3 + H2O . 

S, P°, FHg , HHoPOn and H3PO3 become H3PO4 . That is P^"”^ becomes 

pv 

.4. S becomes H2SO4 . 

H2S becomes first S° and then H2SO4 . 

H2SO3 bec^omes H2SO4 ; and in general becomes 

2 HNO 3 + 3 H 2 SO 3 = 2NO + 3HaS04 + H 2 O . 

5. HCl, nitrohydrochloric acid: + ^SCl = 2N0 + 4H2O + 

(Koninck and Nihoul, Z, anorg,, 1890, 477). See §269, 6B^. 

HCIO3 is not reduced. Chlorates are all transposed but not decom- 
posed until the temperature and degree of concentration is reached that 
would dissociate the HCIO3 if the nitric acid were absent. 

d. Br° is not oxidized. HBr becomes Br° and is not further oxidized. 
All bromates are transposed but the HBrO^ is not decomposed until a tem- 
perature and degree of concentration is reached that would cause the 
dissociation of the HBrOj if the nitric acid were absent. 

7. 1° becomes HIO3 , very slowly unless the fuming acid be used. 

HI becomes first 1° ; then as above. 

2 HNO 3 + 6HI , excess = 2NO -j- 3 I 2 + H 2 O 
HI + HNO 3 , excess - 2 NO + HIO 3 -j- H 2 O 

8, In general, organic compounds are oxidized. Straw, hay, cotton, etc., 
are inflamed by the strong acid (Kraut, B,, 1881, 14, 301). For action 
on starch, see Lunge, B,, 1878, 11, 1229, 1641. With many organic bodies 
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substitution products are formed, the oxides of nitrogen taking the place 
of the hydrogen. 

7. Igidtion. — Nitric acid is dissociated by heat: 4HNO3 = 4NO2 -f 2H2O + O2 , 
complete if at 256® (Carius, B., 1871, 4, 828). No nitrates are volatile as such. 
Ammonium nitrate is dissociated: NHjNOa == N3O d- 2B30* Some nitrates, e. g.^ 
those of K and JN’a , are first changed to nitrites with evolution of oxygen only, 
and at an intense white heat further changed to oxides with evolution of N.O 
as well as oxygen. As a final result of ignition the nitrates of all ordinary 
metals are left as oxides, except that those of Hg , Ag , Au and Pt are reduced 
to the free metal. 

A mixture of potassium nitrate and sodium carbonate in a state of fusion 
is a powerful oxidizer; e. i/., changing Sn" to Sniv, As'"' to Asv , Sb"" to Sbv , 
"SeT to Pe'" , Cr'" to Crvi , Mnvi-n to Mnvi , gvi-n to Svi , etc. 

Heated on chaa:coaI, or with potassium cyanide, or sugar, sulphur or other 
easily oxidlzable substance (as in gunpowder), nitrates are reduced with 
deflagration or explosion, more or less violent. With potassium cyanide, on 
platinum foil, the deflagration is especially vivid. In this reaction free nitrogen 
is evolved. 

Strongly heated with excess of potassium hydroxide and sugar or other 
carbonaceous compound, in a dry mixture, nitrates are reduced to ammonia, 
which is evolved, and may be detected. In this carbonaceous mixture, the 
nitrogen of nitrates reacts with alkalis, like the unoxidized nitrogen in car- 
bonaceous compounds. 

8. Detection. — Most of the tests for the identification of nitric acid are 
made by its deoxidation, disengaging a lower oxide of nitrogen, or even, 
by complete deoxidation, forming ammonia, 

with concentrated sulphuric acid, a bit of copper turning, or a crystal 
of ferrous sulphate, is added to a concentrated solution or residue of 
nitrate, the mixture gives off abundant brown vapors; tbe colorless nitric 
oxide, KO , which is set free from the mixture; oxidizing immediately in 
the air to nitrogen peroxide, NO^ : 

2KNO, + 4H2SO, + 3Cu = KaSO, 4- 3CuSO, + 4H,0 + 2H0 

2KNO, -f 4H,S04 H- 6FeSO* = K^SO^ + 3^6,(800* + 4H2O + 2N0 

The three atoms of oxygen furnished ly two molecules of nitrate suffice to 
oxidize three atoms of copper; so that 3 CuO with SHoSO^ , may form 
SCnSO^ and SHgO . The same three atoms of oxygen (having six bonds) 
sufBce to oxidize six molecules of ferrous salt into three molecules of 
ferric salt; so that GFeSO^ with SHjSO^, can form 3Feo(S04)3 and SHqO . 

Now if, by the last-named reaction, the nitric oxide is disengaged in 
cold solution, with excess of ferrous salt and of sulphuric acid, instead 
of passing off, the nitric oxide combines with the ferrous salt, forming a 
Ihch-irown liquid, (FeSO^)j>irO , decomposed by heat and otherwise un- 
stable: 2KNO3 + 4 HoS 0 , + IOFCSO4 = KoSO, + SFe^CSOJ^ -f 4H3O + 
^(FeSOJgNO . 

a. — This exceedingly delicate Brown ring’^ test for nitric acid or 
nitrates in solution may be conducted as follows: If the solution of a 
nitrate is mixed with an equal volume of concentrated H^SO^ , the mixture 
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allowed to cool and a concentrated solution of FeSO^ then cautiously added 
to it, so that the fiuids do not mix, the junction shows at first a purple, 
afterwards a brown color (Fresenius, Qual. Anal.^ IGth ed.^ 387). A seco7id 
method of obtaining the same brown ring is: Take sulphuric acid to a 
quarter of an inch in depth in the test-tube; add without shaking a nearly 
equal bulk of a solution of ferrous sulphate, cool; then add slowly of the 
solution to be tested for nitric acid, slightly tapping the test-tube on the 
side but not shaking it. The brown ring forms between the two la3"ers of 
the liquid. A third method often preferred is: Take ferrous sulphate 
solution to half an inch in depth in the test-tube; add two or three drops 
of the liquid under examination and mix thoroughly; incline the test-tube 
and add an equal volume of concentrated H2SO4 in such a way that it will 
pass to the bottom and form a separate layer. Cool and let it stand a 
few minutes without shaking. llTitrous acid interferes with this test hut 
the brown ring is produced when a nitrite is acidified with acetic acid 
while sulphuric acid is required in the case of a nitrate (§239, 8). If 
the presence of a nitrite is suspected, the solution should first be acidi- 
fied with acetic acid and ferrous sulphate added. If a browm color is 
produced a nitrite is present. The nitrite may be removed by boiling 
the solution until the brown color has disappeared and does not return 
on adding more ferrous sulphate solution and acetic acid. After cool- 
ing the solution, a nitrate may be tested for by means of strong sul- 
phuric acid and ferrous sulphate. 

If strong oxidizing agents are present, excess of reS04 should be added 
and the solution warmed. The solution should be cooled before applying 
the test. Metals forming insoluble sulphates should be removed by adding 
NaiCOa and warming. Iodides interfere by forming a brown ring of free 
iodine. 

5. ^Indi^o solution. — In presence of HCl heat moderately and the blue 

color is destroyed. Interfering substances, HCIO3, HIO3, HBrOs, Fe'", 
Cr’^S and all that convert HCl into Cl^ . 

c. — Sodium salicylate is added to the solution, H2SO4 is slowly added, 

the test-tube being inclined. Avoid shaking, keep cool for five minutes. 
A yellow ring indicates . To increase the brilliancy of the color, 

shake, cool and add to HN4OH . 

d. — ^Ammonium test. — Treat the solution with KOH and A1 wire, warm 
until gas is evolved. Pass the gas into water containing a few drops of 
FTessler’s reagent. A yellowish-brown precipitate indicates HHOg : 
SHNOa + 8A1 + 8K0H == SBHs -f SKAIO. + H^O . JiTothing interferes 
with this tesl^ but action is delayed by Cr , F and many other oxidisers. 
Ammonia and ammonium salts must be removed by evaporation with 
HaOH before applying the test. 
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e.— Nitrite test. — Eeduce the nitrate to nitrite by wanning with A1 and 
KOH. At short intervals decant a portion of the solution, add a drop oC 
KI, acidify with HC2H3O2 and test for I with CS2. This test slioiihl 
always be inade in connection with {d). Oilier oxidisers iiieliuling CF. 
and As^ are reduced before the reduction of tlio HNO. begins: 
3HNO, + 2AH- :)KOH = :jKNO, + 2KAJO, + 4H,0 
SKNOj + 2KI 4- 4HC,H: 0. = F + 4KC.H.O. + ^H.O + 2NO 

Other means of making the nascMUit hydrogen are soiuptiincs preferred; 

g.y sodhini ainalgani, a mixture ol Zn and Fe both tiuely divided and 
used ^ith excess of hot KOH, or finely divided Mg m presence of H.PO^ . 

/. Various organic compounds give characteristic color reactions with 
nitric acid. An excellent reagent of this kind consists of a solution of 
dimethyl aniline (3 drops) and p-toluidine (0.2 grams) in 50 sul- 
phuric acid (10 C.C.). A blood red color is produced when this reagent 
is brought into contact with even a dilute solution of a nitrate. The 
color appears as a ring test between the two liquids. Reducing agents 
especially ferrous salts interfere with the test. By the addition of a 
crystal of KCIO3 and HCl and l)oiling, the interference may be overcome. 
KCIO3 gives a brown color but on dilution the red color of the nitrate 
generally appears. KCIO3 may be removed by heating with HCL (Wood- 
ruff, J. Am. Soc. 19, 156, Schmidt and Lump (Ber. 43, 794) also 
give a color reagexit which gives a red color. The reagent is a solu- 
tion of 0.1 gram of Di-9,10-monoxyphenaiitlirylamine in 1000 c.c. 
cone. H2SO4 . The dry salt or the residue obtained by evaporation of 
the unknown solution is added to a few c.c. of the blue reagent which 
turns red in the presence of a nitrate. Oxidizing agents do not interfere. 

Add three drops of the solution to be tested to two drops of 
dipienylamine, (C^HJaNH, dissolved in H2SO4, A blue color indicates 
a nitrate. CF, CF, Br^, F, Mn^^^ Cr^, ^nd Fe'" interfere with this 
test This test is of especial value in showing the absence of nitrates. 
If no color is obtained, it is certain that no nitrate is present. 

g. — Brucine, dissolved in concentrated sulphuric acid, treated (on a porcelain 
surface) with even traces of nitrates, gives a fine deep-red color, soon paling to 
reddish-yellow. If now stannous chloride, dilute solution, be added, a fine red- 
violet color appears. (Chloric acid gives the same reaction.) 

h. — Phenol, CAOH , gives a deep red-brown color with nitric acid, by for- 
mation of nitro phenol (mono, di or tri), C 6 H 4 (N 02 )OH to C 6 H 2 (N 02 )s 0 H , 

picric acid” or nitrophenic acid. A mixture of one part of phenol (cryst. 
carbolic acid), four parts of strong sulphuric acid, and two parts of water, 
constitutes a reagent for a very delicate test for nitrates (or nitrites) , a few drops 
being sufficient. With unmixed nitrates the action is explosive, unless upon very 
sm^ quantities. The addition of potassium hydroxide deepens and brightens the 
cjlor. According to Sprengel (/. C., 1863, 16, 396), the somewhat similar color 
given by compounds of chlorine, bromine, iodine and by organic matter may be 
removed by adding ammonium hydroxide without diminishing the brightness of 
the color formed by the nitrates. 



g242, n. 


OXYGEN, 


291 


?. — According "to Lindo (6'. A' , 1888, 68, 176), resorcinal is five times more 
delicate a test than phenol. Ten grammes of resorcinol are dissolved in 100 cc. 
of water; one drop of this solution with one drop of a 15 per cent solution of 
HCl and tw’o drops of concentrated H2SO4 are added to 0.5 cc. of the nitrate 
to be tested. Nitrous acid pflves the same purple color. 

A — A little pyrogallol is dissolved in the liquid to be tested (less than one* 
mg. to one cc.) and ten drojis of concentrated are dropped doun tlif* 

side of the test tube so as to form two layers; at the surface of contact a 
brown or yellow coloration appears if nitric acid is present. One mg. of 
nitric acid in one litre of potable water can thus be detected (Curtman, Arrh, 
Pliarm., 1SS6, 223, 711). 

9. Estimation. — (a) If the base is one capable of readily forming a silicate, 
the nitrate is fused with SiOg and estimated by the difference in weight, {h) By 
treating with hot sulphuric acid, passing the distillate into BaCOg and esti- 
mating the nitric acid by the amount of barium dissolved, (c) Treating with 
A1 and KOH and estimating the distillate as NH- . (d) Neutralizing the free 

acid with ammonium hydroxide, and after evaporation and drying at 115®, 
weighing as ammonium nitrate, (e) In presence of free H2SO4 a ferrous solu- 
tion of known strength is added in excess to the nitrate and the amount of 
ferrous salt remaining is determined by a standard solution of potassium 
permanganate, (f) The volume of hydrogen generated by the action of potas- 
sium hydroxide upon a known quantity of aluminum is measured: and the 
test is then repeated under the same conditions, but in presence of the nitrate. 
The difference in the volume of the hydrogen obtained represents the quantity 
of NECs that has been formed. 


§242. Oxygen. 0 = 16.000. Usual valence two. 

1. Properties. — A colorless, odorless gas; specific gravity, 1.10535 (Rayleigh, 
Proc. Roy. Soc., 1897, 204). When heated it diffuses through silver tubing 
quite rapidly (Troost, C. r,, 1884, 98, 1427). It may be liquefied by cooling the 
gas under great pressure and then suddenly allowing it to expand under reduced 
pressure. It hoils at — 113® under 50 atm9spheres pressure; and at — 184® 
under one atmosphere pressure (Wroblewski, C. r., 1884, 98, 304 and 982). 
Its critical temperature is about — 118.8°, and the critical pressure 50.8 atmos- 
pheres. Specific gravity of the liquid at — 181.4®, 1.124 (Olszewski, M., 1887, 8, 
73). Oxygen is sparingly soluble in water with a slight increase in the vol- 
ume (Winkler, R., 1889, 22, 1764); slightly soluble in alcohol (Carius, A., 
1855, 94, 134). Molten silver absorbs about ten volumes of oxygen, giving it 
up upon cooling (blossoming of silver beads) (Levol, C. r., 1852, 36, 63). It 
transmits sound better than air (Bender, R., 1873, 6, 665). It is not combustible, 
but supports combustion much better than air. In an atmosphere of oxygen, 
a glowing splinter bursts into a flame; phosphorus burns with vivid incandescence; 
also an iron w'atch spring heated with burning sulphur. It is the most negative 
of all the elements except fluorine; it combines directly or indirectly with all 
the elements except fluorine; with the alkali metals rapidly at ordinary temperature. 
The combination of oxygen with elements or compounds is termed combustion 
or oxidation. The temperature at which the combination takes place varies 
greatly: phosphorus at 60°; hydrogen in air at 552°; in pure oxygen at 530® 
(Mallard and Le Chatelier, Bl., 1883, (2), 39, 2); carbon disulphide at 149°; 
carbon at a red heat ; while the halogens do not combine by heat alone. 

2. Occurrence. — The rocks, clay and sand constituting the main part of the 
earth^s crust contain from 44 to 48 per cent of oxygen; and as water contains 
88.81 per cent, it has been estimated that one-half of the crust is oxygen. 
Except in atmospheric air, which contains about 23 per cent of uncombined 
oxygen, it is always found combined. 

3. Eonnation.— (a) By igniting HgO . (i!^) By heating KCIO, to 350®, KCIO* 

is produced and oxygen is evolved; at a higher temperature the KCIO4 becomes 
KCl. In the presence of MnOs the KCIO3 is completely changed to KCl at 
200®, without forming KOIO4 , the MnOj not being changed. Spongy^ platinum, 
CuO , EegO* , PbOs , etc., may be substituted for MnOa (Mills and Donald, J. C., 
1882, 41, 18; Baudrimont, Am, S,, 1872, 103, 3T0). Spongy platinum, ruthenium, 
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rhodium and indium with chlorine water or with hydrogen periwide evrfve 
oxygen. The spongy ruthenium acts most energetically (Scnoenbem, CfUj 
1866 (41 7 10,'i). (c) Action of Seat on similar salts furnish^ oxygen; 

KCTO and kcia foiun KCl, KBrO, forms KBr , KIO, and KIO, form M , 
and KNOj forms" KlTOi (at a white heat K,0 , NO and O are formed), (d) Bj 
the action of heat on metallic oxides as shown in the equatims helow. (r) By 
heating higher oxides or their salts with sulphuric amd. is changed to 

Or"' , Co'" to Co" , Ni'" to Ni" , Biv to Bi'" , Bevi to Be , Phi' to Bb , and 
jl£a"+n to Mn"; in each rase a sulphate is formed and oxygen gx'en olt. 

a. 2HgO (at 500°) = 2Hg + Os 

b. lOKClO, (at 3.>0°J = GKClO. + (KCl + .30, (Teed, J. C., 1S87, SI, 283) 
2KC10, (at red heat) = 2KC1 + r.O, 

2KC10, + nMnO, (at 200°) = nllnO, + 2KC1 + 30, 

r. KCIO, = KCl + O, 

2KBrO, = 2KBr + 30, 

2KIO, = 2KI + 30, 

KtO, =KI + 20, 

2KN0, = 2KN0, + O, 

4KN0, (white heat) = 2K,0 + 4N0 + O, 

d. 2Pb,Oi (white heat) = 6BhO + O. 

2Sb,05 (red heat) = 2Sb,04 + O, 

Bi,0, (red heat) = Bi,0, + O, 

4CrO, (about 200°) = 2Cr,0, + 30, 

4K,Cr,0, (red heat) = 2Cr,0, + 4K,CrOi + 30. 

6Be,0, (white heat) = 4Be,0t + 0, 

3MjaO, (white heat) = MxiaO, 4- O, 

6Co,0, (dull-red heat) = 400,0, -f 0, 

2Ni20, (dull-red heat) = 4NiO + 0, 

2Ag,0 (300°) = 4Ag + O, 

2BaO, (800°) = 2BaO + 0, 

e. 2K,Cr,0, -f 8H,SO, = 4KCr(SO,), -t- 30, + SHjO 
4'KllCnOt -f 6H,SO, = 2K,S0, -|- 4M:nSO, + 50, + 6H,0 
2Pb,0, + 6S,S0* = 6PbS0, + 6H,0 -f 0, 

4. Preparatioii.-(fl) By heating KCIO. to 200° in closed retorts in the pres- 
ence of MnO, or Be,0, . If KCIO, be heated alone, higher heat (350 ) is 
required, and the gas is given off with explosive ''lalence. About equal parts 
of the metallic oxide and KCIO, should be taken. (6) BaO heated in the air 
to 550° becomes BaO, , and at 800° is decomposed into BaO and O , making 
theoretically a cheap process, (c) By heating calcium plumbate The calcium 
plumbate is regenerated by beating in 'the air (Kassn^, ^ o • 

(d) By passing s-uipburic acid over red-bot bricks: 

tbe BO^ is separated by water, and after conversion into H3SO4 ^ 

used o''er again, (e) By warming a saturated solution of chloride o* ^ 
a small amount of cobaltic oxide, freely ^ 

oxide seems to play the same role as NO in making H2SO4 (Fleitmaim, A. CTl, 
1865, (4), 6, 507). (f) The following cheap process is now employed on a large 

soaU, Steam is passed over sodium manganate at a dull-red heat, rnnsO* ana 
oxygen are formed. Then, without change of apparatus or temperature, air 
instead of steam is passed over the mixture of MmsOg and NaOH . The ISffljiaO, 
is thus again oxidized to NagJttnO* , and free nitrogen is liberated: 

4Na2ian0* + 4H2O (dull-red heat) = SNaOH -f 2MnjjO, -f 30* 

SNaOH + SKn^O* -h air, OCOg -h 4N2) = AN&iJULnO^ -h 4H3O -f 


5. Bolubilities. — See 1. , ^ • 

6. Beactioiis.--Pure oxygen may be breathed for a short time without injury. 
A rabbit placed in pure oxygen at 34° lived for three weeks, eating voraciously 
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all the time, but nevertheless becoming thin. The action of oxygen at 7 2 is 
to produce narcotism and eventually death. When oxygen is cooled hy a 
freezing mixture it induces so intense a narcotism that operations may be 
performed under its influeiicc. Compressed oxygen is “ the most fearful poison 
known.” The pure gas at a pressure of 3.5 atmospheres, or air at a pressure 
of 22 atmospheres, produces siolent convulsions, simulating those of strychnia 
poisoning, ultimately causing death. The arterial blood in these cases is found 
to contain about twice the quantity of its normal oxygen. Further, compressed 
oxygen stops fermentation, and permanently destroys the power of yeast. ^ 

At varying temperatures oxygen combines directly with all metals except 
silver, gold and platinum, and with these it may be made to combine by pre- 
cipitation. It combines with all non-metals exceiit fluorine; the combin^ion 
occurring directly, at high temperatures, except "with Cl , Br and I , wnich 
require the intervention of a third body. 

7 . ZgTiition. — Most elements when ignited with oxygen combine readily. 

Some lower oxides combine with oxygen to form higher oxides, and certain 
other oxides evolve oxygen, forming elements or low^er oxides. ^ Oxides of ^®1^> 
platinum and silver cannot he formed by igniting the metals in oxygen, they 
must be formed by precipitation. _ ^ 

8 . Detection. — Uncombined oxygen is detected by its absorption by an alka- 
line solution of pyrogallol; by the combination with indigo white to form 
indigo blue; by its combina‘'ion with colorless NO to form the brown NOo, by 
its combination with phosphorus, etc. It is separated from other ga^s by 
its absorption by a solution of ehromous chloride, pjTOgallol or by phosphorus. 
In combination in certain compoxmds it is liberated in w’^lmle or m 
simple ignition; as with KCIO 3 , H!]y[n 04 , HgO , AuoOs , PtOg , AgsO , Sbg b , 
etc. In other combinations by ignition with hydrogen, forming water. 

9 . Estimation. — Free oxygen is usually estimated by bringing 

contact with phosphorus or with an alkaline solution of pyrogallol (^^2 having 
been previously removed), and noting the dimunition in volume. Oxygen m 
combination is usually estimated by difference. 


§243, Ozone. O 3 = 48.000 . 
0 — 0 


0 

Ozone was first noticed by Van Marum in 1785 as a peculiar smelling gas 
formed during the electric discharge; and which destroyed the lustre of 
mercury. Schoenhein (Pogg., 1840, 50, 616) named the gas ozone and noticed 
its powerful oxidizing properties. It is said to be an ever-present constituent 
of the air, giving to the sky its blue color; present much more in the country 
and near the seashore than in the air of cities (Hartley, J. C., 1881, 39, 57 and 
111 ; Houzeau, C. r„ 1872, 74, 712). Ozone is always mixed with ordinary oxygen, 
partly due to dissociation of the ozone molecule, which is stable only at low 
temperatures (Hautefeuille and Chappuis, (7. r., 1880, 91, 522 and 815). It is 
prepared by the action of the electric discharge upon oxygen (Bichat and 
Guntz, C. r., 1888, 107, 344 ; Wills, B., 1873, 6, 769). By the oxidation of moist 
phosphorus at ordinary temperature (Leeds, A., 1879, 198, 30; Marignac, <7. r., 
1846, 20, 808). By electrolysis of dilute sulphuric acid, using lead electrodes 
Planti, C. r., 1866, 63, 181). By the action of concentrated sulphuric acid on 
potassium permanganate (Schoenbein, J. pr., 1862, 86, 70 and 377). Ma^y 
readily oxidized organic substances form some ozone in the process of oxida- 
tion (Belluci, B., 1879, 12, 1699). Ozone is a gas, the blue color of which can 
be plainly noticed in tubes one metre long. Its odor reminds one somewhat 
of chlorine and nitrogen peroxide, noticeable in one part in 1,000,000. In strong 
concentrations it acts upon the respiratory organs, making breathing difficult. 
When somewhat concentrated it attacks the mucous membrane. It caused 
death to small animals which have been made to breathe it. For further con- 
cerning the physiological action, see Binz, (7. C., 1873, 72. Its specific gravity 
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is 1.65S (Soret, A., 1866, 138, 4) It has been liquefied to a deep-blue liquid, 
hoihng at - 106° (Olszewski, M., 1887, 8, 230). The gas is sparingly soluble 
in water (Carius, B., 1873, 6, 800). It decomposes somewhat into inactive oxygen 
at ordinary temperature, and completely when heated above 300°, with increase 
of volume. A number of substances decompose ozone, without themselves 
iieing changed; e. platinum black, platinum sjionge, oxides of gold, silver, 
iron and copper, peroxides of lead, and manganese, potassium hydroxide, etc. 
It is one of the most active oxidizing agents known, the presence of w'ater being 
necessary. When ozone acts as an oxidizing agent, there is no change in volume; 
but one-third of the oxygen entering into the reaction, inactive oxygen remaining. 

Moist ozone oxidizes all metals except gold and platinum to the highest pos- 
sible oxides. 

Pb" becomes PbOa 
Sn" becomes SiiO« 

Hg' becomes Hg^' 

Bi'" i)ecomes 
Pd" becomes PdOj 
Cr'" becomes Crvi 

Pe" be<‘omes FCaOa; in presence of KOH , KoPeO, 

Mn" becomes in pre.sence of B[..SOt or HNO, , HMnO, is formed. 

Co" becomes Co'" 

UTi" becomes KTi'" . With the .-salts of nickel and cobalt the action is slow, 
rapid with the moist hydroxides. 

K:,Pe(C]Sr)« becomes K 3 Fe(C!N’)e 

becomes HNOg , in absence of water is formed 
Sds becomes H 0 SO 4 

H.S becomes S and H^O , the sulphur is then oxidized to H 0 SO 4 (Pollacci, 
C. 1884, 484) 

P and PHs become PC-jPO^ 

HCl becomes Cl and HaO 
HBr becomes Br and H«0 

I becomes HIO, and HIO^ (Ogier, G. n, 1878, 86 , 722) 

HI and KI become I and H»0 , then iv 

Most organic substances are decomposed: indigo is bleached much more 
rapidly than by chlorine (Houzeait, <7. r., 1872, 75, 349). 

Alcohol and ether are rapidly oxidized to aldehyde and acetic acid. 

Ozone is u.sually detected by the liberation of iodine from potassium iodide, 
pota.ssluni iodide starch paper being used. Because HNO 2 and many other 
substances give the same reaction, thallium hydroxide paper is preferred by 
Schoene (R, 1880, 13, l.’SOS). The paper is colored brown, but the reaction is 
much less delicate than with potassium iodide starch paper. Chlorine, bromine, 
iodine and nitrous oxides do not interfere with the following test. Paper is moistened 
with a 15 per cent solution of potassium iodide to which a 1 per cent alcoholic 
rosolic acid or phenolphthalein solution has been added until a marked opalescence 
Id produced. A red color is produced by exposure to ozone. The color produced 
by the rosolic acid is more permanent than the phenolphthalein color. It is 
estimated quantitatively by passing the gas through a neutral solution of KI and 
titration of the liberated iodine: O 3 + 2KI -j- H 2 O = 02 - 1-12 + 2 KOH , 

Ozone may also be detected by the blue color imparted to guaiacum tincture. 
Hydrogen peroxide does not produce this effect unless ferrous sulphate solution is 
added. The most sensitive reagent is a freshly prepared 10 per cent solution of 
guaiacum gum in 50 per cent water solution of chloralhydrate. (Weber, Z.^ 43, 47). 


§244. Hydrogen peroxide. H 2 O 2 = 34.016. 

H — 0 — 0 — H. 

I. Prope^es. — Pure hydrogen peroxide (99.1 per cent) is a colorless syrupy 
liquid, boiling at 84° to 85° at 68 mm. pressure. It does not readily moisten 
the containing vessel. It is volatile in the air, irritating to the skin, and 
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reacts strongly acid to litmus. The ordinary three per cent solution can he 
evaporated on the water bath until it contains about 60 per cent H2O3 , losing 
about one-half by \olatiii2:ation. The presence of impurities causes its decom- 
position with explosi\e violence. Before final concentration under reduced 
pressure it should be extracted with ether ( Wolff enstein, B., 1894, 27, 3307). 
The dilute solutions are valualile in surgery in oxidizing putrid fiesh of wounds, 
etc.; they are quite stable and may be preserved a long time especially if acid 
(Hanriott, C. r., 1885, 100, 57). The presence of alkalis decreases the stability. 
Concentrated solutions evolve oxygen at 20®, and frequently explode when 
heated to nearly 100®. It contains the most oxygen of any known compound; 
one-half of the oxj'gen being available, the other half combining with the 
hydrogen to form w^ater. 

2. Occurrence. — In rain water and in snow (Houzeau, C. r., 1870, 70, 519). 
It is also said to occur in the juices of certain plants. 

3. ^Formation. — {a) By the electrolysis of 70 per cent H.SO* (Bicharz, TT. A., 

1887, 31, 912). (6) By the action of ozone upon ether and water (Berthelot, 

C. r., 1878, 86, 71). (c) By the action of ozone upon dilute ammonium hydroxide 

(Carius, B., 1874, 7, 1481), (d) By the decomposition of various peroxides with 

acids, (e) By the action of oxygen and water on palladium sponge saturated 
with hydrogen (Traube, B., 1883, 16, 1201). (f) By the action of moist air on 

phosphorus partly immersed in water (Kingzett, J. T., 1880, 38, 3). 

4. Preparation. — BaO^ is decomposed by dilute HjSOt , the BaSO^ being 
removed by filtration. The BaO^ is obtained by heating BaO in air or oxygen 
to low redness. At a higher heat the BaOj is decomposed into BaO and O 
(Thomsen, B., 1874, 7, 73). Sodium peroxide, NaaOs , is formed^ by heating 
sodium in air or oxygen (Harcourt. J. C., 1862, 14, 267); by adding E2O2 to 
17aOH solution and precipitating with alcohol. Prepared by the latter method 
it contains water. 

5. Solubilities ^It is soluble in water in all proportions: also in alcohol, 

which solvent it slowly attacks. BaOa is insoluble in water, decomposed by 
acids, including CO. and HoSiFo with formation of HsOj . is soluble in 

water with generation of much heat. It is a powerful oxidizing agent. 

6. Reactions. A. — With metals and their compounds. — ^Hydrogen 
peroxide usually acts as a powerful oxidizing agent to the extent of one- 
half its oxygen. Under certain conditions, however, it acts as a strong 
reducing agent. Some substances decompose it into H2O and 0 without 
changing the substance employed^ e. g., gold, silver, platinum, manganese 
dioxide, charcoal, etc. (Kwasnik, 5., 1892, 35, 67). Many metals are 
oxidized to the highest oxides^, e. g.^ A1 , Fe ^ Mg , T1 ^ As , etc. Gold and 
platinum are not attacked. 

1. Pb" becomes PbOa (Schoenbein, J. pr.^ 1862, 86, 129; Jannaseh and 
Lesinsky, B., 1893, 26 , 2334). 

AgaO becomes Ag and 0 . 

S. HgO becomes Hg and 0 . 

AU0O3 becomes Au and 0 . 

5. As'" becomes As'^'. 

6. Sn" becomes Sn^^. 

7. Bi'" becomes BU. 

8. Cu" in alkaline solution (Fehling^s solution) becomes Cu^O (Hanriott, 
Bl, 1886, (2), 46 , 468). 

9. Fe" becomes Fe'" (Traube, B.p 1884, 17, 1062). 

10. TV becomes Tl^O^ (Schoenej, A.^ 1879, 196, 98), 
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11. Cr'" becomes in alkaline mixture (Lenssen, J.pr., 1860, 81 , 278). 

12, Cr^ with H0SO4 gives a blue color, HCrO^ , per chromic acid, soon 
changing to green" by reduction to Cr'". By passing the air or vapor 
through a chromic acid solution, ozone is separated from hydrogen perox- 
ide, the latter being decomposed (Engler and lYild, B,, 1896, 29, 1940). 

IS. !Mhi" in alkaline mixture becomes MnOg . In presence of KCN a 
separation from Zn (Jannasch and Niederhofheim, B., 1891, 24 , 3945; 
Jannasch, Z. anorg., 1896, 12 , 124 and 134). 

with H0SO4 forms M11SO4 , oxygen being evolved both from the 
H2O2 and from the Mn compound (Brodie, J. C., 1855, 7, 304; Lunge, 
Z. angetv,, 1890, 6). 

H. BaO , SrO , and CaO become the peroxides. 

15. WaOH becomes NasOg-SHoO . 

16. NH4OH becomes BH4NOi (Weith and Webber, B,, 1874,7, 17 and 45). 

17. Ti^'^ is oxidized to pertitanic acid, H.TiO^, with the production of a 
3’ellow color which constitutes a very delicate test for HgOa . 

jB.— W ith non-metals and their compounds. 

I. K^Fei'Cir)^ becomes KarefCN)^ (Weltzien, .1., 1866, 138, 129); in 
alkaline solution the reverse action takes place: 2K3re(CN)„ + 2K0H + 
H2O2 = 2K4Fe(CN)e + 2H2O + O2 (Baumann, Z. angew., 1892, 113). 

O3 becomes O3 (Schoene, I c,, page 239). 

S. H3PO3 becomes H3PO4 , 

.4. H^S and sulphides, and SOg and sulphites, become H2SO4 or sulphates 
(Classen and Bauer, B,, 1883, 16 , 1061). 

5. Cl becomes HCl (Schoene, I c., page 254). It is a valuable reagent 
for the estimation of chloride of lime : CaOClg -|- H2O2 = CaClg -f- H2O -j- 
O2 (Lunge, Z. angeii\, 1890, 6). 

6. I becomes HI (Baumann, Z. angew.^ 1891, 203 and 328). KCl , EBr , 
and HI liberate oxygen from HoOa but no halogen is set free ; except that 
with commercial H2O2 free iodine may always be obtained from HI 
(Schoene, A,, 1879, 195 , 228; Kingzett, J. C., 1880, 37 , 805). 


7 . Ing^ition. — Tlie peroxide of barium is formed by igniting BaO to dull red- 
ness; strong ignition causes decomposition of the BaOa into BaO and O . The 
peroxide of calcium cannot be formed by ignition of lime in air or oxygen. 

8. Detection. — ^In a dilute solution of tincture of guaiac mixed with malt 
infusion or ferrous sulphate, a blue color is obtained when H 2 O 2 is added. To 
the solution supposed to contain H 2 O 2 add a few drops of lead acetate; then 
KI , starch, ancf a little acetic acid; with H 2 O 2 a blue color is produced (Schoen- 
bein, 1. c.; Struve, Z., 1869, 8, 274), As confirmatory, its action on KMn 04 
and on K 2 Cr 207 snould be observed. A ten per cent solution of ammonium 
molybdate with equal parts of concentrated sulphuric acid gives a characteristic 
deep yellow color with H[202 (Deniges, C. r., 1890, 110, 1007; Crismer, 1891, 
(3), 6, 22). H 2 O 2 gives some extremely delicate color tests with the analine 
bases {Ilosvay, B., 1895, 28, 2029; Deniges, /. Pharm.^ 1892, (5), 26, 591 ; Weber, Z., 
43, 47). Titanium sulphate, Ti (804)2 , in acid solution gives an extremely delicate 
test for H 2 O 2 , a yellow color being produced. On the addition of caustic alkali a 
yellowish orange precipitate is produced which redissolves in excess of the reagent. 
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9. Estimation* — (a) By measuring the amount of oxygen liberated with MnO 
(Hanriott, 5Z., 1885, (2), 43, 468). (6) By the amount of standard EMn04 reduced, 
or by measuring the volume of oxygen set free: 2KMn04d- 3H2SO4 -f 5H2O2 = 
K2SO4 + 2MnS04 + 8H2O -I- 5O2 . (c) By decomposition of KI in presence of an 

excess of dilute H2SO4 ; and titration of the liberated iodine with standard Na2S203 . 
(d) Dissolve a weighed sample of Ba02 in dilute HCl , add KjFe(CN)6 ; transfer to 
an azotometer and add KOH . The volume of oxygen is a measure of the amount 
of H2O2 (Baumann, 1. c,). 


§245. Fluorine. F = 19.00. Valence one. 

Since Davy's experiments in 1813, many others have attempted the isolation 
of fluorine. In his zeal the unfortunate Louyet fell a victim to the poisonous 
fumes which he inhaled. Faraday, Gore, Fremy, and others took up the prob- 
lem in succession, but it was not ultimately solved until H. Moissan, in 188G, 
produced a gas which the chemical section of the French Academy of Sciences 
decided to be fluorine. Many ingenious experiments had been made in order 
to obtain fluorine in a separate state, but it was found that it invariably 
combined with some portion of the material of the vessel in which the opera- 
tion was conducted. The most successful of the early attempts to isolate 
fluorine appears to have been made, at the suggestion of Davy, in a vessel of 
fluor-spar itself, which could not, of course, be supposed to be in any way 
affected by it. Moissan’s method was as follows: Tlie hydrofluoric acid having 
been very carefully obtained pure, a little potassium hydrofluoride was dis- 
solved in it to improve its conducting power, and it was subjected to the action 
of the electric current in a U tube of platinum, down the limbs of which the 
electrodes were inserted; the negative electrode was a rod of platinum, and 
the positive was made of an alloy of platinum with 10 per cent of iridium. The 
U tube was provided with stoppers of fluor-spar, and platinum delivery tubes 
for the gases, and was cooled to — 23°. The gaseous fluorine, which was extri- 
cated at the positive electrode, was colorless, and possessed the properties of 
chlorine, but much more strongly marked. It decomposed water immediately, 
seizing upon its hydrogen, and liberating oxygen in the ozonized condition; it 
exploded wdth hydrogen, even in the dark, and combined, with combustion, 
with most metals and non-metals, even with boron and silicon in their crystal- 
lized modifications. As , Sb , S , I , alcohol, ether, benzol and petroleum took 
fire in the gas. Carbon was not attacked by it (Moissan, 1886, G. r., 103, 202 
and 256; J. 0., 50, 1886, 849 and 976; A. CK 1*891, (6), 24, 224). 

1. Properties. — A gas of light greenish-yellow color and strong pungent odor; 
Specific gravity y 1.313 (Moissan, C. R., 109). When cooled to a temperature 
of about — 187® it condenses to a mobile yellow liquid. Specific gravity of 
this liquid is 1.14. At — 223® C., fluorine solidifies to a pale yellow solid. The 
solid loses its yellow color and becomes perfectly white at — 262® (Moissan 
and Dewar, C. R.j 1903, 136). 

2. Occxirrence. — Fluorine does not occur free in nature, but is found in con- 
siderable quantities in combination with calcium in the mineral fluorspar, CaF2 . 
Its other fairly common compounds are cryolite, NasAlFe and apatite, Ca6(P04)3F . 

Fluorine, in several characteristics, appears as the first member of the 
Chlorine Series of Elements. It cannot be preserved in the elemental state, 
as it combines with the materials of vessels (except fluor-spar), and instantly 
decomposes water, forming hydrofluoric acidy HF , an acid prepared by acting 
on calcium fluoride with sulphuric acid (a). Fluorine also combines with 
silicon, forming SiF4 , silicon fluoride, a gaseous compound, generally prepared 
by the action of concentrated sulpnuric acid on calcium fluoride and silicic 
anhydride, (b). On passing silicon fluoride into water, a part of it is tran^osed 
by the water, forming silicic and hydrofluoric acids (c); but this hydrofluoric 
acid does not remain free, but combines with the other part of the fluoride of 
silicon, as fluosilicic acid (hydrofluosilicic acid), (HF)2SiF4 or H2SiF6 (d) (Offer- 
mann, Z. angew,, 1890, 617). This acid is used as a reagent; forming metallic 
fluosilicates (silicofluorides), soluble and insoluble (§246), 
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fi. CsbFz 4" H2SO4 == CdiS04 4“ 2£Ur 

h, 2CaF2 4- SiOa 4- 2 H 2 SO 4 = 2CaS04 4- 2 H 2 O + SiF4 

c. SiP4 4- 4H2O = Si(OH)4 4- 4HP (not remaining free) 

d, 2HF 4 SiF4 = HoSiFe 

c and d. 3SiF4 4- 4 H 2 O - Si(OH)4 4- 2 H 2 SiFB 

§246. Hydrofluoric acid. HP = 20.008. 

H — F. 

A colorless, intensely corrosive gas, soluble in water to a liquid that reddens 
litmus, rapidly corrodes glass, porcelain, and the metals, except platinum and 
gold (lead but slightly). Both the solution and its vapor act on the flesh as 
an insidious and virulent caustic, giving little warning, and causing obstinate 
ulcers. The anhydrous acid at 25° has a vapor density of 20, indicating that 
the molecule at this temperature is H2F2 . But at 100° it is only 10, indicating 
that at that temperature the molecule is HF . The anhydrous liquid acid 
boils at 19.44° and does not solidifj’- at — 34.5°. 

The fluorides of the alkali metals are freely soluble in water, the solutions 
alkaline to litmus and slightly corrosive to glass; the fluorides of the alkaline 
earth metals are insoluble in water; of copper, lead, zinc and ferricum, spar- 
ingly soluble; of silver and mercury readily soluble. Fluorides are identified 
by the action of the acid upon glass. 

Calcium chloride solution forms, in solution of fluorides or of hydrofluoric 
acid, a gelatinous and transparent precipitate of calcium fluoride. CaFa , slightly 
soluble in cold hydrochloric or nitric acid and in ammonium chloride solution. 
Barium chloride precipitates, from free hydrofluoric acid less perfectly than 
from fluorides, the voluminous, white, hariim fluoride, BaFo . Silver nitrate 
gives no precipitate. 

Sulphuric acid transposes fluorides, forming hydrofluoric acid, HF (§245, a). 
The gas is distinguished from other substances by etching hard -previouslv 
prepared by coating imperviously with (melted) w^ax, and WTiting through the 
coat. The operation may be conducted in a small leaden tray, or cup formed 
of sheet lead; the pulverized fluoride being mixed with sulphuric acid to the 
consistence of paste. 

If the fluoride be mixed with silicic acid, w^e have, instead of hydrofluoric 
acid, silicon fluoride, SiF4 (§245, 6); a gas which does not attack glass, but when 
passed into winter produces fluosilicic acid, H^SiFo (§245, c and d). See below\ 

Also, heated with acid sulphate of potassium, in the dry way, fluorides dis- 
engage hydrofluoric acid. If this operation be performed in a small test-tube, 
the surface of the glass above the material is corroded and roughened: CaFa 4" 
2KB^04 == CaSO*^ -f KaS04 -f 2HF . By heating a mixture of borax, acid 
sulphate of potassium, and a fluoride, fused to a bead on the loop of platinum 
wire, in the clear flame of the Bunsen gas-lamp, an evanescent yellowish-green 
color is imparted to the flame. 

§247. Fluosilicic acid. HaSiFg = 144.316. 

^uosilicic * ^ydrojduosilicic add), (HF)2SiF4 , or E[2SiF6, is soluble in water 
and forms metallic fluosilicates {sUicofluorides), mostly soluble in water; those of 
banum (§186, 6j), sodium and potassium, being only slightly soluble in water, and 
made quite insoluble by addition of alcohol. 

♦ Fluosilicic acid is direexed to be prepared by taking one part each of fine sand and finely pott- 
dored fluor-spar, with six to eight parts of concentrated sulphuric acid, in a small stoneware 
bottle or a glass flask, provided with a wide delivery-tube, dipping into a little mercury in a 
small porcelain capsule, which is set in a large beaker containing six or eight parts of water. 
The stoneware bottle or flask is set in a small sand-bath, with the sand piled about it, as high as 
the material, and gentb heated from a lamp. Each bubble of gas decomposes with deposition 
of gelatinous siliedo acid. When the water is filled with this deposit, it may be separated by 
straining through cloth and again treating with the gas for greater concentration. The strained 
liquid Is finally filtered and preserved for use. 
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Potassium jfluosilicate is precipitated translucent and gelatinous. Ammonium 
hydroxide precipitates silicic acid with formation of ammonium fluoride. With 
concentra ed sulphuric acid, they disengage hydrofluoric acid, HF. By heat, they 
aro resolved into fluorides and silicon fluoride: BaSiFo = BaFo + SiF 4 , 

§248. Silicon. Si = 28.3. Valence four (§15). 

There are three modifications of silicon: (a) Amorpltoiifi. — A dark brown 
powder; specifio praiUy, 2.0; non-volatile; infusible: burns in tlie air, forming 
SiOa , and in chlorine, forming SiCh . It is not attacked by acids except HP- 
Si + 6HP = HjSiPe "f" 2 H 2 . It is dissolved by KOH with evolution of 
hydrogen, (h) G) ap1iitoi(laI,^:siaLy be fused, but is not oxidized upon ignition 
in air or in oxygen. It is not attacked by HF , but is dissohed by a mixture 
of HF and HHO, , forming H.SiF,. . It is attacked slowly by fused KOH . 
(c) Adduumtine silicon^ crystalline silicon. — Grayish-black, lustrous, octahedral 
crystals, formed by fusing the graphiloidn! form. i<p(<‘ifie ffraritp, 2.40 at 10° 
(Woehler, A., 1850, 97, 261). It scratchcvs glass but not topaz. It melts between 
the melting points of pig iron and steel, 1100'’ to iroo-. In chemic-al properties 
it is very similar to the graphitoidal form, being at lacked with even greater 
difficulty. Silicon is never found free in nature, but always in combination as 
silica, SiOo , or as silicates. 

Amorphous silicon is formed by passing \apor of SiCl, over b(‘atc(l })otassinm: 
by heating magnesium in SiF, vapor: by heating a mixture of Mg and SiO^; by 
electrolysis of a fused silicate. It is readily prepared by heating a mixture of 
magnesium, one part, with sand, four parts, in a wide test-tube of hard glass 
(Gattermann, B., 1889, 22, 186). The graphitoidal form is crystalline and by 
many is said to be the same as the adamantine form. Method of preparation 
essentially the same (Warren, C. X., 1891. 63, 46). The crystalline form is made 
by fusing a silicate or KoSiFa with Al: by passing vapors of SiCl, over heated 
Ha or AI in a carbon crucible (De\ille, .4. G/t., 185T, (3), 49, 62; Deville and 
Caron, A. C7k, 1863, (3), 67, 435; Woehler, 7. c.). 


§ii49. Silicon dioxide. SiO^ = 60.3. 

{Silicic anhydride; silica.) 

J Silicic acid. H^SiO, = 78.316. ® 

Si^0-*2 and H'^Si^^O-", ,0 = Si = 0andH — 0 — Si — 0— H. 

1. Properties. — Silica, silicic anhydride, SiOa , is a white, stable, infusible solid; 
insoluble in water or acids; soluble in flxed alkalis with formation of silicates. 
Specific gravUy of quartz, 2,647 to 2.652; of amorphous silica, 2.20 at 15.6®. 

Silicic acid, silicon hydroxide, HaSiO^ , is a white, gelatinous solid, generally 
insoluble in water, and soluble in mineral acids. A dilute solution in water is 
obtained by dialysis of the fixed alkali silicate with an excess of HCl until 
the chlorides are all removed. It may be boiled for some time before the acid 
precipitates out. Upon standing silicic acid soon separates. 

2. Occurrence. — Silicon is never found free in nature; it is always combined 
with oxygen in the form of silicon dioxide, SiOa , as quartz, opal, flint, sand', 
etc.; or the silicon dioxide is in combination with bases as silicates; asbestos, 
soapstone, mica, cement, glass, etc. All geological formations except chalk 
contain silicon as the dioxide or as a silicate. 

3. Formation. — Crystalline silica is formed by passing silicon fluoride into 
water, forming silicic acid and fluosilicic acid: SSiF* + SHaO = H^SiOa -1- 
2H2SiFs • The precipitate of silicic acid is dissolved in boiling HaOH and then 
heated in sealed tubes. Below 180® crystals of tridymite are formed, and 
above 180® crystals of quartz (Maschke, Pogg,, 1872, 145, 549). 

4. Preparation. — Pure amorphous silica is prepared by fusing finely pow- 
dered quartz with six parts of sodium carbonate, dissolving the cooled mass in 
-water, and pouring into fairly concentrated hydrochloric acid. The precipitate 
is filtered, well washed and ignited. Or SiF* vapors are passed into water 
(§246) and the gelatinous precipitate washed, dried and ignited. Crystalline 
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silica is prepared by fusing silicates ■with microcosmic salt or ■with borax 
(Bose, Jf. pr., 1867, 101, 228). , * -i- • 

Silicic acid. — The various hj'droxides of silica act as weak acids. JMetasuicic 
acid, H,SiO. , has been isolated; it is formed by decomposing sibcon ethoxide, 
Si(O0,Hj). , with moist air (Ebelmen, J. pr., 1846, 87, 359). Also by dialysis oi 
a mixture of sodium silicate with an excess of hydrochloric* acid 
chlorides are all removed, concentrating*, allowing to gelatinize, and drying 
over sulphuric acid. Other hydroxides, acids, have been isolated, but tnere is 
some question as to their exact composition. 


5. Solubilities.— Silica, SiOo , is insoluble in water or acids except HF , 
which dissolves it with formation of gaseous silicon fluoride, SiF^ (§246). 
Of the silicates only those of the fixed alkalis are soluble in water, water 
glass. These silicates in solution are readily decomposed by acids, in- 
cluding carbonic acid, forming jsilicic acid, gelatinous. While anhydrous 
silicic anhydride, SiOg , is insoluble in mineral acids, the freshly precipi- 
tated hydroxide, silicic acid, is soluble in those acids. Silicic acid is 
decomposed by evaporation to dryness in presence of mineral acids, with 
separation of the anhydrous SiOg , which is insoluble in more of the same 
acids, which previously had effected its solution. 

The most of the silicates found in nature are of complex composition. 
They are combinations of SiOg with bases. They are, as a rule, insoluble 
in water or acids. 

6- Eeactious.— Solutions of the alkali silicates precipitate solutions of 
all other metallic salts with formation of insoluble silicates; they are 
decomposed by acids with separation of silicic acid, a gelatinous precipi- 
tate, soluble in hydrochloric acid. Evaporation decomposes silicic acid 
with sepan^ion of insoluble silicic anhydride, SiOg . Ammonium salts 
precipitate gelatinous silicic acid from solutions of potassium or sodium 
silicate. Therefore in the process of analysis the silicic acid, not removed 
in the first group by hydrochloric acid, will be precipitated in the third 
group on the addition of ammonium chloride. 

Silica, SiOg, is soluble in hot fixed alkalis forming silicates; it is not 
soluble in ammonium hydroxide, nor are solutions of alkali silicates pre- 
cipitated on addition of ammonium hydroxide as they are on the addition 
of ammonium salts. Boiling SiOg with the fixed alkali carbonates forms 
soluble silicates with greater or less readiness. Nearly all silicates are 
decomposed by heating in sealed tubes to 200® with concentrated HCl or 
HgSO^ . 

7. Ignition. — Silicates fused with the alkalis form soluble alkali sili- 
cates, and oxides of the metal previously in combination. If alkali car- 
bonates are employed the same products are formed with evolution of 
COg . Preferably a mixture (in molecular proportions) of potassium and 
sodium carbonates, four parts, should be used to one part of the insoluble 
silicate. Silica, SiOg , is also changed to a soluble silicate by fusing with 
fixed alkali hydroxides or carbonates. 
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SiO, does not react with K 2 SO 4 or K’a 2 S 04 , even when fused at a very high 
temperature (Mills and Meanwell, J. C., 1881, 39, 533). In the fused bead of 
microcosmic salt particles of silica swim vndisfiolved. If a silicate be taken, 
its base will, in most cases, be dissolved out, leaving a “ skeleton of silica ” un- 
dissolved in the liquid bead. But with a bead of sodium carbonate, silica (and 
most silicates) fuse to a clear glass of silicate. 

Silica is separated from the fixed alkalis in natural silicates, by mixing the 
latter in fine powder with three parts of precipitated calcium carbonate, and 
one-half part of ammonium chloride, and heating in a platinum crucible to 
redness for half an hour, avoiding too high a heat. On digesting in hot water, 
the solution contains all the alkali metals, as chlorides, with calcium chloride 
and hydroxide. 

8 . Detection. — Silicates are detected by conversion into the anhydride, 
SiOg , The silicate is fused with about four parts of a mixture of potas- 
sium and sodium carbonates, digested with warm water, filtered, and 
evaporated to dr 3 mess with an excess of hydrochloric acid. The dry resi- 
due is moistened with concentrated HCl and thoroughly pulverized; water 
is added and the precipitate of SiOg is thoroughly washed. Further con- 
firmation may be obtained by warming the precipitate of SiOo with 
calcium fluoride and sulphuric acid (in lead or platinum dishes), forming 
the gaseous silicon fluoride, Sir 4 . This is passed into water where it is 
decomposed into gelatinous silicic acid and fiuosilicic acid : SSiF^ -j- 3 H 2 O 
= H 2 Si 03 + 2 H 2 SiFg (§246). Silica^ SiOg , is usually treated as directed 
for silicates, but may be at once warmed with calcium fluoride and sul- 
phuric acid. 

9. Estimation. — The compound containing a silicate or silica is fused with fixed 
alkali carbonates as directed under detection, and the amount of well-washed Si 02 
determined by weighing after ignition. 

§250. Phosphorus. P = 31.04. Usual valence three or five (§11). 

1. Properties. — Phosphorus is prepared in several allotropic modifications. 
Specific gravity of the yellow, solid, at 20®, 1.82321; liquid, at 40®, 1.74924; 
solid, at 44.2® 1.814 (Damien, 1881). At ordinary temperatures it is brittle and 
easily pulverized. At 44.1® (Burgess, Wash. Acad, of Sci., 1-18) it melts, but 
may be cooled in some instances (under an alkaline liquid) as low as -|-4® with- 
out solidifying. When it solidifies from these lower temperatures, as it does 
by stirring with a solid substance, the temperature immediately rises to about 
45®. Boiling pointy 287.3° at 762 mm. pressure (Schroetter, A., 1848, 68 , 247; 
Kopp, A., 1855, 93, 129). The density of the vapor at 1040° is 4.50 (Deville 
and Troost, C. r., 1863, 66 , 891). The computed density for the molecule P 4 
is 4.294. At a white heat the density, 3.632, indicates dissociation of the mole- 
cule to P 2 (Meyer and Biltz, B., 1889, 22, 725). Specific gravity of the red amor- 
phous modification at 0°, 2.18 (Jolibois, C. r., 149, 287-289). 

Ordinary crystalline yellow stick phosphorus is a nearly colorless, trans- 
parent solid; when cooled slowly it is nearly as clear as water. In water con- 
taining air it becomes coated with a thin whitish film. If melted in fairly 
large quantities and cooled slowly it forms dodecahedral and octahedral crys- 
tals (Whewell, G, W, 1879, 39, 144). Heated in absence of air above the boiling 
point it sublimes as a colorless gas, depositing lustrous transparent crystals 
(Blondlot, C. r., 1866, 63, 397). At low temperatures phosphorus oxidizes slowly 
in the air with a characteristic odor, probably due to the formation, of ozone 
and phosphorous oxide, P 2 O 3 (Thorpe and Tutton, J. 1890, 67, 573). It ignites 
spontaneously in the air at 44.5®, burning with a bright yellowish white light 
producing much heat. From the finely divided state, as from the evaporation 
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of its solution in carbon disulphide, it iKniIc.s spontaneously 

at which the compact phosphorus may he kept lor It must 

under water. Great precaution should ho taken in working " 

or yelloiv phosphorus. Burns caused by it are very paiiifnl and heal \ i h 

Sreat difficulty. Ordinary phosphorus is lunimous ‘“^he dark, but it has 

been shown that the presence of at least small amounts of 

sary. The presence of H=S . SO= , CS. , Br , Cl . etc., prevent ^ 

tSe’hroetter, •/. pr.. IS.'i.'J, 68, l.’iS; Thorpe. Xatnrr, ISOO. 41. j 2.'). hpon heating 

in absence of air, better in sealed tubes, to n00° it is changed to the red modi- 

fication (Meyer, i?., 1SS2, 15, 297). 

Red phosphorus is a dull carmine-red tasteless powder. It is not poisonous, 
while the ordinary yellow variety is intensely poisonous, 200 to oOO milligrams 
being sutheient to cause death. While the yellow nioditication is so readily 
and. dangerously combustible \vhen exposed to the air even at ordinary tern 
peratures, the red variety needs no special precautions for 

It does not melt when heated to redness in sealed Tf 

changed to the yellow crystalline form (Hittorf, Pof/p., Jf’ 

amorphous phosphorus be distilled in the absence of air, it is changed ® 

ciystalline form, action beginning at 260°. If ordinary red phosphorus is heated to 
4 (hJ^ for sixty hours, in absence of air, it becomes red pyromorphie phosphorus 
whose density is 2.37. Heated to 725° this phosphorus melts, and if suddenly 
cooled becomes a violet-colored mass (Jolibois, C. r , 149, 287--289) . Heated m the 
air from 2o0° to 260° it takes fire (Schrqetter, 1. c.J. A black crystalline metallic 
variety of phosphorus is described by Hittorf (1. c.J, also Remsen and Kaiser (A??!., 
1882 4, 4o9) describe a light plastic modification. Phosphorus is largelj^ used 
in match-making. Yellow phosphorus is used in the ordinary match, and the rod 
(amorphous; in the safety matches, the phosphorus being on a separate surface 

2. Occurrence. — It is never found free in nature. It is found in the primitive 
rocks a.s calcium phosphate, occasionally as aluminum, iron, or lead phosphate, 
etc. Plants extract it from the soil, and animals from the plants. Hence traces 
of it are found in nearly" all animal and vegetable tissues; more abundantly 
in the seeds of plants and in the bones of animals. 

3. Pormation. — Ordinary phosphorus is formed by heating calcium or lead 
phosphates with charcoal. The yield is increased by mixing the charcoal with 
sand or by passing HCl gas over the heated mixture. By igniting an alkali 
or alkaline earth phosphate with aluminum (Bossel and Prank, B., 1894, 27, 52). 
Red phosphorus is formed hy the action of light, heat or electricity on ordinary 
phosphorus (Meyer, R., 1882, 15, 297). By heating ordinary phosphorus with 
a small amount of iodine (Brodie, J. pr., 1853, 58, 171). 

4. Preparation.— Ordinary phosphorus is prepared from bones. They are 
first burned, which leaves a residue, consisting chiefly of Ca8(P04)2; then 
H3SO4 is added, producing soluble calcium tetrahydrogen diphosphate (a). 
After filtering from the insoluble calcium sulphate the solution is evaporated 
and ignited, leaving calcium metaphosphate (6). Then fused with charcoal, 
reducing two-thirds of the phosphorus to the free state (c). The mixture of 
sand, SiOj , with the charcoal is preferred, in which case the whole of the 
phosphorus is reduced (d). Hydrochloric acid passed over red-hot calcium 
phosphate and charcoal reduces the whole of the phosphorus. This process 
works well in the laboratory, and has also been successfully employed on a 
larger scale. Either of the calcium phosphates may he used (e) and (f). 

(а) Ca,(P04)2 + 2H2SO4 = 2 CaS 04 + CaH^CPO^)^ 

(б) CaH4(P04)2 + ignition = CaCPOs)* -f 2M,0 

( 0 ) 3Ca(PO,)2 + 100 = + lOCO -h P* 

(d) 2Ca(POs)3 + IOC + 2Si03 = 2C&SiO^ + P 4 + lOCO 

(e) 2Ca3(P04)2 + 16C -f 12HC1 == eCaCls + P4 + 16C0 + eH* 

(f) 2Ca(P03)a + 12c -f 4HC1 = 2CaCl2 + P* + 1200 + 2H* 


Bed or amorphous phosphorus is prepared by heating ordinary phosphorus 
for a long time (40 hours) at 240® to 250® in absence of air. At 260® the reverse 
change takes place. If the heating is under pressure and at 300°, the change 
to the red phosphorus is almost immediate. It is washed with CSg to remove 
all traces of yellow phosphorus and is dried at 100°, 
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5. Solubilities. — A trace of phosphorus dissolves in water. Alcohol 
dissolves 0.4, ether 0.9, olive oil 1.0, and turpentine 2.5 per cent of it, 
while carbon disulphide dissolves 10 to 15 times its own weight. Eed 
phosphorus is insoluble in water, ether, or carbon disulphide. 

G. Reactions. — When phosphorus is boiled with a fixed alkali or alkalijie 
earth hydroxide, phosphorus hydride, phosphine (§249), PH^ , and a 
hypophosphite (§250) are formed. Phosphorus, when warmed in an 
atmosphere of N or COo , combines directly with many metals to form 
phosphides. These phosphides are usually brittle solids decomposing 
with water or dilute acids with formation of phosphoretted hydrogen, 
PH 3 . In nearly all the reactions of phosphorus both varieties react the 
same, the red variety with much less intensity, and frequently requiring 
the aid of heat. It is ignited when brought in contact with PbOo , Pb 304 , 
HgO , AgoO , CrOg , and when heated with CuO or MnOo . Solu- 

tions of platinum, gold, silver, and copper salts are decomposed by phos- 
phorus -with separation of the corresponding metal (Boettger, J. (7., 1874, 
27, 1060). 

With HNO 3 , H 3 PO 4 and NO are formed; when heated with KN0.{ a 
rapid oxidation takes place. 

It combines with oxygen, forming PgOg or P 2 O 5 . With yellow phos- 
phorus the reaction begins at ordinary temperature; with the red variety 
not till heated to 250® to 260® (Baker, J. (7., 1885, 47, 349). 

Water is decomposed at 250®, forming PH 3 and H 3 PO 4 (Schroetter, L c.). 

Combination with red phosphorus and sulphur takes place at ordinary 
temperatures, forming PgSg or P 2 S 5 , depending upon the proportion of 
each employed (Kekule, A., 1854, 90, 310). With ordinary phosphorus 
the action is explosive. Sulphides of phosphorus with formulas P 4 S 3 
and P 4 S 7 have also been prepared. (Stock, E., 43, 414, 1223.) 

Cl or Br react with incandescence at ordinary temperatures, forming 
trihalogen or penfahalogen compounds, depending upon the amount of 
halogen employed. With iodine, PI 3 is formed. 

The halogen compounds of phosphorus are decomposed by water with 
formation of the corresponding hydracids and phosphorous or phosphoric 
acids, depending upon the degree of oxidation of the phosphorus. In 
the presence of water phosphorus is oxidized to H 3 PO 4 by Cl , Br , I , 
HCIO 3 , BCBrOg , or HIO 3 with formation of the corresponding hydracid : 
P 4 -f lOClo + I 6 H 2 O = 4 H 3 PO 4 + 20HC1 . 

7. Ignitioiu — ^When sodium carbonate is heated to redness with phosphorus, 
the carbonic anhydride is reduced and carbon is set free. Phosphorus heated 
with magnesium in a vapor of carbon dioxide forms PjMga , which can be 
heated to redness in absence of air without decomposition. Heated in the air 
it becomes oxidized (Blunt, A. G7l, 1865, (4), 5, 487). Phosphorus also combines 
with Cu , Ag , Cd , Zn and Sn when it is heated with these elements in sealed 
tubes. It does not combine with A1 and but slightly with Pe (EmmerHug, 
J. < 7 ., 1879 , 3 «, 508 ). 
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8 . Betection. — By its phosphorescence; hy formation of PH, when 
boiled, with EOH (Hofmann, B., 1871, 4, 200 ); by oxidation to HsP 04 and 
detection as such (§75, 6d). 

9. Estimation. — Oxidation to HjPO^ , precipitation with magnesia mixture as 
MgNH4P04 , ignition to, and weighing as MgaPaOr (§189, 9). 


§251. Pliosplune. PH 3 = 34.064 . 
P-^"H'3, H — P — H. 


H 

Phosphine, PH, , is a colorless gas having a very disagreeable odor. As 
usually prepared, it is spontaneously inflammable, burning in the air with 
formation of metaphosphoric acid: 2PHa + 40, = 2HPO, + 2H,0 . It is 
liquified and frozen at very low temperatures; boiling point, about — 85°; 
melting point, — 132.5° (Olszewski, i/"., 1886, 7, 371). It is very poisonous, spar- 
ingly soluble in water, which solution has the peculiar odor of the gas and has 
an exceedingly bitter taste. It is formed by boiling phosphorus with a fixed 
alkali or alkaline earth hydroxide (a); by igiaition of HjPO, or H,PO, (6); by 
ignition of hypophosphites (c) ; by the decomposition of the alkaline earth 
phosphides with water or dilute acids (d): 

(a) P4 4- 3KOH + 3H,0 = SKH^PO, 4- PH, 

(5) 2H,P0, = HPO, 4 - PH, + H,0 
4H,P0, == 3HPO, 4- PH, 4- 3H,0 

(c) 4HaH,PO, = Ha^P,©, 4- 2PH, 4- H,0 

(d) Ca,P, 4- 6H,0 = 3Ca(OH), 4- 2PH, 

Ca,P, 4- 6HC1 = 3CaCl, 4- 2PH, 

It is a strong reducing agent; transposes many metallic solutions; SCuSO^ 4" 
2PH, = Cu,Pa 4" 3H2SO4; reduces solutions of silver and gold to the metallic 
state: SAgHO, + PH, 4- tHjO = HsPO* 4- 8HHO, 4“ 8Ag; is oxidized to HjPO* 
by hot HsS 04 , d , HCIO , HNO, , HHO, , H3ASO4 , etc. A liquid phosphorus 
hydride, P3H4 , and a solid, P4H2 , are known (33esson, C. r., 1890, 111, 978; 
Gattermann and Hausknecht, B,, 1890, 23 , 1174). 


§252, H 3 rpopliosplioroTis acid. H 3 PO 2 = 66. 064 . 

H 


H'jFO-"*. H — 0 — P=:0. 


H 

1. Properties. — ^Hypophosphorous acid was discovered in 1816 by Dulong (A. Cft., 
1816, 2, 141). It is a colorless syrupy liquid; specific gravity, 1.493 at 18.8°. At 
17.4° it becomes a white crystalline solid (Thomsen, B,, 1874, 7, 994). Although 
containing three hydrogen atoms it forms but one series of salts, e. g„ NaHsPO,, 
BaCH^PO,), , etc. 

2. Occurrence. — Kot found in natuie. 

3. Pormation. — ^All ordinary metals form hypophosphites except tin, copper 
and mercurosum. Silver and ferric hypophosphites are very unstable. (1) A 
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few metals, sucli as zinc and iron, dissolve in HaPO^ , giving* off hydrogen and 
forming a hypophosphite. (2) The alkali and alkaline earth salts may be 
formed by boiling phosphorus with the hydroxides (Mawrow and Muthmann, 
Z, angew., 1896, ii, 268). (3) As all hypophosphites are soluble, none can be 

formed by precipitation. Ail may be formed from their sulphates by trans- 
position with barium hypophosphite. (4) All may be made by adding HaPO, 
to the carbonates or hydroxides of the metals. 

4. Preparation, — To prepare pure HjPOj , BaO and P (in small pieces) are 
warmed in an open dish with water until PH» ceases to be evolved. The 
liquid is filtered and excess of BaO is removed by passing in CO2 . After again 
filtering, the liquid is evaporated to crystallization of the barium salt. This 
is dissolved in water and decomposed by the calculated quantity of H^SO* . 
The solution is filtered and e\aporated in an open dish, care being taken not to 
heat above 110® . Upon cooling the w'hite crystalline tablets are obtained. 

5. Solubilities. — The free acid is readily miscible in water in all proportions. 
The salts are all soluble in water, a number of them are soluble in alcohol. 

6. -Reactions. — A. — ^With. metals and their compounds. Hypophosphorous 
acid is a very pow’erful reducing agent, being oxidized to phosphoric acid or a 
phosphate. 

1. Pbiv becomes Pb" in acid or alkaline mixture. 

2. Ag' becomes Ag° in acid or alkaline mixture. 

3. Hg" becomes Kg' and then Hg® in acid or alkaline mixture. 

4 . AsV and As'" become As® in presence of HCl . 

5. Bi'" becomes Bi® in presence of alkalis or acetic acid. 

6. Cu" becomes CuaHj and on boiling Cu° (separation from Cd), 

7. Pe'" becomes Pe" , no action in alkaline mixture. 

8. CrVi becomes Cr'" , no action in alkaline mixture. 

9. Co'" becomes Co" , no action in alkaline mixture. 

id. Ni'" becomes ITi" , no action in alkaline mixture. 

11. M!n"+n becomes Mn" in acid solution. 

12. Mniv+n becomes Mnrv in alkaline mixture. 

B. — ^With. non-metals and their compounds. 

1. HaPeCClSr)^ becomes H^PeCCN), . 

2. HiNOg and HNOj become NO . 

3. HgPOa on heating becomes HgPO* and PH, . 

4* HgSOg becomes free sulphur with formation of some HgS (Ponndorf, J. 0., 
1877,31, 275). 

H2SO4 becomes first HgSOg then S . See above. 

5. Cl becomes HCl in acid mixture, a chloride with alkalis. 

HCIO and HCIO, form same products as Cl . 

6. Br b ecomes HBr in acid mixture, a bromide with alkalis. 

HBrOg forms HBr . 

7. I fo rms HI , in alkaline mixtures an iodide. 

HT, dry, reacts violently, forming HgPOg and PH4I (Ponndorf, I.C.). 

HlOg forms HI . 

7. Ignition. — On ignition hypophosphites leave pyrophosphates, evolving PE,. 
The acid decomposes on heating to PH, and HgPO* (or HPO, if at a red heat). 

8. Detection. — Hypophosphorous acid may he known from phosphoroup 
acid by adding cupric sulphate to the free acid and heating the solution 
to 65®. With hypophosphorous acid a reddish-black precipitate of copper 
hydride (CUgHa) is thrown down, which, when heated in the liquid to 100®, 
is decomposed with the deposition of the metal and the evolution of 
hydrogen, whilst with phosphorous acid the metal is precipitated and 
hydrogen evolved, but no C 1 I 2 H 2 is formed. Further, hypophosphorous 
acid reduces the permanganates immediately, hut phosphorous acid only 
^ter some time. Phosphites precipitate barium, strontium, and calcium 
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salts, while hy^pophosphites do not. When hypophosphorous acid is 
treated with zinc and sulphuric acid it is converted into phosphoretted 
hydrogen. On boiling hypophosphorous acid with excess of alkali hydrox- 
ide, first a phosphite then a phosphate is formed, with evolution of 
hydrogen. 

9 . iEstimation. — (1) By oxidation with nitric acid and then proceeding* as 
with, phosphoric acid. (2) By mercuric chloride acidulated with SCI; the 
temperature must not rise above 60®, otherwise metallic mercury will be 
formed. The precipitated HgCl, after washing and drying at 100®, is weighed. 

NaHaPO, + 4HgCl8 + SHaO = 4HgCl + H 3 PO 4 + NaCl + 3H01 


§263. Phosphorous acid. HgPOs = 82.064 . 

H 


H'3F"0-“"3, H — 0 — P — 0— H. 

II 

0 

1 . Properties. — ^Phosphorous anhydride, PaO» , is a snow-white solid, melting 
at 22 . 5 ®, and boiling at 173.1° (Thorpe and Tutton, J. C., 1890, 57 , 545). The 
vapor density of the gaseous oxide indicates the molecule to be P 4 O 5 . Specific 
gravity of the liquid at 21®, 1.9431; of the solid at the same temperature, 2.135. 
It has an odor resembling that of phosphorus. Heated in a sealed tube at 
200 ® it decomposes into Ps 04 and P (T. and T., J. C., 1891, 59 , 1019), It reacts 
slowly with cold water, forming HgPOa; with hot vrater the reaction is violent 
and PH» is evolved. Upon exposure to the air it oxidizes to P 2 O 5 . 

The acid, HjPOj , is a crystalline solid, very deliquescent, melting at 74® 
(Hurtzig and Geuther, A., 1859, 111 , 171). It is a dibasic acid, forming no 
tribasic salts (Amat, G. r., 1889, 108 , 403). One or two of the hydrogen atoms 
are replaceable by metals forming acid or normal salts. The third hydrogen 
is never replaced by a metal, but may be replaced by organic radicles (Railton, 
J, (7., 1855, 7 , 216; Michaelis, J. C., 1875, 28 , 1160). Neither meta nor pyro- 
phosphorous acids are known, but a number of pyrophosphites have been pre- 
pared (Amat, 0. r., 1888, 106 , 1400; 1889, 108 , 1056; 1890, 110 , 1191 and 901; 
A. CA, 1891, ( 6 ), 24, 289). 

2 . Occurrence* — ^Does not occur in nature. 

3. Pormatlon. — is formed together with P 2 O 5 when phosphorus is 
ignited in the air. HtPO, is formed together with H 3 PO 4 when phosphorus 
is oxidized with HNO,; by the oxidation of HsPOj; by the action of P upon a 
concentrated solution of CUSO 4 in absence of air: 3 CUSO 4 -f- P* -}- 6 H 3 O = 
Cu»p 2 4- 2 H,PO, -1- 3 H 2 SO 4 (Schiff, A., 1860, 114, 200). 

4. Preparation. — To prepare phosphorous anhydride, P 2 O 3 , phosphorus is 
burned in a tube with an insufficient supply of air (Thorpe and Tutton, he.). 
The acid, H 5 PO, , is prepared by dissolving the anhydride in cold water; by 
decomposing PCI 3 with water (Hurtzig and Geuther, h c.). 

5. Solubilities. — The acid is miscible in water in all proportions. Alkali 
phosphites are soluble in water, most others are insoluble (distinction from 
hypophosphites) . 

6 . Beac^ons. — ^Phosphorous acid is a strong reducing agent, oxidizing to 

phosphoric acid when exposed to the air. It reduces salts of silver and gold to 
the metallic^ state and is changed to phosphoric acid by most of the strong 
oxidizing acids and by many of the higher metallic oxides. becomes 

HgGI and then Hg® , OuCla becomes CuGl then Cu® (Rammelsberg, 0., 1873, 
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26, 13). Concentrated H^SO^ with heat forms H3PO4 and SO3 fAdie, J, 1801, 
59, 230). H3SO3 forms H^S and H^PO, (Woehler, A., 1841, 39, 252). Nascent 
hydrogen (Zn and H2SO4) produce PHa (Dusart, C. r,, 1856, 43, 1126). 

7. Ignition. — The acid is decomposed by ignition, forming HPO* and P or 
PH, (Vigier, BL, 1869, (2), 11, 125; Hurtzig and Geuther, L r.). Phosphites are 
decomposed by heat, leaving a pyrophosphate and a phosphide and evolving 
PH3 or H (Eammelsberg, B,, 1876, 9, 1577; and Kraut, A., 1875, 177, 274), ^ 

8. Detection. — By oxidation to H3PO4 and detection as such. It is distin- 
guished from hypophosphorous acid by reducing CuSO^ to Cu®, while the 
latter forms CU2H2; also by the solubilities of the salts (§252, 8).^ Its reactions 
with oxidizing agents distinguish it with hypophosphorous acid from phos- 
phoric acid. 

9. Estimation. — ^By oxidation to H8PO4 and estimation as such. 


§254. Hypophosplioric acid, =162.112. 

0 0 
II 11 

,,H — 0 — P — P— 0— H. 

I 1 


H H 

Hypophosphoric acid is formed together with phosphorous and phosphoric 
acids by slowly oxidizing phosphorus in moist air (Salzer, A., 1885, 232, 114 
and 271) ; also by oxidizing phosphorus with dilute HNOg in presence of silver 
nitrate (Philipp, P., 1885, 18, 749), It consists of small colorless 
crystals which melt at 55®. It decomposes when heated to 70® into H3PO3 and 
HPOg , and at 120® gives H^PsOr and PH3 (Joly, 0. r., 1886, 102, 110 and 7^0) ■ 
It is oxidized to H3PO4 by warm HIIO3 , slowly by KII11O4 in tlm cold, r^i^y 
when heated. It is not oxidized by H3O2 , chlorine water or HoCrO^; HgCE^ 
becomes HgCl (Amat, 0. r., 1890, 111, 676). It is not reduced by Zn and HaBO* 
(distinction from H3PO3 and HaPOa). With a solution of silver nitrate it gwes 
a white precipitate which does not blacken in the light (distinction from HaPUa 
and HsPOa). It forms four series of salts, all four hydrogen atoms being 
replaceable by a metal. The hypophosphates are much more stable towards 
oxidizing agents than hypophosphites or phosphites. 


§265. Pliosplioric acid. H 3 PO 4 = 98.064 . 

0 

II 

H — 0 — P — 0 — H. 

I 

0 

I 

H 

1. Properties- — ^Phosphoric anhydride, PjOa is a white, flakey, very delique- 
scent solid, fusible, subliming undecomposed at a red ^®^t. K is very s^ble 
in water, forming three varieties of phosphoric acid: ort/io, HsPO*; metUt HPu*; 


♦According to TUden and Barnett {J. O., 1896, 69, 154) the molecule is PiO,o not PaO*; P4O, 
not PjO, (Thorpe and Tutton, J. C, 1891, 59, 1082) ; and P4«. not P,9| (Isambert, C. r„ 1886, 10^, 
im. 
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and pure, . Orthophosphoric acid is a translucent, feebly crystallizable 

and very deliquescent soft solid. Bpeci/ie gtnrity, 1,88 (Schiff, A., 18()0, 113, 183); 
melting point, 41.75® (Berthelot, Bl,, 1878, (2), 29, 3). It is changed by heat, 
first to pyrophosphoric acid, then to metaphosphoric acid. Orthophosphor ic 
acid forms three classes of salts: M'H2P04 , primary, monobasic or mono- 
metallic phosphates; IS/E'jHPO^ , secondary, dibasic or dimetallic phosphates; 
and M'aPOt , tertiary, tribasic, trimetallic or normal phosphates. The first 
two are acid salts, but N'a2HP04 is alkaline to test paper. Metaphosphoric 
acid, BnTOjt ,H — 0 — P=:0 ,isa white waxy solid, \olatile at a red heat 
II 
0 

(ordinary glacial phosphoric acid owes its hardness to the universal presence of 
sodium metaphosphate). It is a monobasic acid, but there are various poly- 
meric modifications, distinguished from each other chiefiy by physical differ- 
ences of the acids and their salts (Tammann, Z. phys. Ch., 1890, 6, 122). 

0 0 


Pyrophosphoric 


II li 

acid, HxPsOt , H — 0-— P — 0 — P — 0 — H,isa glass-liSe 
1 1 

0 0 

I I 

p[ H 


solid (Peligot, A, Ch., 1840, (2), 73, 286), very soluble in, hut unchanged by, 
water at ordinary temperature; changed by boiling water to H^PO^ . Heated 
to redness HPO, is formed. It forms two classes of salts: M'sHsPsOt and 
M'^PjO, . 

2. Occurrence. — ^Phosphates of A1 , Ca , Mg and Pb are widely distributed in 
minerals. Guano consists quite largely of calcium phosphate. Calcium and 
magnesium phosphates are found in the bones of animals and in the ashes of 
plants. The free acids are not found in nature. 

3. formation. — Phosphoric anhydride, PaOg , is formed by burning phosphorus 
in great excess of air; also by burning phosphorus in KTO , KOa , or CIO2 . 
OrtTiophoaphoric acid, HsP04 , is formed by long exposure of phosphorus to 
moist air, or by oxidation with HlTOa; by oxidation of H3PO2 or HsPOs with 
the halogens, HWO3 , HCIO5 , etc.; by treating PjOg , HPOj , or H4P2OT with 
boiling water; by combustion of PHg in moist air; and by action of water on 
PClft . It is also formed from metallic phosphates by transposition with acids 
in cases where a precipitate results, as a lead or barium phosphate with sul- 
phuric acid, or silver phosphate with hydrochloric acid. But when the pro- 
ducts are all soluble, as calcium phosphate with acetic acid or sodium phosphate 
with sulphuric acid, the transposition is only partial; so that unmixed phos- 
phoric acid is not obtained. A non-volatile acid, like phosphoric, is not sepa- 
rated from liquid mixtures, as the volatile acids are, like hydrochloric. The 
change represented by equation («) can be verified, that is, pure phosphoric 
acid can be separated; but the changes shown in equations (&) and (c) do not 
comprise the whole of the material taken. In the operation (6) some sodium 
phosphate and some nitric acid will he left, and in (c) some trihydrogen 
phosphate wiH no doubt be made. 


CaH4(P04)a + H 2 C 2 O* = CaC^O* + 2 H*P 04 
h KaaHPO^ -h 220^0, — 2‘NsCNOt -f- H*P 04 
and N'a 2 HP 04 + HKO, = Na3rO» + NaHaPO* 

<y. 2 CaHP 04 -f- 2HCl = CaCl2 + 

lietaphospheric acid is formed by treating P2O5 with cold water; by decom- 
position of lead metaphosphate with H^S or of the barium salt with H3SO4; 
by ignition to dull redness of phosphorus or any of its acids in the presence 
of air and moisture. 

PyropTwsphorio add, , is formed by the decomposition of lead pyro- 

phosphate, Pb2P207 , with H2S or of the corresponding barium salt ^th 
or by heating H3P04 to a little above 200® until no yellow, silver 
phosphate, Ag^PO^ , is obtained on dissolving in water and treatment with 
silver nitrate after neutralization with . 
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4. Preparation. — To prepare PgOg , phosphorus is burned in a slow cur- 

rent of dry oxygen heating to about 300°, then in a more rapid current 
of the gas, and finally the is distilled in an atmosphere oC oxygen 
(Shenstone, Waits' Die,, 1894, IV, 141). H^PO^ is prepared by warming 
phosphorus, one part, with nitric acid, sp. gi\ 1.20, ten to twelve parts, 
with addition of 300 to GOO milligrams of iodine to 100 grams of phos- 
phorus, until the phosphorus is completely dissolved. The excess of 
HNO3 is removed by evaporation, water is added and the solution is sat- 
urated with HoS to remove any arsenic that may be present. The solution 
is then evaporated to a syrupy consistency at temperatures not above 
150° (Krauthausen, Arch. Fliarm., 1877, 2io, 410; Huskisson, B., 1884, 
17, 161). Many orthophosphates are formed by the action of upon 

metallic oxides or carbonates ; by the reaction betw^een an alkali phosphate 
and a soluble salt of the heavy metal; by fusion of a metaphosphate wdth 
the corresponding metallic oxide or hydroxide; also by long continued 
boiling of meta or pyrophosphates. Metaphospliates are formed by double 
decomposition with NaPOg or by fusion of a monobasic phosphate or any 
phosphate having but one hydrogen equivalent substituted for a metal, 
the oxide of which is non-volatile, e. g.y ]SraNH4HP04 . Pyrophosphates 
are formed by double decomposition with lfa4P207 ; by action of H4P2O7 
on certain oxides or hydroxides; also by ignition of dibasic orthophos- 
phates, e, g., Na2HP04 . ira2H2P207 may be prepared by titrating a sat- 
urated solution of lla4P207 with HNOg until the solution gives a red color 
with methyl orange. Upon standing the salt separates in large crystals 
(Enorre, Z. angew., 1892, 639). 

5. Solubilities. — ^All the phosphoric acids are readily soluble in water, 
as are all alkali phosphates. Alkali primary orthophosphates have an 
acid reaction in their solutions; alkali secondary and tertiary phosphates 
are alkaline in their solutions; the latter is easily decomposed, even by 
CO2 , forming the secondary salt. A number of non-alkali primary ortho- 
phosphates are soluble in water, e. g., CaH4(P04)2 . All normal and di- 
metallic orthophosphates are insoluble except those of the alkalis. The 
normal and dimetallic phosphates of the alkalis precipitate solutions of 
all other salts. The precipitate is a normal, dimetallic, or basic phos- 
phate, except that with the chlorides of mercury and antimony it is not 
a phosphate but an oxide or an oxychloride. 

All phosphates are dissolved or transposed by HHOg , HCl , or H2SO4 , 
and all are dissolved by HC2H3O2 except those of Pb , A1 and Pe'" . All 
are soluble in H;3P04 except those of lead, tin, mercury, and bismuth. 

The non-alkali meta and pyrophosphates are generally insoluble in 
water. The pyrophosphates of the alkaline earth metals are difficultly solu- 
ble in acetic acid. The most of the pyrophosphates of the heavy metals, 
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except silver, are soluble in solutions of alkali pyrophosphates, as double 
pyrophosphutes soluble in water (distinction from orthophosphates). Ferric 
iron as a double pyrophosphate loses the characteristic properties of that 
metal (Persoz, J. C., 1849, 1, 183). Phosphates are insoluble in alcohol. 

5. Beactions*— J.,— With metals and their compounds.— Phosphoric acid dis- 
solves some metals, e. g,, Pe , Zn and Mg with evolution of hydrogen. It unites 
•with the oxides and hydroxides of the alkalis and alkaline earths and with 
other freshly precipitated oxides and hydroxides except perhaps antimonous 
oxide. Tt also decomposes all carbonates evolving COg . Phosphates are formed 
in the above reactions, the composition of which depends upon the conditions 

of the experiment. , _ js xx,- j 

Free ortho phosphoric acid is not precipitated by ordinary salts of third, 
fourth and fifth group metals (in instance of ferric chloride, a distinction 
pvrophosphoric acid and metaphosphoric acid),* but is precipitated in par-t by 
silver nitrate, and lead nitrate and acetate. Ammoniacal solution of calcium 
chloride or of barium chloride precipitates the normal phosphate. 

Free metaphosphoric acid precipitates solutions of silver nitrate, lead ni^ate, 
and lead acetate, the precipitates being insoluble in excess of metaphosphoric 
acid, and soluble in moderately dilute nitric acid. Barium, calcium and ferrous 
chlorides, and magnesium, aluminum, and ferrous sulphates, are not precipi- 
tated by free metaphosphoric acid. Ferric chloride is precipitated, a distinc- 
tion from orthophosphoric acid. ^ , * 4 . + 

Free pyrophosphoric acid gives precipitates with solutions of silver nitrate, 
lead nitrate or acetate, and ferric chloride; no precipitates with barium or 
calcium chloride, or with magnesium or ferrous sulphate. 

Orthophosphoric acid — or an orthophosphate with acetic acid — does not cougu- 
late egg albumen or gela'fcine. This is a distinction of both orthophosphoric 
acid and pyrophosphoric acid frowt rneto^phoepfioric (KAd. 

With silver nitrate soluble orthophosphates in neutral solution form 
silver orthophosphate, AggPO^, yellow; with metaphosphates, silver meta- 
phosphate, AgPOg, white; and with pyrophosphates, silver pyrophosphate, 
white, ail soluble in ammonium hydroxide. Silver metapbos- 
phate is soluble in excess of an alkali metaphosphate (distinction from 
pyrophosphates) . 

If a disodium or dipotassium orthophosphate is added to solution of silver 
nitrate, free acid is formed, and an acid reaction to test-paper is induced (a). 
But with a trisodium or tripotassium phosphate, the solution remains neutral 
( 5 ) — a means of distinguishing the add phosphates from the normal, 

(а) NaJEEPOi + SAgNOa = Ag3P04 + 2NaN03 + HNOj 

(б) NaaP 04 + SAgNOj = AgaP 04 + SNaNO, 

Free orthophosphoric acid forms no precipitate with reagent silver nitrate, 
because silver phosphate is soluble in dilute HNOj • 

With lead acetate or nitrate, Na 2 HP 04 forms PbgPO^ , white, insoluble 
in acetic acid, as are also the phosphates of aluminum and ferricum. With 

* A solution containlngr 5 p. c. ferric chloride^ mixed with one-fourth its volume of a 10 p. c 
solution of orthophosphoric acid, requires that near half of the latter be neutralized (so that 
phosphate is to phosphoric acid as 1.114 is to 1.000) before precipitation occurs. On the other 
hand, 4 cc. of a 5 p. o. solution of ferric chloride, mixed with 1 cc. of a 6 p. c. solution of meto- 
phosphoric acid, form a precipitate, to dissolve which, 20 cc. of the same metaphosphoric acid 
solution cr 5 oc. of a 34 p, c. solution of hydrochloric acid are required. Four cc. of a 6 p. c. 
solution of silver nitrate with 1 cc. of a 10 p. c, solu-tion of orthophosphoric acid give a precipi- 
tate, to dissolve which requires 7 cc, of the same orthophosphoric acid solution. [The Author’s 
report of work by Mr. Morgan, Am, Jour, Phar., 1876, 48, 684. Kratsohmer and Sxtankovansky, 
Z., 1888, 21, 530.1 
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PbCla the precipitate always contains a chloride. Free phosphoric acid, 
H 3 PO 4 , forms an acid phosphate, PbHP 04 (Heintz, Pogg., 1848, 73, 110 ). 
Lead salts also form white precipitates with soluble pyro and metaphos- 
phates; the pyro salt, PbaPgO^, is soluble in an excess of . Bis- 

muth salts form BiPO^ , insoluble in dilute HNO 3 . 

Solutions of orthophosphates give, with soluble ferric, chromic, and 
alumimun salts, mostly the normal phosphates, PePO^, etc. The ferri^ 
phosphate is but slightly soluble in acetic acid, and for this reason it is 
made the means of separating phosphoric acid from metals of the earth*' 
and alkaline earths (§152). Solution of sodium or potassium acetate is 
added; and if the reaction is not markedly acid, it is made so by addition 
of acetic acid. Ferric chloride (if not present) is now added, drop by drop, 
avoiding an excess. The preoipiiBtte, ferric phosphate, is brownish- white. 

With zinc and manganous salts, the precipitate is dimetallic or normal— 
ZnKBO^, or Zn 3 (P 04 ) 2 — according to the conditions of precipitation. 
When a manganic compound is mixed with aqueous phosphoric acid, the 
solution evaporated to dryness and gently ignited, a violet or deep blu<^ 
mass is obtained, from w^hich water dissolves a purple-red manganic 
hydrogen phosphate, a distinction from manganous compounds. With salts 
of nickel, a light green normal phosphate is formed; with cobalt, a reddish 
normal phosphate. 

Soluble salts of the alkaline earth metals, with dimetallic alkali phos- 
phates, as IfasHPO^, form white precipitates of phosphates, two-thirds 
metallic, as CaHP04 ; with trimetallic alkali phosphates, white precipitates 
of phosphates, normal or full metallic, as Ca 3 (P 04 ) 2 . The precipitates are 
soluble in acetic acid, and in the stronger acids. Concerning the am- 
monium magnesium phosphate, see §189, 6d. 

Magnesium salts with ammonium hydroxide give a precipitate of double 
pyrophosphate, soluble in alkali pyrophosphate solution. 

Magnesium salts with ammonium hydroxide are not precipitated by 
soluble metaphosphates unless very concentrated. 

Ammonium molybdate, in its nitric acid solution (§75, 6 d), furnishes an 
exceedingly delicate test for phosphoric acid, giving the pale yellow pre- 
cipitate, termed ammonium phosphomoh/bdate. The molybdate shonld be 
in excess, therefore it is better to add a little of the solution tested (which 
must be neutral or acid) to the reagent, taking a half to one cc. of the 
latter in a test-tube. For the full delicacy of the test, it should be set 
aside, at 30® to 40°, for several hours. 

H,P04 + 12(NH4)2Mo04 + 21 HNO» * (NH: 4 ) 5 P 04 . 12 MoO, -f 2 INH 4 NO, + 12HaO . 

Ammonium molybdate reacts but slowly with meta or pyrophosphate 
solutions — ^and not until orthophosphoric acid is formed ly digestion with 
the nitric acid of the reagent solution. 
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— With non-metals and their compounds. — Phosphoric acid is not 
reduced by any of the reducing acids. Phosphates of the first two groups 
are transposed by HgS , and of the first four groups by alkali sulphides 
with formation of a sulphide of the metab except A1 and Cr , which form 
a hydroxide; phosphoric acid or an alkali phosphate is also formed. 
HCl , HWOs , and HoSO^ transpose all phosphates and all are transposed 
by acetic acid except those of Ph , A1 and Fe'" phosphates. Sulphurous acid 
transposes the phosphates of Ca , Mg , Mn , Ag , Pb , and Ba , also the 
arsenite and arsenate of calcium (Gerland, J. C., 1872^ 25, 39). Excess of 
phosphoric acid completely displaces the acid of all nitrates, chlorides, and 
sulphates upon evaporation and long-continued heating on the sand bath. 

7 . Ignitiou with metallic magnesium (or sodium) reduces phosphorus from 
phosphates to magnesium pUmjpiid^e, PaMg, , recognized by odor of PH, , 
formed on contact of the phosphide with water. A bit of magnesium wire (or 
of sodium) is covered with the previously ignited and powdered substance in 
a glass tube of the thickness of a straw, and heated. If any combination of 
phosphoric acid is present, vivid incandescence will occur, and a black mass 
will he left. The latter, crushed and wet with water, gives the odor of phos- 
phorus hydride. 

Orthophosphoric acid heated to 213® forms pyrophosphoric acid; when heated 
to dull redness the meta acid is obtained, which sublimes upon further heating 
without change. Phosphoric anhydride, P 2 O 5 , cannot be prepared by ignition 
of phosphoric acid. Tribasic orthophosphates, normal pyrophosphates, and 
metaphosphates of metals whose oxides are not volatile and not decomposed 
by heat alone are unchanged upon ignition. Bimetallic orthophosphates, 
M'aHPO* , are changed to normal pyrophosphates upon ignition; also tribasic 
orthophosphates when one-third of the base is volatile, e. g.^ . 

Mono-metallic or primary orthophosphates, IMC'HaPO^ , become metaphosphates; 
also secondary or tertiary orthophosphates when only one atom of hydrogen 
is displaced by a metal whose oxide is non-volatile, e.g., 'S^JSTH.JS.PO^ . 
Acid pyrophosph^es, M^HaPaOT , form metaphosphates. When meta or pyro- 
phosphates are fused with an excess of a non-volatile oxide, hydroxide or 
carbonate the tertiary orthophosphate is formed ('Waits\ 1894, IV, 106). 

Phosphates of A1 , Cr , Fe , Cu , Co , Hi , Mn , Q-l and TT when heated to a 
white heat with an alkali sulphate form oxides of the metals and an alkali 
tribasic orthophosphate; phosphates of Ba, Sr, Ca , Mg, Zn and Cd form 
double phosphates, partial transposition taking place (Derome, C. r., 1879, 89 , 
952; Grandeau, A. CU., 1886, ( 6 ), 8 , 193). 

8. Detection. — The presence of orthophosphoric acid in neutral or acid 
solutions is detected by the use of an excess of an amraoniuiii molybdate 
solution (§75, 6d). With pyro and metaphosphoric acids no reaction is 
obtained except as they are changed to the ortho acid by the reagents 
used. Disodium phosphate, lJ‘a 2 HP 04 , after precipitation with silver 
nitrate^ reacts acid to test papers. With trisodium phosphate the solu- 
tion is neutral (distinction). Orthophosphates are distinguished from 
pyro and metaphosphates by the color of the precipitate with silver nitrate: 

is yellow, Ag^PgO^ and AgPOg are white. Also by the fact that 
only the ortho acid is precipitated by ammonium molybdate. Nearly all 
pyrophosphates are soluble in sodium pyrophosphate, Na^PjO^ (distinc- 
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tion from orthophosphates). Hager (J. C,, 1873, 26, 940) gives a method 
for detecting the })resenee of HgPO^ , H 3 ASO 3 , or HNO 3 in H 3 PO 4 . Sodium 
metaphosphate does not gne a precipitate with ZnSO^ cold and in excess; 
with M‘a 4 P 207 and NaoH.PoO^ a white precipitate of ZnaPoO^ is obtained 
(Knorre, Z. angew,, 1892, 639). 

9 . Estimation. — (a) By precipitation as magnesium ammonium phosphate, 
MgN’H.PO, , and ignition to the pyrophosphate. (6) By precipitation and 
weighing as lead phosphate, Pb 3 (P 04 )ji . (c) By precipitation from neutral or 

acid solution by ammonium molybdate and after drying at 140® weighing as 
ammonium phosphomolybdate. Consult Janovsky (J. C., 1873, 26, 91) for a 
review of all the old methods. 


§256. Sulphur. S = 32.06 . Usual valence two, four and six (§14). 

1. Properties.— Sulphur is a solid, in yellow, brittle, friable masses (from 
meltiiKj); or in yellowish, gritty powder (from suhlimntion) or in nearly white, 
slightly cohering, finely crystalline powder (by preclpitatwn from its com- 
pounds). At — 50° it is white (Schoenbein, ./. />/*., 1852, 55, 161). The specific 
gravity of native sulphur is 2.0748 (Pisati, B., 1874, 7, 361). Melting point rhombic 
114.5°. Boiling pointy 444.53° (Callendar and Griffiths, C. N., 1891, 63, 2). 
Vapor density at 1160° is 34, indicating that the molecule is S2 (Bineau, C. r., 1859, 
49, 799); but at lower temperatures the molecule seems to vary from S2 to 
Sulphur is polymorphous, existing in various crystalline forms, rhombic, mono- 
clinic and triclinic systems, and also in amorphous conditions. It is also classified 
by the relative solubilities of the various forms in carbon disulphide. In chemical 
activity, volatility and other properties it stands as the second member of the 
Oxygen Series: O, 16,000; S, 32.07; Se, 79.2; and Te, 127.5. On being heated 
it melts at 114.5° to a pale yellow liquid; as the temperature rises it grows darker 
and thicker, until at about 180° it is nearly solid, so that the dish may be inverted 
without spilling. At 260° it again becomes a liquid as at first; and at 444.53° it 
boils and is converted into a brownish-red vapor. If it is slowly cooled, exactly 
the same physical changes take place in the reverse order, becoming thick at 180° 
and thin again at 114.5°, and at lower temperatures solid. If, at a temperature 
near its boiling point, it is poured into cold water, it forms a soft, ductile, elastic 
string, resembling india-rubber. In a few hours this ductile sulphur changes back 
to the ordinary form, the change evolving heat. But if poured into water from the 
ether liquid form — that is, at 114.5° — it forms only ordinary, brittle sulphur. In 
contact with air sulphur ignites at 248° (Hill, C. iV., 1890, 61 , 125); burning in air 
or oxygen with a pale blue flame and penetrating odor to SO2 . 

The isolated oxides of sulphur are SO3 , SO* , SjO, and SjO^ . Sulphur and 
oxygen combine directly to form SO2 and SO,; the former by burning sulphur 
in oxygen, the latter by the action of ozone upon SO3; also by burning sulphur 
with oxygen under several atmospheres pressure. SaO, is made by dissolving 
sulphur in sulphur dioxide; S2O7 by the action of the electric discharge upon 
a mixture of SO, and O . 

2. Occurrence. — (a) Found in a free state, and as SO, in volcanic districts. 
(6) As HgS in some mineral springs, (c) As a sulphide: iron pyrites, EeSs: 
copper pyrites, CuEeS,; orpiment, ASsS,; realgar, AS3S2; zinc blende, ZnS; 
cinnabar, HgS; galena, EbS. (d) As a sulphate: gypsum, CaS04.2H20; heavy 
spar, BaS04; kieserite, ]irgS04,H20; bitter spar (Epsom salts), 161^0 
Glauber salt, lTa2SO4,10H3O , etc. 

3. Formation. — (a) By decomposing polysulphides with HCl (Schmidt, Phar- 

maceatisclie CTvemie, 1898, 175). (ft) By adding an acid to a solution of a thio- 
sulphate. (c) By the reaction between SO, and HjS: 280, -f- 4H3S = SS, -f- 
4H2O . (d) By the decomposition of metallic sulphides -with nitric acid: 231,1^ 

+ leHlSrO, = 4Bi(NO,), + 3S, + 4NO + 8H,0 . 
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4* Preparation. — (a) Tlie native sulphur is separated from the clay and rc^k 
in which it is embedded, partly by melting* and partly by distillation, (h) 
From FeSa by heating- in close cylinders SFeS^ = FejS* + S.; or at a hig-her 
temperature: 2 FeS 2 = 2FeS -h Sa . Much of^ the sulphur contained in pyrites 
is converted into and utilized as sulphuric acid. 

5. Solubilities.— Ordinary (not predpitatod) sulphur is soluble in carbon di- 
sulphide; the ductile variety is insoluble. There are several allotropic^ forms 
of sulphur. Samples of commercial sulphur are almost nei-er found which a:re 
entirely soluble or insoluble in carbon disulphide. Forms of sulphur insoluble 
in CS. are changred to soluble forms upon heating to the melting point, 
also amorphous sulphur insoluble in CS, (formed by adding acids to thiosul- 
phates or SOj to HsS) is changed to the soluble form by mixing v^th a solution 
of HaS in water. It dissolves readily in hot solutions of the hydroxides of 
potassium, sodium, calcium or barium, forming polysulphides and thiosulr 
Sates: 3Ca(OH), + 6S, = 2CaS, + CaS,0, + 3H.0 . These can be separated 
by alcoho], in which the sulphides dissolre. These products are also readily 
decomposed by acids with separation of sulphur (method of preparation of 
precipitated sulphur). t 

Precipitated sulphur (in analysis, HCl upon (NHJ.S.) is soluble in benzol or 
low boiling petroleum ether; of value in analysis for the removal of the sulphur 
to detect the presence of traces of -As or Sb sulphides (Presenius, Z., 1894, 88, 
573). 


6. Reactions. 4.— With metals and their compounds..— Sulphur does 
not combine with metals without the aid of heat (see 7), except that under 
very great pressure (6500 atmospheres) it combines with Pb , Sn , Sb ^ Bi , 
Cu , Cd , Pe , Zn , and Mg (Spring, B., 1883, 16, 999). 

Flowers of sulphur boiled with SnCla gives SnS and SnCl^ ; with HgNOg 
almost exactly one-half of the mercury is precipitated as HgS . fTo action 
with sulphates of Cd , Pe", Mn", Ni and Zn ; with acid solutions of SbCls 
and BiCl^ ; or with solutions of As^ and As'" (Vortmann and Padberg, 
B., 1889, 22, 2642). Sulphur boiled with hydroxides of K , Na , 1014 , Ba , 
Ca, Sr, Mg, Co, Hi, Mn, Hg", Bi, Cn', Cu", Cd, Ph, Ag, and Hg' 
forms sulphides and thiosulphates; also some sulphates are formed. No 
action with hydroxides of Pe, Zn and Sn (Senderens, Bl,y 1891, (3), 6, 
800). 

B. — ^With non-metals and their compounds. 

1. HCN warmed with sulphur or a polysulphide becomes a thiocyanate : 
mail + s^ = 2Kcirs or 4Hcn- + 2(nh4)2S4 = 4ira[4C]srs + 2H2S + . 

HirO^ becomes ITO and H2SO4. Strong acid and long continued 
boiling are necessary to the complete oxidation of the sulphur. The 
crystallized variety is attacked with much greater difficulty than the 
amorphous or flowers (Saint-Gilles, A. Ch,y 1858, (3), 54 , 49), 

S, Eed phosphorus combines readily at ordinary temperature, forming 
P2S3 or P2S5 , depending upon the relative amounts of the elements used. 
Orffinary phosphorus combines explosively. See §252, 6. Tribasic sodium 
or potassium phosphate when boiled with sulphur forms alkali polysul- 
phide and thiosulphate, changing the phosphate to dibasic phosphate 
(Filhol and Senderens, (7. r., 1883, 96, 1061). 
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U. H2SO4 , concentrated and hot, becomes SOo from both the S and the 
H2SO4 : 4H2SO4 + So = 6SO2 + 4HoO . 803“ when added to S at 12" 
forms the blue hyposulphurous anhydride, S2O3 (not the anhydride of 
thiosulphuric acid, SoOo). SOo reacts with S even at ordinary tempera- 
tures, forming thiosulphuric acid and tri or tetrathionic acid (Colefax, 
J. C., 1892, 61, 199). 

6. Cl in presence of water forms HCl and H0SO4 . HCIO3 becomes HCl 

and H2SO4 . 

6. Br in presence of water becomes HBr and H0SO4 . HBrOg becomes 
HBr and H2SO4 . 

7. Sulphur does not appear to have any action upon iodine or upon 
iodine compounds. 

7. Ignition.— In th.e air, at ordinary temperatures, finely divided sulphur is 
very slightly oxidized, by ozone, to suJpJniric acid; at 248® it begins to oxidize 
rapidly to sulphurous anhydride, burning with a blue flame. 

Sulphur, when fused with the following elements, combines with them to 
form sulphides: Pb , Ag , Hg , Sn , As , Sb , Bi , On , Cd , Zn , Co , Ni , Pe , 
Sr , Ca , Mg , K , Na , In , T1 , Pt , Pd , Bh , Ir , Li , Ce , La , Me , Pr . 

Svi— n becomes Svi when fused with alkaline carbonate and nitrate or chlorate. 
That is, free sulphur, S® , or any compound containing sulphur with valence 
less than six, is oxidized to a sulphate if fused with an alkaline nitrate or 
chlorate, nitric oxide or a chloride being formed and carbon dioxide escaping. 

8 . Detection. — (a) By burning in the air to a gas having the odor of 

burning matches. (6) By its solubility in CS2 . (c) By formation of 

H2SO4 with oxidizing agents, (d) By the formation of sulphides upon 
fusion with metals, (e) By the blackening of silver coin after boiling 
with alkali hydroxide. (/) Formation of reddish-purple with sodium 
nitroferricyanide after boiling with alkali hydroxide, (g) In organic 
compounds by heating with Na and testing the Na^S with sodium nitro- 
ferricyanide (Vohl, B., ISTG, 9, 875). 

9. Estimation. — Sulphur is usually estimated by oxidation to a sul- 
phate and weighing as BaS04 . 


§257. Hydrosulphuric acid. H 2 S = 34.076. 

H'aS-", H — S — H. 

1. Properties . — Molecular weight, 34.076. Vapor density, 17. Boiling point, 
— 61.8®. Freezing point, — 85.56®. Under a pressure of 14.6 atmospheres it be- 
comes a liquid at 11.11® (Faraday, A., 1845, 56, 156). It is a colorless poisonous 
gas. It burns readily, forming sulphur dioxide and water: 2HsS -j- 30o == 2SO2 
H- 2H2O . The aqueous solution slowly decomposes upon exposure to the air 
with separation of sulphur. The gas is readily expelled from its aqueous 
solution by boiling; slowly when exposed at ordinary temperature. Both the 
gas and the water solutions have a feebly acid reaction towards moist litmus 
paper. They also possess a strong characteristic odor, resembling that of 
rotten eggs. In acid or in alkaline solutions it is a strong reducing agent. 
See 6. 
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2. Occurrence. — Found free in volcanic g*ases and frequently in mineral 
springs. While the inhaled gas is poisonous, the mineral waters containing it 
are reputed to be a healthful beverage. 

3. Formation of Hydrosulphuric Acid.— («) By direct union of the elements 

when passed over pumice stone heated to 400° (Corenwmder, 1«52, (3), 

3^ 77). (h) Heating paraffin or tallow with sulphur (hletcher, 6. iV., lb ^9, 40, 

154)* and by passing illuminating gas through boiling sulphur (Taylor, C. iV., 
1883 * 47 145). U‘) The sulphur in coal becomes H^S in the process of gas- 
making.’ (d) From steam and sulphur at 440°. (e) Often occurs in nature from 

reduction of gypsum by decaying organic matter (JMyers, J, pr., 1869, 108, 12.i). 
(f) Transposition of sulphides by hydracids or by dilute phosphoric or dilute 
sulphuric acid. ({/) Decomposition of organic compounds containing sulphur. 

I^rmation of Sulphides.— (1) By fusion of the metals with sulphur, see 
§256, 7. (2) By action of H,S upon the free metals, hydrogen being evolved. 

With* Eg and Ag this occurs at ordinary temperature, but with most metals a 
higher temperature is needed. (3) Action of HoS on metallic oxides or 
hydroxides. Those sulphides which are decomposed by water (e. g., Al^Sa , 
CraSs) are not formed in its presence, but by action of H^S upon the oxide at 
a red heat. (4) By action of soluble sulphides upon metallic solutions. The 
ordinary sulphides of the first four groups are formed thus, except ferric salts, 
which are precipitated as FeS , and aluminum and chromic salts as hydroxides. 
(5) By action of CSa upon oxides at a red heat. (6) By action of free sulphur 
upon oxides at a red heat. (7) By the action of charcoal upon the oxyacids of 
sulphur at a red heat in presence of an alkaline carbonate. To prepare a 
sulphide absolutely arsenic free, take BaS 04 , 100 grams; coal, pulverized, 25 
grams; and EaCl, 20 grams, mi.x, ram into a clay crucible and ignite to a 
white heat for several hours (Winkler, Z., 1888, 27, 26). (8) By the action of 

zinc amalgam on sulphuric acid (Walz, 0. A"., 1871 23, 245). {9) As a reagent 

for the formation of metallic sulphides in analysis it is recommended by 
Schifi and Tarugi (B., 1894, 27, 3437), Schiff (B., 1895, 28, 1204), and Tarugi 
{Qazzetta, 1895, 26, i, 269), to use ammonium thioacetate, CHsCOSEE 4 ; prepared 
by distilling a mixture of phosphorus pentasulphide and glacial acetic acid 
(300 grams each) with 150 grams of cracked glass. A large distilling flask is 
used and the distillate is collected to 103°. It is then dissolved in a slight 
excess of ammonium hydroxide, diluting* to three volumes from one volume 
of the acid. Salts of the metals of the first two groups in acid solution are 
readily precipitated as sulphides upon warming with this reagent. 

1. 2Fe -f- Sa = 2FeS 

2. 2Ag + HaS = AgaS + Ha 

3. Pb(0H)a + HaS = PbS + 2HoO 
4Fe(OH)5 -f 6HaS = 4FeS + Sa + ISHaO 

4 . 4reCl3 -f 6(NH4)aS = 4FeS + Sa + 12NH4CI 
d. 2CaO 4- CSa = 2CaS 4* COa 

6 . 4CaO + 3Sa = 4CaS 4- 280. 

7. KaSO* + 2C = KaS + 2COa 

4. Preparation. — For laboratory purposes it is nearly always made by 

adding H2SO4 or HCl to FeS . The ferrous sulphide is prepared either 
by fusion of the iron with the sulphur, or by bringing red hot iron rods 
in contact with sticks of sulphur, and is made to drop into tubs of cold 
water. Dilute HgSO^ should be used :* FeS + H2SO4 = FeSO^ + H2S • 
Concentrated H2SO4 has no action on FeS , unless heated and then SOg is 
evolved : 2FeS -|- IOH2SO4 = 9SO2 + lOHgO ; and frequently 

free sulphur is formed by the action of the HgS upon the SO^ first formed. 

* If the acid is diluted with eleven volumes of water ferrous sulphate crystals will m}t be 
deposited. 
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The colorless ammonium sulphide, (1014)28, is prepared by saturating 
ammonium hydroxide with HgS until a sample will no longer give a pre- 
cipitate with a solution of magnesium sulphate ; showing that ammonium 
hydroxide is no longer present. Upon standing the solution gradually 
becomes yellow with formation of the polysulphides or yellow ammonium 
sulphide, (Nll4)oS^ This may he hastened by the addition of sulphur 
(Bloxam, J. U, 1895, 67 , 277). 

Sodium sulphide, ITUoS , is prepared by neutralizing an alcoholic solution 
of IfaOH with HgS and then adding an equal amount of ITaOH and allowing 
to crysiallizo; air being excluded. The various polysulphides^ NUgSg to 
NagSg , are prepared by boiling the normal sulphide with the calculated 
amounts of sulphur (Boettger, A.y 1884^ 223 , 335; Geuther, A., 1884, 224 , 
201 ). 

o. Solubilities. — At 15® water dissolves 2.66 volumes of the gas HgS . 

Sulphides which dissolve in dilute H2SO4 evolve H2S, e. g., CdS, FeS, 
MnS, ZnS, etc. But if a sulphide requires concentrated H2SO4 for its 
solution; S and SO2 are formed or SOg alone; e. g., BiaSg , CuS, HgS . If 
concentrated H2SO4 be used upon a sulphide that might have been dis- 
solved in the dilute acid, then no H2S is evolved: ZnS + 4H2SO4 = ZnS04 
+ 4S0o + 4HoO . Or with a small amount of water present: 2ZnS + 
4H2S04^= 2ZnS04 + 82 + 2SO2 + 4H2O . The sulphur of the zinc sul- 
phide is oxidized to free sulphur and that of the sulphuric acid is reduced 
to sulphur dioxide. HgS is almost insoluble in HNO3 , dilute or concen- 
trated, readily soluble in chlorine, nitrohydrochloric acid, or chloric acid 
if hot. Most other sulphides are soluble in hot HNOg (§74, 6e). Long 
continued boiling with water more or less completely decomposes the sul- 
phides of Ag , As , Sb , Sn , Fe , Co , Hi , and Mn ; no effect with sulphides 
of Hg , Au , Ft , Mo , Cu , Cd , and Zn (Clermont and Frommel, A. Oh., 
1879, (5), 18, 203). 

As a reagent, hydrosulphuric acid, gas or solution in water finds ex- 
tended application in the analytical laboratory. The grouping of the 
bases for analysis depends very largely upon the relative solubilities of the 
sulphides. Hydrosulphuric acid in alkaline solution, alkali sulphide or 
polysulphide, is a scarcely less important reagent, being especially valuable 
in the subdivision of the metals of the second group. 

The sulphides of the first four groups are insoluble. Hydrosulphuric 
acid transposes salts of the first two groups in acid, neutral, and alkaline 
mixtures, except arsenic, which is generally imperfectly precipitated un- 
less some free acid or salt that is not alkaline to litmus be present. The 
result is a sulphide, hut mercurosum forms mercuric sulphide and mer- 
cury, and arsenic acid may form arsenous sulphide and free sulphur. 
Ferric solutions are reduced to ferrous with liberation of anlphur* lu a<ud 
mixture other third and fourth group salts arc not diatuihed, but from 
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solutions of their normal salts traces of cobalt, nickel, manganese, and 
zinc (§135, 6(?) arc precipitated. 

Soluble sulphides transpose salts of the first four * groups. The result 
is a sulphide, except that with ahiminuni and chromium salts it is a 
hydroxide, hydrosulphuric acid being evolved. With mercurous salts, 
mercuric sulphide and mercury are formed ; with ferric salts, ferrous sul- 
phide and sulphur. 

The precipitates have strongly marked colors — that of zinc being white; 
manganese, flesh colored; those of iron, copper, and lead, hlcich; arsenic 
stannic and cadmium, yellow; antimony, orange-red; stannous, irown; mer- 
cury, successively white, yellow, orange, and Mach. 

6. Reactions. 4.— With metals and their compounds.— Some metals 
are converted into sulphides on being treated with hydrosulphuric acid; 
e. Ag, Cn, Hg, etc. The alkali polysulphides slowly attack many 
metals with formation of sulphides: Sn becomes ; Ag becomes 

Ag^S, no action with colorless (1014)28 ; Ni forms NiS ; Fe , FeS ; Cu , 
CuS and then CUgS (with colorless ammonium sulphide, (1^4)28 , Cn2S 
is formed with evolution of hydrogen) (Priwozink, A.^ 1872, 164, 46). 

The hydroxides or non-ignited oxides of Pb", Ag , Hg", 8b , Sn , Bi'", 
Cn, Cd, Fe", Co", Hi", Mn", Zn, Ba, Sr, Ca, Mg, K, Na, and Jra:4 
unite with moist HoS at ordinary temperature to form sulphides without 
change of the valence of the metal. In other cases the valence of the 
metal is changed, usually with liberation of sulphur. 

1. Pb"+“ becomes FbS and S. 

2. As"^ in acid solution forms some ASgS^ and 8 . See §69, 6e. 

HgT becomes HgS and Hg. 

Cr^ becomes Cr'" and S , if tbe HjS be in excess : SKjCiaOj + 

= 4Cr(0H)3 + 3 S 3 + 3KjS + 2 H 2 O . 

5. Fe"' becomes Fe" and S : dFeCl, + SH^S = dFeCl^ + 4HC1 + . 

If the solution be alkaline FeS is precipitated: dFeClg + 6K.,S = 4FeS + 
ISKCl + Sg . 

6. Co"+“ becomes Co" and S . 

7. iri"+“ becomes Hi" and S . 

8. becomes Mn" and S. In alkaline solution with excess of 
an alkali sulphate is formed and UnOg : SZMnO^ + 3KjS = 

3E2SO4 + 4K2O + SMnOj (Schlagdeniafen, Bl., 1874, (2), 22, 16). 

In the above reactions, if an alkaline sulphide be used instead of hydro- 
sulphuric acid, the metal will be precipitated as a sulphide with the 

•The normal fiLsred alkali sulphides KaS), precipitate solutions of calcium and mag- 

nesium salts as the hydroxides : Ca(C 3 H, 09)3 + eNajS + SH 3 O CaCOH), 4 - ZNaC^BsO, + 
2BfaHS. No reaction with the acid fixed alkali sulphides (NaHS, KHg) or with ammonium 
sulphides (Pelouze, Ax Qh^x 1866, (4), 7, IIZ),. 
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formation of an alkali hydroxide; except that the arsenic will remain in 
solution (§69, 5 c) and the chromium will be precipitated as the hydroxide. 
Dry HoS has no action on the dry salts of Pb, Ag , Hg, As, Sb , Sn, 
Bi, Cu, Cd, or Co ; nor does it redden dry blue litmus (Hughes, Pint, 
Mag,, 1892, (5), 33, 471). 

Many insoluble sulphides, freshly precipitated, transpose the solutions of 
other metallic salt.s. In some cases the action is quite rapid at ordinary tem- 
perature, in others long-continued heating (several hours) at 100° is necessary. 
PdS is formed by action of PdClo with sulphides of all the metals following in 
the series below named, but PdS is not transposed by solutions of the metals 
following. Silver salts form AgoS with sulphides of the metals following in the 
series but not with sulphides of Pd and Hg , etc.; Pd , Hg , Ag , Ou , Bi , Cd , 
Sb , Sn , Pb , Zn , Ni , Co , Pe , As , T1 and Mn (Schurmann, A,, 1888, 249, 326). 


B , — ^With non-metals and their compounds. 

i. H 3 Pe(CN’)Q becomes H 4 re(CK ')6 and S. Proof: Boil to expel the 
excess of hydrosnlphuric acid, then add ferric chloride (§126, 66). 

HNO 3 becomes NO and S . If the HNO 3 be hot and concentrated the 
sulphur is oxidized to sulphuric acid. 

S, HgS has no reducing action on the acids of phosphorus. 

4 . H 2 SO 3 becomes pentathionie acid, HoS.Oq, and sulphur: IOH 2 SO 3 + 
IOH 2 S = BHsSgOe + 5So + I 8 H 0 O . With excess of HoS the product is 
entirely free sulphur from both compounds: 2 H 2 SO 3 + ‘iHoS = SSo + 
6 H 2 O (Debus, J, C., 1888, 63, 282). 

H 2 SO 4 , dilute no action ; concentrated and hot, S and SO 2 are formed : 
2 H 2 SO 4 + 2 H 2 S = S 2 4 - 2 SO 2 + 4 H 2 O (§256, 65.4). 

5, Cl with H 2 S in excess forms HCl and S ; with Cl in excess forms HCl 
and H 0 SO 4 . 

HC 163 with HoS in excess forms HCl and S ; with HCIO3 in excess HCl 
and H 2 SO 4 . 

6, Br with HoS in excess forms HBr and S ; with Br in excess HBr and 

H 2 SO 4 . 

HBrOg with HoS in excess forms HBr and S ; with BOBrOa in excess HBr 
and H 2 SO 4 . 

7 . I becomes HI and S (Filhol and Mellies, A, Oh., 1871, (4), 22, 58). 
HIO 3 becomes HI and S . 


7* Ignition. — ^Dry hydrosulphuric acid gas is not decomposed when heated to 
350° to 360°. At this temperature AsHs in presence of potassium polysxilphide, 
K*St liver of sulphur, is decomposed: 2ASH3 -j- SKsS, = SK^AsSs + SH^S; 
thus furnishing a ready means of purifying H 2 S for toxicological work (§69, 
6'6) (Pfordten, B„ 1884, 17, 2897). 

If air be excluded some sulphides may be sublimed unchanged-, e. g,, SgS , 
As«S. , ASsSb , SbgSa , etc. In some cases part of the sulphur is separated, 
leaving a sulphide of a lower metallic valence: EFeS* = 21’eS + Sj • 
sulphides remain unchanged upon ignition in absence of air; e. ^7., JFeS , JttnB , 
CdS , etc. All sulphides suffer some change on being ignited in the air; some 
•lowly, otters rapidly; Sb.S. , CuS , A1,S, . Or.S. , etc., evolve SO, and leave 
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the oxide oi the metal; HgS , Ag^S , etc., evolve SO, and leave the ' 

All sulphides, as vp'ell as all other compounds of i: eulnhate^* 

or KCIO* in presence of an alkali carbonate are oxidized to an 

forming NO or KCl and evolving CO^ . The metal is changed to the carbonate, 

oxide or the free metal (§#228, 7). fmw 

When ignited on charcoal with sodium c^bonat^or from 

sulphates) if ipnited in a porcelain crucible with sodium carbonate— scnuhle 
»«ipfcideAre obtained. The production of the sodium is proved by the 

mek stain of Ag,S , formed on metallic silver by a moistened portion of tlie 
ifused mass. (Compounds of selenium and tellurium, §§ll-» •) 


8. Detection. — (a) The odor of the gas constitutes a delicate and char- 
acteristic test when not mixed with other gases having a strong odor, 
(6) The gas blackens filter paper moistened with a solution of ^lead ace- 
tate, delicate and characteristic. In the detection of traces of the gas, 
a slip of bibulous paper, so moistened, may be inserted into a slit in the 
smaller end of a cork, which is fitted to the test-tuhe, wherein the material 
to be tested is treated with sulphuric acid; the tube being set aside in a 
warm place for several hours. If any oxidizing agents are present as 
chromates, ferric salts, manganic salts, chlorates, etc. ^hydrosulphuric 
acid is not generated, but instead sulphur is separated, or sulphates are 
formed (6). (c) The gas blackens silver nitrate solution, delicate but 

PHg, AsHg, and SbHg also blacken silver nitrate solution, (d) By its 
reducing action upon nearly all oxidizing agents with separation of sul- 
phur, which is detected according to §256, 8. KM11O4 is perhaps the most 
delicate test hut the least characteristic, (e) Its oxidation to a sulphate 
is characteristic in absence of other sulphur compounds. This method 
is usually employed with sulphides not transposed by dilute H^SO^ ; 
chlorine, nitrohydrochloric acid or bromine being the usual oxidizing 
agents. Also, these sulphides and certain supersulphides, attacked with 
diflSculty by acids, as iron pyrites and copper pyrites^ are reduced and 
dissolved, with evolution of hydrosulphuric acid, by dilute sulphuric acid 
with zinc. The gas, with its excess of hydrogen, may be tested by method 
(/). (/) Sodium nitroferricyanide Na2[Pe(C3f)5(Br0)].2H20 also known 
as sodinm nitroprusside gives a very delicate and characteristic test for 
HjS as an alkali sulphide. The gas is passed into ammonium hydroxide; 
and to this mixture a 20 per cent solution of the reagent is added, pro- 
ducing a transient reddish-purple color. IVee HgS, dilute, remains 
colorless; a concentrated solution gives a blue color, due to the reducing 
action of the HgS on the ferricyanide. Caustic alkali hinders the reac- 
tion. 0.000018 gram of HgS , as gas or alkali sulphide, can be detected by 
this reagent (Reichard, Z., 43, 222). {g) The most delicate test for hy- 
drogen sulphide involves the formation of methylene blue (E. Fisher, Ber,, 
16, 2234). By this test 0.02 mg. of hydrogen sulphide in a liter will give 
a blue color after standing half an hour. The test is carried out as 
follows: to the solution to be tested is added one-tenth of its volume 
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of concentrated HCl, then a small amount of dimethylparaphenylendiamine 
sulphate (NH 2 ,CA.N(CH 3 )o.H.S 0 ,) and after it has dissolved a drop 
or two of dilute ferric chloride solution. 

For method of separation of the various sulphur compounds from each 
other consult Kynaston (J. C., 18o9, 11, 166), Bloxam (0. N., 1895, 
72, 63), Votocek (Ber., 1907, 40, 414) and Autenrieth and Windaus 
{Z., 1898, 295). 

9. Estimation.— Sulphides are usually oxidized to HoSO^ (by chlorine, 
l)romine, or nitrohydrochloric acid, or by fusion with BUTOa and Na^COa) 
precipitated with BaCL and weighed as BaS 04 . 


§258. Thiosulphuric acid. HgSoOs = 114.136. 


Difliionoiis acid. 

0 

il 

H'a(So)'vO-% ,H — 0 — S — S — 

II 

0 

1. Properties. — Thiosulphuric acid, H2S2O5 (formerly called hyposulphurous 
acid), has not been isolated; but it almost certainly exists in dilute solutions, 
when a dilute weak acid is added to a solution of sodium thiosulphate, Na2S2 08 , 
soon beginning to decompose into H2SO3 and S (Landolt, J?., 1883, 16, 2985). 
The thiosulphates are not particularly stable compounds, some decomposing 
almost immediately upon forming; e. g., mercury thiosulphates. Alkali thio- 
sulphates decompose upon heating into sulphate, and poly sulphide: 4N'a2S20s = 
SKa^SO^ 4- Na^Ss . Other salts give also S and HgS . Boiling solution of a 
thiosulpha^te gives a sulphate and HgS or a sulphide of the metal. 

2. Occurrence. — Not found in nature. 

3. Formation. — Thiosulphates are formed by the oxidation of alkali or 
alkaline earth polysulphides by exposure to the air or by SO2 or KaCrgO^: 
2GaS5 4“ 3 O 2 = 20aS203 4- SSg; 4Ha2S5 4- 6 SO 2 = 4Ha2S2 03 + gSg; 2 X 283 4- 
4K2Cr307 4- 13H2O = SKgSaOs -f SCrCOH)* 4- 2KOH (Boepping, A., 1843, 46, 
172; Gueront, C. r., 1872, 75, 1276). Also by heating ammonium sulphate with 
phosphorus pentasulphide (Spring, B., 1874, 7, 1157). 

4. Preparation. — Thiosulphates are prepared by boiling sulphur in a solu- 
tion of normal alkali sulphite: 2hra2S03 -4-82 = 2X8.28203 . Fixed alkali or 
alkaline earth hydroxides with sulphur also form thiosulphates: 3Ca(OH)2 4" 
68g = 2CaS5 4- CaSgOg + SHgO (Filhol and Seiiderens, C. r., 1883, 96, 839; 
Senderens, C. r., 1887, 104, 58). Commercial sodium thiosulphate is prepared 
by passing SO 2 into “ soda waste ” suspended in water, calcium thiosulphate 
being formed. This is treated with sodium sulphate, filtered and evaporated 
to crystallization. 

5. Solubilities. — The larger number of the thiosulphates are soluble in wat^; 
those of barium, lead and silver being only very sparingly soluble. The thio- 
sulphates are insoluble in alcohol. They are decomposed, but not fully dis- 
solved, by acids, the decomposition leaving a residue of sulphur. 


* Bimte, B., 1874, 7, 646, 
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Alkali thiosulphate solutions dissolve the thiosulphates of lead and silver; 
also the chloride, bromide and iodide of silver, and mercurous chloride; the 
Iodide and sulphate of lead; the sulphate of calcium, and some other precipi- 
tates — ^by formation of soluble double thiosulphates’. 

Ag,S,0» -1- Na,SjO. = 2 MraAgSj 03 
AgCl -1- = NaAgS-O, + Nad 

PbSO. + 3Na,S,0, = Na.PbfSjOOs + Na,,SO* 

6. Beacttons.— A.— With metals and their compounds.— With soluble thio- 
sulphates, solutions of lead and silver salts are precipitated as thiosulphates, 
white, soluble in excess of alkali thiosulphate. These precipitates decompose 
upon standing*, rapidly on warming, into sulphides and sulphiine acicl: AgaSoUj 
4- HjO = AgsS 4- H2SO4 . Soluble mercury salts with sodium thiosulphate 
form a white precipitate, almost instantly turning black with decomposition to 
mercuric sulphide. KajSaOj blackens HgCl , a portion of the mercury going 
into solution, colorless, reprecipitated black upon warming. 

Acid solutions of arsenic and antimony are precipitated by hot solution of 
as sulphides, ASaS# and Sb^Sa (a separation from tin,* which is not 
precipitated) (6e, §§69, 70 and 71). Solutions of copper salts with thiosul- 
phates, on long standing, precipitate cuprous salt, changed by boiling to 
cuprous sulphide and sulphuric acid (separation from cadmium, §78, 6e). 

Solutions of ferric salts are reduced to ferrous salts with formation of sodium 
tetrathionate: 2reCl, 4- = 2FeCla 4- 2NaCl 4- NaaS^O,; used as a 

quantitative method of estimation, with a few drops of potassium thiocyanate 
as an indicator. Chromic acid (chromates in acid solution) are reduced to 
chromic salts with oxidation of the thiosulphate. 

Permanganates in neutral solution become manganese dioxide, in acid solu- 
tion the reduction is complete to manganous salt, a sulphate and dithionate 
being formed (Luckow, Z., 1893, 32, 53). 

Barium chloride forms a white precipitate of barium thiosulphate, BaSjOs , 
nearly insoluble in water; 100 parts of water dissolve 0.2676 part of BaS203- H2O 
at 17.5®. Calcium chloride forms no precipitate (distinction from a sulphite). 

B, — 'With, non-metals and their compounds. — ^When thiosulphates are decom- 
posed by acids, the constituents of thiosulphuric acid are dissociated as sul- 
phurous acid and sulphur. Nearly all acids in this way decompose thiosul- 
phates: aNajSsO* 4- 4H01 = 4NaCl + 2H2SO3 -f- . 

Thiosulphates are reducing agents — even stronger and more active than the 
sulphites to which they are so easily converted. This reduction is illustrated 
by the action on arsenic compounds, on ferric salts and on chromates and 
permanganates as given above. Also the halogens are reduced to the halide 
salts forming a tetrathionate: 2Na3S30s 4- I3 = 2NaI -f- NaoS40e . If chlorine 
or bromine be in excess the tetrathionate is further oxidized to a sulphate: 
BasSsOy 4" 401# 4- SHjO = Ba#S04 -f* H2SO4 4- 8HC1 . Chloric, bromic and 
iodic acids are first reduced to the corresponding halogens and then with an 
excess of the thiosulphate to the halides, alw’ays accompanied with the separa- 
tion of sulphur. Nitric acid is reduced to nitric oxide with the separation of 
sulphur. 

7. Ignition. — On igni^n, or by heat short of ignition, all thiosulphates are 
decomposed. Those of the alkali metals leave sulphates and polysulphides (a), 
others yield sulphurous acid with sulphides, or sulphates, or both. The 
capacity of thiosulphates for rapid oxidation, renders their mixture with 
chlorates, nitrates, etc., explosive, in the dry way. Chlorates with thiosulphates 
explode violently in the mortar. Cyanides and ferricyanides, fused wuth thio- 
sulphates, form thiocyanates, which may be dissolved by alcohol from other 
products. By fusion on charcoal with NajCO^ , thiosulphates form sulphides 
(6) and (0); and by fusion with an alkali carbonate and nitrate or chlorate, 

* According to Vortmann (JWf., 1886, 7, 418) sodium thiosulphate may be used instead of hydro- 
sulphuric acid in the second group of bases. An excess of the reagent is to be avoided and 
nitric acid should be absent. 
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a sulphate is formed (d). By ignition of a metallic salt with Na2Si>08 in a 
dry test-tube the f'haracteristic colored sulphide of the metal is obtained 
(Landauer, B,, 1872, 5, 406). 

(a) = ISTa^Ss + 

(b) + Na^CO, +20=: 2-Nsi,S + 300, 

(c) 2PbSoO, + 4N’a,00, + 50 = 4Na2S + 2Pb + 900, 

(d) 3Na,S,0, + SNa^CO, + 4X010, = SNa^SO^ + 4X01 + 300, 

8. Detection.— In analysis, thiosulphates are distinguished by giving a pre- 
cipitate of sulphur with evolution of sulphurous anhydride when their solu- 
tions are treated with hydrochloric acid; by their intense reducing power, 
shown in the blackening of the silver precipitate; and by non-precipitation of 
calcium salts. 

The precipitation of sulphur with evolution of sulphurous anhydride, by addition 
of dilute acids — as bydrocbloric or acetic — ^is characteristic of thiosulphates. 
It will be understood, however, that in presence of oxidizing agents, which can 
be brought into action by the acid, sulphides will likewise give a precipitate of 
sulphur. 

In the presence of a sulphate and sulphite the thiosulphate is detected as 
follows: Add Ba0l2 and NH4OI in excess, then HCl to solution of all but the 
BaS04 . Filter and treat the filtrate with iodine, forming BaSOi of the sulphite 
and BaS406 of the tluosulphate. Filter and add bromine to the filtrate, which 
then forms BaS04 (Smith, C. iV’., 1895, 72, 39). 

Sulphides, sulphites and thiosulphates may be separated as follows: — ^Add to the 
neutral solution cadmium carbonate, shake and filter off the cadmium sulphide and 
excess of cadmium carbonate. Test the filtrate for sulpMde with sodium nitro- 
prusside and again add cadmium carbonate until the sulpnide is entirely removed. 
Add strontium nitrate to the filtrate, allow to stand overnight and filter off the 
strontium sulphite. Test the precipitate for sulphurous acid. Test the filtrate 
for thiosulphuric acid by acidifying with HCl and warming. (Autenrieth and 
Windaus, Z., 1898, 295.) 

9. Estimation. — By titration with a standard solution of iodine, or by titrating 
the iodine liberated by a standard solution of potassium dichromate (§§126, 10, 
and 279, 6B7). 


§259. Hyposulphurous acid. H^SOs = 66*076. 


{Eydrosulpliurous or dithionous acid,) 

II 

0 

Obtained by Schiitzenberger (C. r., 1869, 69, 196) by the action of zinc on 
sulphurous acid: Zn + 280, + HaO = ZnSO, + HaSO, . The sodium salt is 
formed by treating a concentrated solution of sodium acid sulphite with zinc 
filings: Zn + SNaHSO, = ZuSO, + XasSO, + NaHSO, + HoO . In the forma- 
tion of the free acid or of the sodium salt no hydrogen is evolved. It is a very 
unstable compound, a strong reducing agent, rapidly absorbs oxygen from the 
air, becoming sulphurous acid or a sulphite. According to Bernthsen (B., 1881, 
14, 438) the sodium salt does not contain hvdrogen. He grives the formula as 
Na^SjO^: Zn + 4 XaHS 03 = ZnSOa + + 2 H 3 O . It is used 

in the preparing of indigo white for the printing of cotton fabrics. See also 
Dupre, J, (7., 1867, 20, 291. 
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§260. Dithionic acid. HoSoOg = 162.136. 

0 0 

II II 

,H — 0 — S — S — 0— H. 

II II 

0 0 

Known only in the form of its salts and as a solution of the acid in water. 
The free acid or the anhydride has not been prepared. The manganous salt 
is prepared by the action of a solution of sulphurous acid upon manganese 
dioxide at a low temperature: MnOg + 2 H 2 SO 3 = MnSjOe + 2 H 2 O , Similar 
results are obtained with nickelic or ferric oxides (Spring and Bourgeois, Bh, 
1S80, 46, 151). The acid is obtained by treating the manganous salt with 
!Ba(OH )3 and the filtrate from this with the calculated amount of H 2 SO 4 . 
It is a colorless solution and may be evaporated in a vacuum until it has a 
specific gravity of 1.347. It decomposes upon further heating: HsSaOe = H 2 SO 4 
+ SO. . All ether tJiionic compmmds decompose %ipon heating with separation of 
mlphur. By exposure to the air dithionic acid is oxidized to sulphuric acid. 
All dithionates are soluble in water and may be purified by evaporation and 
crystallization (Gelis, A. Ch,, 1862, (3), 65, 230). 

Dithionic acid is also prepared by carefully adding a potassium iodide solu- 
tion of iodine to sodium acid sulphite (Holst and Otto, Arch, Pharm,, 1891, 229, 
171); Spring and Bourgeois (Arch, Pharm,, 1891, 229, 707) contradict the above 
statement. 


§261. Trithionic acid. HgSgOg = 194. 196 . 
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The free acid and anhydride are not known. The potassium salt is prepared 
by boiling potassium acid-sulphite with sulphur (a); by treating potassium 
thiosulphate with sulphurous acid (6) (no action with sodium thiosulphate) 
(Baker, 0. N,, 1877, 36, 203; Villiers, C. r., 1889, 108, 402); by the action of 
mdine on a mixture of sodium sulphite and thiosulphate (c) (Spring, B., 1874, 

(a) 12 ZHSO 3 + S. = + 2K,S0, + 6 H 3 O 

(&) 4 K 3 S 0 O 3 + 6 SO 3 = + S 3 

(c) + I 2 = Ha^SaOe 2 HaI 

The acid is prepared by adding perchloric or fiuosilicic acid to the potassium 
salt. The acid is quite unstable; at low^ temperature in a vacuum it decom- 
poses into SO. , S and H 2 SO 4 . The salts are quite stable; they are not oxidized 
by chloric or iodic acids, while the free acid is rapidly oxidized by these acids. 
Fixed alkalis or sodium amalgam change the trithionate to sulphite and thio- 
sulphate (Spring, Lc,), 
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§262. TetratHonic acid. H„S 40 „ = 226.356. 
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The salts are soluble in water and are comparatively stable. They are best 
obtained in crystalline form by adding alcohol to their solutions in water. 
The acid has not been isolated but it is much more stable than the tri or 
pentathionic acids. In dilute solution it can be boiled without decomposition. 
The concentrated solution decomposes into H2SO4 , SO2 and S . 

Tetrathionates are prepared by adding iodine to the thiosulphates: 2BaS203 + 
zziBaS^Oe 4- Balo (Maumene, C. /*., 1879, 89, 422). The lead salt is obtained 
by the oxidation of lead thiosulphate by lead peroxide in presence of sulphuric 
acid: aPbS^O, + PbO. + = PbS^Oe 4* 2PbS04 + 2H2O (Chancel and 

Diacon, J. pr,y 1863, 90, o5). To obtain the acid the lead should be removed 
by the necessary amount of sulphuric acid, and not by hydrosulphurio acid, 
which causes the formation of some pentathionic acid. A number of other 
oxidizing agents may be used to form the tetrathionate from the thiosulphate 
(Fordos and Gelis, C. r., 1842, 15, 920). Sodium amalgam reconverts the tetra- 
thionate into the thiosulphate: !Kra2S403 -{- 2Na = 2N‘a2S203 (Lewes, J. C., 1880, 
39, 68; 1881, 41, 300). Tetrathionic acid is also formed with pentathionic acid 
in the reactions between solutions of H^S and SO2 (Wackenroder’s solution, 
A., 1846, 60, 189). See also Curtius and Henkel {J. pr,, 1888, (2), 37, 137). The 
acid gives no precipitate of sulphur when treated with potassium hydroxide 
(distinction from pentathionic acid). 


§263. Pentathionic acid. HoSgO,. = 258.316. 
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Only known in the salts and in the solution of the acid in water. It is formed 
by the action of HjS upon SOj in the presence of water (a); by the action of 
water on sulphur chloride (h ) ; by the decomposition of lead thiosulphate with 
HjS (Persoz, Pogg., 1865, 124, 257): 

a. lOHjSOa 4- IOH2S = 2H2S50e 4- SSo 4- I8H0O 
h, IOS2CI2 + 12H2O = 2H2S60e + 58, + 20HC1 
The filtrate from the decomposition of SO2 by H^S is known as Wackenroder’s 
solution (Arch. Pliarm., 1826, 48, 140). It has been shown to contain the tri 
and tetrathionic acids in addition to the pentathionic acid (Debus, 0. N., 1888,- 
67, 87). Pentathionic acid may be concentrated in a vacuum until it has a 
specific gravity of 1.6; farther concentration or boiling heat alone decomposes 
it into H2SO4 , SO2 and S . The solution of the acid does not bleach indigo. 
When treated with a fixed alkali hydroxide an immediate precipitate of sulphur 
is obtained (distinction from H2S4O6): 4H2S5O3 + 20NaOH = elSTaaSOs + 
4^28303 + 3S2 4- I4H2O (Takamatsu and Smith, J. C., 1880, 87, 592); or if the 
HaOH be added short of neutralization: lOPCoSsOe 4" 20NaOH = 10118^8403 4“ 
58 * 4- 20HaO . Neutralization of pentathionic acid with barium carbonate gives 
barium tetrathionate and sulphur (Takamatsu and Smith, J, (7,, 1882, 41, 162; 
Lewes, C., 1881, 89, 68), See also Spring, A., 1879, 199, 97. 
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§265. Sulphurous anhydride. SO^ = 64,06. 
Sulphurous acid. HgSOg = 82.076. 


0 

II 

S^^o-", and H'^S^O-"., 0 = S = 0 and H — 0 — S — 0 — H. 

1. Properties.— Sulphurous anhydride, SO2 , sulphur dioxide, is a colorless gas 
of a strong suffocating odor of burning sulphur. Specific gravity of the liquid 
at O'*, 1.4338 (Cailletet and Matthias, G, r., 1887, 104, 1563); of the gas at 0® and 
760 mm. pressure, 2.2369 (Leduc, C. r., 1893, 117, 219). It is liquefied at atmos- 
pheric pressure upon cooling to —10® (Pierre, C. r., 1873, 76, 214). In an open 
dish it evaporates rapidly, the temperature of the remaining liquid dropping 
to —75®; or by evaporating rapidly under diminished pressure it becomes a 
white wooly solid. Cooled to — 76.1® it becomes a snow-white solid (Faraday, 
G. r., 1861, 53, 846). The dry gas is not combustible in the air, does not react 
acid to litmus, but in presence of water it has a marked acid reaction. The gas and 
the free acid, not the salts, are quite poisonous, due to the absorption of the 
SO2 by the blood and oxidation to H2SO4 . The gas is soluble in water, form- 
ing probably sulphurous acid, H2SO3 . The pure acid has not been isolated, 
but forms salts mono and dibasic as if derived from such an acid (Michaelis 
and Wagner, P., 1874, 7, 1073). It has a strong odor from vaporization of 
sulphurous anhydride, which is soon completely expelled upon boiling. The 
acid oxidizes slowly in the air, forming H2SO4 , hence sulphurous acid usually 
gives reactions for sulphuric acid. Light seems to play an important part in 
this oxidation (Loew, Am. S., 1870, 99, 368). The moist gas or a solution of the 
acid is a strong bleaching agent, however not acting alike in all cases. Wool, 
silk, feathers, sponge, etc., are permanently bleached; also many vegetable sub- 
stances, straw, wood, etc.; yellow colors and chlorophyll are not bleached; red 
roses are temporarily bleached, immersion in dilute H3SO4 restoring the color. 

2. Occurrence. — Found free in volcanic gases (Ricciardi, R., 1887, 20, 464). 

3. Formation, — (a) By burning sulphur in air. (6) By heating sulphur with 
various metallic oxides, (c) By decomposition of thiosulphates with HCl. (d) 
By burning H.S or CS3 in air. (e) By the action of hot concentrated sulphuric 
acid on metals, carbon, sulphur, etc. (f) By heating sulphur with sulphates. 
(g) By decomposition of sulphites wdth acids: 

(a) S, + 2O2 = 280. 

(&) Mn02 +82 = MnS -|- SO^ 

2Pb304 + 5S2 = 6FbS + 480* 

(c) 2 Nr,S,0:, -f 4HC1 = 4NaCl + 280* + 8* + 2H*0 

(d) 2 H 28 + 3 O 2 = 280 * + 2 H *0 

CS* + 3O2 = 280* -f CO* 

(e) CvL + 2H*S04 = CU8O4 + 80* 2H,0 

8* + 4H28O4 = 680* -1- 4H*0 

C + 2H*804 = 280* + CO* -h 2H*0 

(f) Fe804 4- S* = Fe8 + 280* 

{g) Na*80* + 2H*804 = 2NaHS04 + SO* + H*0 

4 Preparation. — (a) By heating moderately concentrated sulphuric acid with 
copper turnings: Cu + 2H*S04 = CUSO4 + SO, -f- 2H,0 . The gas is dried by 
passing through concentrated sulphuric acid. (&) By heating a mixture of 
sulphur and cupric oxide in a hard glass tube. (0) In a Kipp’s generator by 
decomposing cubes composed of three parts calcium sulphite and one part of 
calcium sulphate, vdth dilute sulphuric acid (Neumann, B., 1887, 20, 1584). 

Preparation of sulphites.— The sulphites of the ordinary metals are usually 
made by action of sulphurous acid upon the oxides or hydroxides of the metals. 
They are normal, except mercurous, which is acid, and chromium, aluminum 
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and copper, which are basic. Sulphurous acid precipitates solutions of metals 
of the first and second groups, except copper and cadmium. 

The sulphites of the alkalis precipitate solutions of the other metals except 
chromium salts; and some normal sulphites may be made in this manner. 
The sulphites of silver, mercury, copper and ferricum (known only in solution) 
are unstable, the sulphurous acid becoming sulphuric at the expen^ ot the 
base, which is reduced to a form having a less number of bonds. Wi^ the 
unstable stannous sulphite the action is the reverse. (See 6A.) sulphites oy ex- 
posure to the air slowly absorb oxygen, and are partially 
5. Solubilities. — One volume of water at 0 . 
phurous anhydride; at 20% 36.206 volumes (Carius, A,, 1855, 94, 148), or at 20 , 
0.104 part by weight (Sims J. C„ 1862, 14, 1). One volume of alcohol dissolves 
at 15% 116 vol. SO 2 . Charcoal absorbs 165 volumes, pmphor 308 volumes, 
glacial acetic acid 318 volumes of the gas. Liquid sulphurous anhydride dis- 
solves P , S , I , Br and many gases. , m +>,0 

The sulphites of the metals of the alkalis are soluble in water, the 

normal sulphites of all other metals are insoluble, or but very 
in water. The sulphites of the metals of the alkaline earths, some others 
are soluble in solution of sulphurous acid, the solution being precipitated on 
boiling. The alkali bases form acid sulphites (bisulphites), 
obtained in the solid state, but evolve sulphurous anhydride. The sulphites 
are insoluble in alcohol. They are decomposed by all acids except carbonic 
and boric, and in some instances, hydrosulphuric. 


6. Keactions. .1.— With metals and their compounds.— Sulphurous acid 
reacts with Zn, Pe, Sn, and Cu to form hyposulphurous acid, H^SO, 
(Schiitzenberger, C. r., 1869, 69, 196). With Zn in the presence of HCl 
it is reduced to hydrosulphuric acid: 3Zn + 6HC1 -f" S2SO3 = SZnCL 4~ 
H.S + aHoO . Free sulphurous acid precipitates solutions of first and 
second group metals except those of copper and cadmium; solutions of 
other metallic salts are not precipitated owing to the solubility of the 
sulphites in acids. 

Alkali sulphites precipitate solutions of all other metallic salts. The 
precipitates, mostly white, are soluble in acetic acid. The precipitates 
of Pb , Hg , Ba , Sr , and Ca are usually accompanied by sulphates, due to 
the fact that soluble sulphites nearly always contain sulphates (4). 

Solution of lead acetate precipitates, from solutions of sulphites, lead 
sulphite, PbSOs , white, easily soluble in dilute nitric acid; and not blacken- 
ing when boiled (distinction from thiosulphate). Solution of silver nitrate 
gives a white precipitate of silver sulphite^ ^ easily soluble in very 

dilute nitric acid or in excess of alkaline sulphite, and turning dark- 
brown when boiled, by formation of metallic silver and sulphuric acid. 
Solution of mercurous nitrate with sodium sulphite gives a gray precipi- 
tate of metallic mercury. Solution of mercuric chloride produces no 
change in the cold; but on boiling, the white mercurous chloride is precipi- 
tated, with formation of sulphuric acid. Still further digestion, with 
sufldcient sulphite, reduces the white mercurous chloride to gray metallic 
mercury (§58, 6a). 

Solution of ferric chloride gives a red solution of ferric sulphite, 
Pc^{S0,), ; or, in more concentrated solutions, a yellowish precipitate of 
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basic ferric sulphite, also formed by addition of alcohol to the red solu- 
tion. The red solution is decolored on boiling; the acid radical reducing 
the basic radical, and forming ferrous sulphate. 

Solution of barium chloride gives a v^hite precipitate of larium sul- 
phite, BaSOg, easily soluble in dilute hydrochloric acid — distinction from 
sulphate, which is undissolved, and should be filtered out. ?^ow, on adding 
to the filtrate nitrohydrocMoric acid, a precipitate of barium sulphate 
is obtained — evidence that sulphite has been dissolved by the hydrochloric 
acid: 

BaSOj + 2HC1 = BaCl^ + 

BaCl. + H 2 SO 3 + CI 2 + H 2 O = BaSO, + 4HC1 

One part of barium sulphite is dissolved by 46,000 parts of water 
at 18^ 

Calcium chloride reacts similar to barium chloride, the precipitate of 
calcium sulphite being less soluble in water than the corresponding sul- 
phate. One part of calcium sulphite is dissolved by 800 parts of water 
at 18® while one part of the strontium salt is dissolved by 30,000 parts 
water at 18®. 

Sulphurous acid and sulphites are active reducing agents by virtue of 
their capacity for oxidation to sulphuric acid and sulphates. 

The reactions with silver, mercury and ferricum given above illustrate 
the reducing action, and the following should also be noted: 

PbOo becomes lead sulphate. 

As''^ forms arsenous and sulphuric acids. 

Sbv forms Sb'". 

Cu" becomes cuprous sulphate. 

Cr^^ forms chromic sulphate. 

Co'" forms cobaltous sulphate. 

MT" forms nickel sulphate. 

forms manganous sulphate. 

With MnO^ in the cold, manganous dithionate, MnSgOe, is formed 
(Chnelin^s Hand-hooJc, 2, 174). 

With stannous chloride sulphurous acid acts as an oxidizing agent, form- 
ing stannic sulphide and stannic chloride or stannic chloride and hydro- 
sulphuric acid, according to the amount of hydrochloric acid present 

(§71, 6e). 

B . — ^With non-metals and their compounds. — ^TJpon other acids sul- 
phurous acid acts as a reducing agent, except with hypophosphorous, phos- 
phorous, and hydrosulphuric acids. 

I. H 3 Fe(CN)e forms H 4 re(ClI )5 and H 2 SO 4 . 

HNO 2 and HNOj form NO and HgSO^ . 
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S. PHs + 2HoS0, = H,P04 + S. + 2H2O (Carvazzi, Gazzetta, 1886, 16, 
169). H,P0o becomes H^PO^ and the SO. is reduced to S , and with excess 
of H,P0/to ks . H3PO. forms H3PO, and H.S (§253, 6). 

Jf. HoS forms S from both compounds : 4H2S + 280. = . 

See also §263 , 

5. Cl , HCIO , and HCIO3 form hydrochloric and sulphuric acids. 

6. Br forms hydrobromic and sulphuric acids. HBr03 forms first 
bromine then hydrobromic acid, sulphuric acid in both cases. 

7. I forms hydriodic and sulphuric acids. In presence of hydrochloric 
acid and a barium salt it servos as a means of detecting a sulphite 
mixed with a sulphate and a thiosulphate (Smith, 0. N., 1895, 72, 39). 
HIO3 forms first iodine then hydriodic acid, sulphuric acid in both cases. 

7. Ignition. — Acid sulphites heated in sealed tube to 150® are decomposed 
into sulphates and sulphur (Barbaglia and Gucci, B., 1880, 13 , 2325; Berthelot, 
A. Ch., 1864. (4), 1 , 392). Dry SO, at high heat with many metals is decom- 
posed, forming a sulphide and sulphate or sulphite (Uhl, B., 1890, 23 , 2151). 
Sulphites are decomposed by heat into oxides and sulphurous anhydride: 
CaSOs = CaO -f- SO,; or into sulphates and sulphides: 41^02803 = 3Ua2S04 + 
Na 2 S . 

8 . Detection. — Free sulphurous acid is detected by its odor and by its 
decolorizing action upon a solution of KKnO^ or I (Hilger, J. (7., 1876, 
29, 443). The reaction with iodic acid is also employed as a test for 
sulphurous acid (as well as for iodic). A mixture of iodic acid and starch 
is turned violet to blue by traces of sulphurous acid or sulphites in vapor 
or in solution, the color being destroyed by excess of the sulphurous acid 
or the sulphite. Sulphites are distinguished from sulphates by failure to 
precipitate with BaCl. in presence of HCl . After removal of the BaSO^ 
by filtration the sulphite is oxidized to sulphate by chlorine water and 
precipitated by the excess of BaCls present. For separation from sulphides 
and thiosulphates see §258, 8. 

Normal potassium sulphite, K2SO3, is alkaline to litmus but when 
treated with BaCh gives a neutral solution. The acid sulphite, EHSO3 , 
is neutral to litmus but with BaCl2 gives an acid solution: 2KHSO3 + 
BaClo = BaS03 + 2KC1 + SO. + (Yilliers, C. r., 1887, 104, 1177). 

9. Estimatioii. — (a) After converting into H2SO4 by HNOg or Cl it is precipi- 
tated by BaCla and weighed as BaS04 . (&) The oxidation is effected by fusing 

with ITaaCO* and KKO, (equal parts), (c) A standard solution of iodine is 
added, and the excess of iodine determined by a standard solution of N&^SsOg . 
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§266. Snlphuric acid. Ht,S 04 = 98.076. 

0 
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II 

0 

1. Properties. — ^Absolute sulphuric acid, H.SO^ , is a colorless oilv liquid 
(oil of vitriol); specific gravity, 1.8371 at 15° (Mendelejefi, B., 1884, 17, 2541). 
According to Marignac (A. Cli,^ 1853, (3), 39, 184), it begins to boil at about 
290°, ascending to 338° with partial decomposition. At temperatures much 
below the boiling point (100°) it vaporizes from open vessels, giving otf heavy, 
white, sutfocating vapors, exciting coughing without giving premonition by 
odor. At ordinary temperature it is non-volatile and inodorous. At low tem- 
peratures it solidifies to a crystalline mass. The freezing point is greatly 
infiuenced by the amount of water present. When the acid contains one mole- 
cule of water, H3SO4.H2O , the melting point is highest, +7.5° (Pierre and 
Puchot, A. CA., 1874, (5), 164). 

H 2 SO 4 is a very strong acid and, because of its high boiling point, 
displaces all the volatile inorganic acids; on the other hand it is displaced, 
when heated above its boiling point, by phosphoric, boric, and silicic acids. 
It is a dibasic acid, forming two series of salts, M'HSO^ and M'gSO^ . It is 
miscible with water in all proportions with production of heat; it abstracts 
water from the air (use in desiccators), and quickly abstracts the elements 
of water from many organic compounds, and leaves their, carften, a char- 
acteristic charring effect- It dissolves in alcohol, without decomposing it 
— ^but if in suflScient proportion producing ethylsulphuric acid, HC 2 H 5 SO 4 . 

Sulphuric anhydride, SO, , is a colorless, fibrous or waxy solid, melting at 
14.8° (Eebs, A., 1888, 246 , 379), boiling at 46° (Schulz-Sellak, E., 1870, 3, 215), 
and vaporizing with heavy white fumes in the air at ordinary temperatures. 
It is very deliquescent, and on contact with water combines rapidly, forming 
sulphuric acid with generation of much heat. 

2. Occurrence. — Found free in the spring water of volcanic districts. Found 
combined in gypsum, CaS04 + 2H2O; in heavy spar, BaS04; in celestite, SrSO^; 
in Epsom salts, 21gS04 + 7HaO; in Glauber salt, !Nra2S04 + IOH3O , etc. 

3. Formation. — (a) By electrolyzing HgO , using Pt electrodes with pieces of 
S attached (Becquerel, 0. r., 1863, 56 , 237), (&) By oxidizing S or SO. in presence 
of water by Cl, Br, HNO, , etc. (c) By heating S and H^O to 200°. (d) By 
adding HjO to SO,, (e) By passing a mixture of SO2 and 0 over platinum 
sponge and then adding water. 

4. Preparation. — Industrially, sulphuric acid is made by utilizing the 
SO 2 evolved as a by-product in roasting various sulphides — e. 5 ^., iron and 
copper pyrites, blende, etc. (a) and ( 6 ) ; or by burning sulphur in the air 
to form the SOg . The SOg is oxidized and converted into sulphuric acid 
by two distinct processes known as the contact and the chamber process. 
In the contact process the SOo , after careful purification, arsenic especially 
being removed, is passed together with oxygen through a contact mass 
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containing finely divided platinum or other catalytic reagent maintained 
at the proper temperature. The SO^ unites with the oxygen to form 
SO 3 , which is absorbed in dilute sulphuric acid. This process is espe- 
cially advantageous for making concentrated or fuming sulphuric acid. 
In the chamber proce.ss the SO^ is passed into a large leaden chamber and 
brought into contact with HNOj , steam, and air. The HNO 3 first oxidizes 
a portion of the SO 2 (c) ; the steam then reacts upon the NO, , forming 
HNOj and NO (d). This NO is at once oxidized again by the air to NO, , 
so that theoretically no nitric acid is lost, but all is used over again. 
Practically, traces of it are constantly escaping with the nitrogen intro- 
duced as air, so that a fresh supply of nitric acid is needed to make up for 
this loss. The dilute acid known as chamber acid is concentrated first 
in lead pans and then in platinum or silica pans. Commercial sulphuric 
acid known as oil of vitriol has a sp. gr. of 1.83 and contains 93% 
HjSO^ ; when heated to 338° a 98% acid distills over. The absolute 
cannot be made by evaporation or distillation; it still contains 
about two per cent of water. It may be made by adding to water, or to 
the HjSO^ containing the two per cent of water, a little more SOj or 
H,S,0j than would be needed to make H^SO^ ; then passing perfectly 
dry air through it until the excess of SO 3 is removed, leaving absolute 
H 3 SO 4 . Fuming pyrosulphuric, or Nordhausen sulphuric acid, H 3 S 3 O 7 , 
is” made by solution of sulphuric anhydride in sulphuric acid (e) ; by 
drying FeSO^ + 7H,0 until it becomes FeSO* -f- H 3 O , and then distilling 
(/). Sulphuric anhydride is made by the action of heat on sodium 
pyrosulphate, Na^SjO, (j), prepared by heating NaHS 04 to dull redness; by 
distilling pyrosulphuric acid, the anhydride is collected in an ice-cooled 
receiver; by heating HjSO* with P 2 O 5 Qi): 

(a) azns + 30, = 2Zn.O -f- 2S0. 

(S) 4reS, + 110, = 2Pe,0, + 8S0, 

(c) SO, + SBmO, = HzSO, + 2110, 

(d) 3N0, -bH,0 = 2HlT0, H-ITO 

(e) H,SO* + SO, = H,S,0, 

(f) 4 FeS 04 -I- H,0 = 2Pe,0, -t- H,S,0, + 3S0, 

(^) lla,S,0, ^ ITa-SO, -1- SO, 

(ft) HjSO, -f P,0, = 2HP0, -f SO, 

Sulphates are made: (a) by dissolving the metals in sulphuric acid; 
( 5 ) by dissolving the oxides or hydroxides; (c) by displacement. All 
salts containing volatile acids are displaced by sulphuric acid and a 
sulphate formed (except the chlorides of mercury). The excess of acid 
may generally be expelled by evaporation, or the crystals washed with 
cold water or alcohol. The insoluble sulphates are best made by precipita^ 
tion. 
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5. Solubilities. — Sulphuric acid is miscible with water in all proportions ; 
the concentrated acid with generation of much heat. Sulphuric acid 
transposes the salts of nearly all other acids, forming sulphates, and either 
acids (as hydrochloric acid, §269, 4) or the products of their decomposi- 
tion ( as with chloric acid, §273, 6). Chlondr- of silver, tin, and antimony 
are with difficulty transposed by sulphuric acid, and chlorides of mercury 
not at all. Also, at temperatures above about 300® phosphoric and silicic 
acids (and other acids not volatile at this temperature) transpose sulphates, 
with vaporization of sulphuric acid. 

The sulphates of Pb , Hg', Ba , Sr , and Ca are insoluble, those of Kg' 
and Ca sparingly soluble. Sulphuric acid and soluble sulphates precipi- 
tate solutions of the salts of Pb , Hg', Ba , Sr , and Ca ; Hg' and Ca salts 
incompletely. The metallic sulphates are insoluble in alcohol which pre- 
cipitates them from their moderately concentrated aqueous solutions. 
Alcohol added to solutions of the acid sulphates precipitates the normal 
sulphates, sulphuric acid remaining in solution: 2KHSO4 = K2SO4 -f- 
H2SO4 . PbS04 is soluble in a saturated solution of NaCl in the cold, 
depositing after some time crystals of PbClg , complete transposition being 
effected. A solution of PbCL in NaCl is not precipitated on addition of 
H 2 SO 4 (Field, J. 0 ., 1872, 25,' 575). 

6. Reactions. A.— With metals and their compounds.— Sulphuric acid, 
dilute, has no action on Pb , Hg , Ag , Cu *, and Bi . Au , Pt , Ir , and Eh 
are not attacked by the acid, dilute or concentrated; other metals are 
attacked by the hot concentrated acid with evolution of SO2 . The fol- 
lowing metals : Sn , Th , Cd , A 1 , Fe , Co , Ni , Mn , Zn , Mg , K , and Ha 
are attacked by the acid of all degrees of concentration; the dilute rapidly 
and the cold concentrated slowly, with evolution of hydrogen; the hot 
concentrated with evolution of SO^. The degree of concentration and 
the temperature may be regulated so that the two gases may be evolved 
in almost any desired proportions. A secondary reaction frequently takes 
place, the metal decomposing the SOg forming HgS or a sulphide; and the 
HgS decomposing the SO^ with separation of sulphur (Ditte, A. Ch., 1890, 
(6), 19, 68; Muir and Adie, J. C., 1888, 53, 47). 

Sulphuric acid or soluble sulphates react with soluble barium salts to 
give barium sulphate, white, insoluble in hydrochloric or nitric acids. This 
insolubility is a distinction from all other acids except selenic and fluo- 
silicic. The precipitate formed in the cold is very fine and difficult to 
separate by filtration; if formed in hot acid solution and then boiled it is 
retained by a good filter. In dilute solution for complete precipitation 
the mixture should stand for some time. Solutions of lead salts give a 


♦ Andrews. eT, Am, Soc., 1896. 18. 951. 
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white precipitate of load sulphate not transposed by acids except H2S ( 5 ), 
soluble in the fixed alkalies. The presence of alcohol makes the precipi- 
tation quantitative (§ 57 , 0). Solution of calcium salts not too dilute form 
a white precipitate of calcium sulphate (§ 188 , oc). 

Dilute sulphuric acid does not oxidize any of tlie lower metallic oxides. 
Concentrated sulphuric acid is an oxidizing agent. When hot it liberates 
one atom of oxygen and is reduced to sulphurous acid, which is decom- 
posed with the evolution of sulphur dioxide and water. 

Tl)e concentrated acid with the aid of heat effects the following 
changes: 

Hgr.o forms mercuric sulphate, and sulphurous anhydride is evolved. 

SuCla forms, first, sulphurous anhydride, then hydrosulphuric acid, 
stannic chloride at the same time being produced. 

Pe" is changed to Fe2(S04)j, by hot concentrated sulphuric acid. 

forms M11SO4 and 0 . That is, all compounds of manganese 
having a degree of oxidation above the d3’'ad are reduced to the dyad with 
evolution of oxygen. 

Potassium permanganate dissolves in cold concentrated sulphuric acid 
with formation of a green solution of a sulphate of the heptad manganese, 
(Mii03)oS04 (§ 134 , 5 c). 

Similarly the hot concentrated acid also reduces to Pb", Co'" to 
Co", ITi"' to Ni", to Pe'", and Cr^ to Cr"', oxygen being liberated 
(oxidized) and the metal reduced while the bonds of the SO4 radical are 
not changed; a sulphate of the metal being produced. 

5 . — ^With non-metals and their compounds. — ^When dilute sulphuric acid 
transposes the salts of other acids, no other change occurs if the acid set 
free be sta])le under the conditions of its liberation. In ordinary reactions 
sulphuric acid never acts as a reducing agent. 

1, Many organic acids and other organic compounds are decomposed by 
the hot concentrated acid, the elements of water being abstracted and 
carbon set free. Continued heating of the carbon with the hot concen- 
trated acid oxidizes it to GO2 with liberation of SOo . 

H2C2O4 becomes CO2 , CO , and H2O . The bonds of the HgSO^ remain 
unchanged. 

K4Pe(C]ff)s with dilute H2SO4 forms HCN : ^K4Pe(Cir)e + 3H2SO4 = 
eHCN + K2PePe(CN), + 3K2SO4 . 

Cyanates are decomposed into COg and NHa* 2 KC 1 T 0 + 2H2SO4 + 2H,0 
= ZjSO. + (NH.)2S0. + 2C0s . 

TMocyanates are also decomposed by concentrated sulphuric acid. 

2 . Nitrites are decomposed with formation of nitric acid and NO ; 
6KNO, + SHjSO, = SKjSO, + SHNOg + 4 N 0 + 2 H, 0 . 
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3 . H3PO, or hypophosphites are oxidized to phosphoric acid with re- 
duction of the sulphuric acid to sulphurous acid and then to sulphur. 

Jf, Sulphur is slowly changed by hot concentrated sulphuric acid to 
sulphurous acid with reduction of the sulphuric acid to the same com- 
pound. Hydrosulphuric acid with hot concentrated sulphuric acid is 
oxidized to sulphur with reduction of the sulphuric acid to sulphurous 
acid. Further oxidation may take place as indicated above. 

5. Chlorates are transposed and then decomposed when treated with 
concentrated sulphuric acid: 3KCIO3 + 2H2SO4 = ‘’BKHSO^ -f- KCIO4 -f- 
2CIO2 + HgO . 

d. HBr forms Br and SO 2 . No action except in concentrated solution. 

7 . HI forms I and SOo . 

7 . Ignition. — All sulphates fused with a fixed alkali carbonate are 
transposed to carbonates (oxide or metal if the carbonate is decomposed 
by the heat used, § 228 , 7 ) with^ formation of a fixed alkali sulphate 
(method of analysis of insoluble sulphates). If the sulphate, or any other 
compound containing sulphur, is fused in the presence of carbon, as 
fusion with a fixed alkali carbonate on a piece of charcoal, the resulting 
mass contains an alkali sulphide, which, when moistened, blackens metallic 
silver. 

The sulphates of Cu , Sb , Fe , Hg , Hi and Sn are completely decomposed at 
a red heat: 2 F€S 04 = FejOg + SO* -{- SO*; ZCuSO* = 2 CuO -|- 2 SO 3 -{- O, . A 
white heat decomposes the sulphates of A1 , Cd , Ag , Pb , Mu and Zn . An 
ordinary white heat has no action on the sulphates of the alkalis and alkaline 
earths; but at the most intense heat procurable the sulphates of Ba, Ca and 
Sr are changed to oxides; and at the same temperature K 2 SO 4 and BTaaSO^ are 
completely volatilized, preceded by partial decomposition. 

Lead sulphate heated in a current of hydrogen is reduced according to the 
following equation: SPbSO* -f- 6 H 3 = Pb 4" PbS -|- SOg 4* 6 H 3 O . After a 
distinct interval the remainder of the sulphur is removed as HoS: PbS + H, = 
Pb -f- HgS (Rodwell, /. 0., 1863, 16, 42). Potassium sulphate heated in 
current of hydrogen is reduced to potassium acid-sulphide: -f- 4 H :2 

KOBE + KHS + 3 H 2 O (Berthelot, A. Ch,, 1890, ( 6 ), 21, 400). Potassium acid- 
sulphate, KHSO 4 , heated to 200 ® evolves HjSO* . The sodium acid-sulphate 
decomposes more readily. 

8. D6tectio3i. — Free sulphuric acid or the soluble sulphates are detected 
by precipitation in hot hydrochloric acid solution with barium chloride, 
forming the white, granular, insoluble barium sulphate. 

The sulphates insoluble in water are decomposed for analysis — (1st) by 
long boiling with solution of alkali carbonate; and more readily (2d) by 
fusion with an flIVali carbonate. In both cases there are produced — ^alkali 
sulphates soluble in water, and carlonaies soluble by hydrochloric or nitric 
acid, after removing the sulphate (a). If the fusion he done on charcoal, 
more or less deoxidation will occur, reducing a part or the whole of the 
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sulphate to sulphide (7), and the carbonate to metal (as with lead, §57, 7), 
or leaving the metal as a carbonate or oxide (7, §§222 and 228). 

a, BaSO^ + = B'a 2 S 04 (soluble in water) + BaCO^ (soluble in acid). 

A mixture of HoSO^ and a sulphate may be separated by strong alcohol, 
which precipitates the latter. A test for free sulphuric acid, in distinction from 
sulphates, may be made by the use of cane sugar, as follow^s: A little of the 
liquid to be tested is concentrated on the water-bath; then from two to four 
drops of it are taken on a piece of porcelain, with a small fragment of white 
sugar, and evaporated to dryness by the water-bath. A gTeenish-black residue 
indicates sulphuric acid. (With the same treatment, hydrochloric acid gives a 
brownish-black, and nitric acid a yellow-brown residue.) A strip of w^hite 
glazed paper, wet with the liquid te.sted, by immersing it several times at short 
intervals, then dried in the oven at 100 °, will be colored black, brown or reddish, 
if the liquid contains as much as 0.2 per cent of sulphuric acid. 

9. Estimation. (a) By precipitation as barium sulphate and weighing as 

such. The solution should be hot and acidified with hydrochloric acid, and 
the mixture should be boiled a few minutes after the addition of the barium 
chloride, (h) By precipitation as barium sulphate with an excess of an hydro- 
chloric acid solution of barium chromate (three per cent hydrochloric acid). 
Add ITH 4 OH , fill to a definite volume, and filter through a dry filter-paper. 
Transfer an aliquot portion to an azotometer with , and after acidifying, 

determine the oxygen evolved (Baumann, Z. angew., 1891, 140) (§244, 6 A, 12), 
(e) When present in small amounts in drinking water by a photometric method 
(Hinds, C. N., 1896, 73, 285 and 299). 


§267. Persulphuric acid. HSO^ = 97.068. 

1. The anhydride. — The anhydride, S2O7 , was discovered by Berthelot ((7. r., 
1878, 88, 20 and 71). It is obtained by the action of the silent electric discharge 
upon a mixture of equal volumes of dry SO2 and O . At 0°, it consists of flexible 
cyrstalline needles, remaining stable for several days. When heated it decomposes 
into SO2 and 0 . With SO2 it combines to form SO a : S2O7 -f SO2 =3803 . Although 
in its reactions it acts as a strong oxidizing agent, it is weaker than chlorine or ozone; 
oxalic acid and chromium salts are not oxidized (Traube, B.j 1889, 22, 1518, 1528; 
1892, 26, 95). 

2. The Acid. — The acid was first prepared by Marshall, who electrolyzed cold 
fairly dilute sulphuric acid (/. C., 69, 771). Hydrogen is liberated at the cathode 
while the HSO4 anions discharged at the anode umte to form persulphuric acid, 
the following reaction taking place. 


2M2SO4 = 0^2 -{- 9^28208. 


The acid may also be formed by the action of H2O2 on concentrated H2SO4 , Water 
solutions of the acid decompose very rapidly. Solutions of the acid, in concen- 
trated sulphuric acid, are more stable. 

3. Sfidts. — The potassium salt, K2S2O8 , is prepared by the electrolysis of a sat- 
urated solution of EHSO4 with a current of 3 to 3.5 amperes. It is a white crys- 
talline powder, which may be recrystallized from hot water with almost no decom- 
position. Continued heating of tne solution effects decomposition. One hundred 
parts of water dissolve 0.564 part of the salt at 0® and 4.08 parts at 40°. 

The ammonium salt is prepared by the electrolysis of a saturated solution of 
ammonium sulphate. One hundred parts of water dissolve 58.2 parts of the salt 
at 0®. It can be recrystallized from water if the solution not heated above 60°. 
It forms monoclinic crystals. The dry salt is stable at 100°. It is used in the 
cyanide process for the recovery of gold (Elbs, Z. angew.j 1897, 195). The potas- 
sium is the least soluble of the persu^hate salts. A solution of K2CO3 gives an 
abundant crystalline precipitate of K2O20g from a solution of the ammonium salts. 
The barium salt, BaS208.^^20 , is fairly soluble and may be prepared by rubbing 
the ammonium salt with barium hydroxide. 
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3. Reactions. — All persulphates when dissolved in water are decomposed slowly 
in the cold and more rapidly on heating, oxygen, free sulphuric acid and a sulphate 
being formed. 

2 K! 2 S 20 g -{- 2 S 2 O = 2 R 2 SO 4 -f- 2R[2S04 -f- O 2 . 

A large proportion of the oxygen escapes as ozone, which may be identified by its 
odor and action on starch iodide paper. Ammonium persulphate in water solution 
decomposes slowly at the ordinary temperature without the evolution of oxygen. 

8(NH4)2S208 + 6H2O - I4NH4HSO4 + 2H2SO4 + 2HNO3 . 

Persulphates act as strong oxidizing agents. Salts of Ag' , Mn" , Co" , Ni" and 
Pb" ore oxidized in the presence of alkalies to the peroxides of these metals. 

If ammonia and a little silver nitrate are added to a strong solution of ammonium 
persulphate, nitrogen is rapidly evolved and the solution becomes heated to boiling. 
The silver peroxide first formed oxidizes the ammonia with liberation of nitrogen* 
(JZ^. Phys, Ch., £7, 255, 1901.) 

Fe" and Ce'" are oxidized to Fe"' and Ce"" salts. KI is rapidly oxidized; 
K 4 Fe(CN )6 becomes K 3 Fe(CN )6 ; Alcohol is slowly oxidized to aldehyde, rapidly 
on warming; organic dyes are slowly bleached. 

4. Caro’s Acid. — By adding a solid persulphate to concentrated sulphuric acid 
at 0®, a solution is obtained possessing strong oxidizing properties. It may also 
be obtained by adding 30 per cent hydrogen peroxide (perhydrate) to concentrated 
sulphuric acid: 

BL 2 SO 4 H 2 O 2 ~ H 2 O -j- H 2 SO 5 . 

The acid H 2 SOS is known as monopersulphuric acid [Z. angew , 1898, 845: Ber., 
34, 853 (1901); 41, 1839 (1909)], 

5. Detection. — Persulphates are tested for by their oxidizing properties and 
formation of the peroxides of some metals. They are distinguished from hydro- 
gen peroxide by the fact that persulphates do not decolorize potassium perman- 
ganates and do not produce a yellow color with titanium sulphate. 


§268. Chlorine. Cl = 35.46. Valence one, three, four, five, and seven. 

1 . Properties. — Molecular weight, 70.92. Vapor density, 35 8 . The molecule 
contains two atoms, CI 2 . Under ordinary air pressure it liquefies at —33.6° and 
solidifies at — 102 ° (Olszewski, M., 1884, 5, 127). Under pressure of six atmos- 
pheres it liquefies at 0 °. It is a greenish-yellow, suffocating gas, not com- 
bustible in oxygen, burns in hydrogen (in sunlight combines explosively), 
forming HCl . On cooling an aqueous solution of the gas to 0°, crystals of 
CI 2 .IOH 2 O separate out (Faraday, Quai't. Jour, of Sci., 182;>, 15, 71). Chlorine 
when passed into a solution of KOH produces, if cold, KCl and KCIO , if hot, 
KCl and KCIO 3 : 2 KOH -f- Cl^ = KCl -h KCIO -h H^O; 6 KOH -f 3CL = 5KC1 + 
KCIO, 3 H 3 O . Passed into an excess of KHiOH , NH 4 CI and K are formed: 
8 KH 4 OH -f 3 Cla = 6 NH 4 CI -h No -j- 8 H 2 O; if chlorine be in excess chloride of 
nitrogen is formed: KH 4 OH -f* SClj = KTCls -f 3HC1 HaO . The NCI 3 is one 
of the most dangerous explosives known; hence chlorine should never be passed 
into KH 4 OK or into a solution of ammonium salts without extreme caution. 
Chlorine bleaches litmus, indigo and most other organic coloring matter. 

The three elements, chlorine, bromine and iodine, resemble each other in 
almost all their properties, reactions and combinations, differing (as do their 
atomic w^eights, 35.45, 79.95, 126.85) with a regular progressive variation; so 
that their compounds present themselves to us as members of' progressive 
series. In several particulars fiuorine (atomic weight, 19,05) corresponds to the 
first member of this series (§13). 

Two oxides of chlorine have been isolated: CUO , hypochlorous anhydride 
(§270), and ClOg , chlorine dioxide. The latter is made by the addition of 
H 3 SO 4 to KCIO 3 at 0 °. It is a yellowish-green gas, condensing at 0 ° to a red- 
brown liquid. At — 59° it becomes a crystalline solid, resembling KsCraO^ . It 
may be preserved in the dark, but becomes explosive in the sunlight. 
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The most important acids containing chlorine are discussed under the 
sections following. They are: 

Hydrochloric acid, HCl . 

Hypochlorous acid, HCIO . 

Chlorous acid, HC10^» . 

Chloric acid, HClO-j . 

Perchloric acid, HCIO4 . 

2 - Occurreiice. — It does not occur free in nature, but its salts are numerous, 
the most abundant being NaCl . 

3. Formation. — (a) By the action of HCl upon higher oxides as indi- 
cated in §269, 6.4. The usual class-room or laboratory method is illus- 
trated by the following equations : 

MnO, + 4HC1 = MnCl, + CL -f 2 H «0 

MnO, -f- 2HaCl -f = MnSO^ -f- 2 NaHS 04 -f Cl, + 2H,0 

(&) By fusing together IIH 4 NO 3 and NH^Ol : 4 N'H 4 N '03 -|- BlfHiCl = SN, -j- 
CI 3 -f I 2 H 0 O . (c) By ignition of dry MgCL in the air: 2 M:gClo -j- O, =: 2 MgO 

-j- 2 Clj (Dewar, J. t^oc. htd., 1887, 6 , 775). (d) Some chlorides are dissociated 
by beat alone: 2 AuCls = 2 Au -|- 301, . 

4 . Preparation. — (a) Weldon's process: MnO. is treated with HCl, and the 
MnCls formed is precipitated as Mii( 0 H )2 by adding Oa(OH) 8 . The Mn( 0 H )3 
is warmed by steam, and air is blown into it, oxidizing it again to MnOs , and 
by repeating this process the same manganese is used over again. See Lunge 
and Prett (Z, angew.^ 1893, 99) for modification of this method, using HNO, . 
( 6 ) Deacon's process: HCl , mixed witb air, is passed over fire-bricks moistened 
with CuCla and heated to about 440®. The heat first changes the CuClj to 
CuCl, evolving chlorine; then the oxygen of the air, aided by the HCl, oxi- 
dizes the CuCl to CuCla . It is not certain that the explanation is correct. 
It is only known that the hydrochloric acid which is passed into the apparatus 
comes out as free chlorine, and that the copper chloride (small in amount) 
does not need renewing, (c) Electrolytic process: Chlorine is very largely produced 
as a by-product in the manufacture of caustic soda by the electrolysis of common 
salt. A number of processes have been developed in some of which the fused salt 
is electrolyzed while in others the electric current is passed through strong brine. 

5. Solubilities, — The maximum solubility of chlorine in water is at 10°. 
At 0° one volume of water dissolves 1.5 volumes of chlorine; at 10° three 
volumes; at 30° 1.8 volumes (Eiegel and Walz, J., 1846, 72). Boiling 
completely removes the chlorine from water. The chlorine acts upon the 
water to a small extent, forming hydrochloric and hypochlorous acid: 

Cl, + ^ H Cl+H CIO 

The reaction is reversible, but if an alkali is present the hydrogen ions 
are removed and all of the chlorine reacts with the water: 

Ch +Q>0 + 20H » Cl + CIO + 2^0 

Only chlorides and hypochlorites remain in solution. On acidifying 
the solution the chlorine is again liberated. 



§268, 651. 


CHLORINE. 


339 


6. Reactions. A . — With metals and their compounds. — Chlorine is one 
of the most powerfii] oxidij^in^ agents known, becoming always a chloride 
or hydrochloric acid. All metals are attacked by moist chlorine, forming 
chlorides, many of ihom combining with vivid incandescence. ith per- 
fectly dry chlorine many of the metals are not at all attacked. Sn , 
Sb, and As are rapidly attacked, forming liquid chlorides (Cowper, «7. (7., 
1883, 43, 153; Yeley,' J. C., 1894, 65, 1). In the presence of acids the 
oxidation of the metal takes place to the same degree as when that metallic 
compound is acted upon by HCl (§269, 6.4); a chloride is formed having 
the same metallic valence that would have resulted from treating the 
oxide or hydroxide with hydrochloric acid, e. adding HCl to CO0O3 makes 
CoClo not C0CI3 , hence adding chlorine to metallic cohalt makes CoCU and 
not C0CI3 . In alkaline mixture usually the highest degree of oxidation 
possible is attained, as indicated by the following: 

I. Pb" becomes Pb02 and a chloride in alkaline mixture. With PbClj , it 
is claimed that the unstable PbCl4 is formed (Sohrero and Selmi, A. Gh., 
1850, (3), 29, 162; Ditte, A. Oh, 1881, (5), 22, 566). 

Hg' becomes Hg'' in acid and in alkaline mixture; also HCl or a 
chloride. 

S. As'" becomes As'^ in acid and in alkaline mixture. Some vrater must 
be present or the reverse action takes place, forming AsCl, (§269, 6x42). 

4. Sb'" becomes Sb''' and a chloride with acids and alkalis. 

5. Sn" becomes Sn^''' and a chloride with acids and alkalis. 

6. becomes and a chloride with acids and alkalis. 

7. Bi'" becomes Bi'^' and a chloride with alkalis only. 

8. Cu' becomes Cu" and a chloride with alkalis and with acids. 

9. Cr'" becomes Cr"''^ and a chloride in alkaline mixture only. 

10. Fe" becomes Fe'" and a chloride with acids and alkalis, hut with 
alkalis it is also further oxidized to a ferrate. 

II, Co" becomes Co(0H)3 and a chloride with alkalis only. 

1£. Hi" becomes Hi(0H)3 and a chloride with alkalis only. 

IS, Mn" becomes MnOo and a chloride with alkalis only. See Ditte, Z. 0., 
for formation of MnCl^ . 

— ^With. non-metals and their compounds. 

1. H2C2O4 in acid mixture: HsC^O^ + CL = 2CO2 + 2HC1, the H3C2O4 
must be in excess and hot (Guyard, 5Z., 1879, (2), 31, 299); in alkaline 
mixture: K0C0O4 + 4K0H + CL = 2K2CO3 + 2X01 + 2H2O - 

HCH becomes CHCl and HCl (Kschoff, 5., 1872, 5, 80). 

HCNS forms NHg , H^SO^ , CO^ , and other variable products, and HCl 
(Liebig, x4., 1844, 50, 337). 

H4re(CH)8 becomes H3Fe(Clir)e and HCl ; an excess of Cl finally decom- 
poses the H3Fc(CH')e . 
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2. Chlorine does not appear to have any oxidizing action upon the 
oxides or acids of nitrogen. 

3. Phosphorus and all lower oxidized forms become HnPO^ with forma- 
tion of HCl . 

Jf. Sulphur and all its loAver oxidized forms are oxidized to H0SO4 with 
formation of HCl . In an alkaline solution a sulphate and a chloride are 
formed. With HoS , S is first deposited, which an excess of Cl oxidizes to 
HjjSO^ . A sulphide in an alkaline mixture is at once oxidized to a sul- 
phate without apparent intermediate liberation of sulphur. 

5. In alkaline mixture chlorine oxidizes chlorites, and hypochlorites to 
chlorates with formation of a chloride: KClOg -j- 2K0H -j- Clo = KCIO3 
4- 2KC1 -f HgO - With HaOH a hypochlorite is formed if cold, if hot a 
chlorate : 

2N’aOH + CL = NaClO + NaCl -f H,0 
elTaOH -h 3CL = NaClOa + SHaCl + SH^O 

6. Chlorine does not oxidize bromine in acid mixture, in alkaline mix- 
ture a bromate and a chloride are formed. HBr in acid solution becomes 
free Iromine, in alkaline mixture a hromaie; hydrochloric acid or a chloride 
being formed. 

7. Iodine is oxidized to HIO. in acid mixture, forming HCl ; in an 
alkaline mixture a periodate and a chloride are formed. From hydriodic 
acid or iodides, iodine is first liberated, followed by further oxidation as 
indicated above: 2HI + Cl, =: 2HC1 + I, ; I, + 501, + ^H^O = 2HIO3 + 
lOHCl ; HI + 8K0H + 4CL = EIO4 + 8KC1 + 4H,0 . 

By comparing the oxidizing action of Cl with that of Br and I, the 
following facts will be observed, and should be carefully considered. The 
elements chlorine, bromine, and iodine have an oxidizing power in reverse 
order of their atomic weights, chlorine being the strongest. That is, if all 
three have the same oxidizing effect, the chlorine acts with the greatest 
rapidity; and in some cases, as with cuprous salts, the chlorine oxidizes 
while the iodine does not. Their hydracids are reducing agents graded 
in the reverse order. If any increase of bonds takes place in presence of 
an acid, by chlorine, bromine or iodine, the same increase always ocenrs in 
presence of a fixed alkali. But the oxidation frequently goes further in 
presence of a fixed alkali. Thus, with chlorine and potassium hydroxide 
we form PbO,, IIi(0H)3, BioOg, Co(0H)3, K2Fe04, and MnO,, which 
cannot be formed in presence of an acid. 

It is very important to remember that those oxides which are formed by 
chlorine, in presence of a fixed alkali, but not in presence of an acid, are the 
only ones which can be reduced by hydrochloric acid. And fuHlier, thcit this 
reduction proceeds not always to the original form, never proceeding beyond 
that number of bonds capable of being formed in presence of an acid. Thus, 
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any lead salt, with potassium hydroxide and chlorino, forms PhO^ , and 
this treated with hydrochloric acid again forms tlie lead salt, PhCL . And 
ferrous chloride with potassium hydroxide and chlorine forms KjPe04, in 
which iron is a true hexad, and KoFe04 with hydrochloric acid forms, not 
the ferrous chloride with which we began, hut ferric chloride, for it could 
only be oxidized to that point in presence of an acid. 

The above is true for bromine and iodine, as ivell as for chlorine. 

7. Ignition. — See 1. 

8. Detection. — Free chlorine is recognized by its odor, by its liberation 
of iodine from potassium iodide, bj'’ its bleaching action upon litmus, 
indigo, etc., and by its action as a powerful oxidizing agent (see above). 

Chlorine acts on metallic mercury in the cold, producing the insoluble 
mercurous chloride: 

2Hg + CI2 = 2HgCl . 


As hydrochloric acid does not act upon metallic mercury it may be 
separated from chlorine by this reaction, the mixture being shaken with 
mercury until the chlorine is removed. Silver nitrate precipitates one- 
sixth of the chlorine as chloride : 

3OI2 -1- eAgNOs + 3H2O = 5 AgCl+AgCI 03 + 6HNO3 . 


9. Estimation.— (a) It is added to a solution of potassium iodide and the lib- 
erated iodine determined by standard sodium thiosulphate. (6) It is 
into a chloride by reducing agents, and estimated by the usual met nods (9209, o;. 


§269. Hydrochloric Acid. HCl = 36.468. 

H'd-', H— Cl. 

1. Pronerties.— Fanor density, 18.22. At ordinary pressure it liquefies at 
-82.9^ and soHdifies at -112.5° (Weber, Z. Anorg., 74, 297 : 1912). At 10 under 
pressure of 40 atmospheres it condenses to a colorless liquid (Faraday, Tr., 1845, 
155). CrUical temveraiure, 52.3°; criUcal pr^ure, 86 atmospheres (Dewar, 

N 1885 51, 27). Dissociated into H and Cl at about 1500 , but combines 
again ’upon cooling (Deville, C. r., 1865, 60, 317). It is a colorless gas having 
an acrid, irritating odor. Readily absorbed by water. The c.hemically pure 
concentrated acid has usually a spedfic gravity of 1.20, and contains 39T1 per 
cent HCl (Lunge and Marchlewski, Z. angew., 1891, 4, 13.1). The U. S. P. acid 
has a specific gravity of 1.163 at 15° and contains 31.9 per Mnt HCl . A conop- 
trated solution of HCl gives off gaseous HCl faster than HsO ; a dilute solution 
gives off HjO faster than HOI , as a final result in both cases an acid up. gr 11 
distils unchanged at 110° and contains 20.18 per cent HCl (Bineau, A. tlu, 1843, 

(3), 7, 257). .... t:, ^ 

2. Occurrence. — Found native only in the vicinity of volcanoes. Found as a 
chloride in many minerals, sodium chloride being the most abundant. 


3. Pormation. — {a) All chlorides except those of mercury are trans- 
posed by H0SO4 ; silver chloride must he heated nearly to the boiling point 
of the H2S64 before the action begins. Lead, antimony and tin chlorides 
are slowly transposed. 
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(&) By the action of sunlight on a mixture of H and Cl , or by heating the 
mixture to 150^ (c) Platinum black, palladium, charcoal, and some other sub- 

stances which rapidly absorb gases will cause the union 

the chlorine, (d) When hydrogen is passed over the heated chlorides of the 
most of the metals of the first four groups, the metals are ^ 

chloric acid is formed, (e) Slowly formed by the action of 
water in the sunlight; rapidly by its action upon reccing ^c^s 

, HH,PO, , je,s, B[,S 03 , etc.: EH^PO, + 2C1. + 2E,0 =: H 3 PO,+ 4ECi , 


Chlorides may be made: (a) By direct union of the elements^ mostly 
■without heat. Whether an ous or ic salt is formed depends upon the 
amount of chlorine used. (6) By the action of hydrochloric acid upon the 
corresponding oxides, hydroxides, carbonates, or sulphites. The solutions 
formed may be evaporated to expel excess of acid. If the chlorides thus 
formed contain water of crystallization it cannot be removed by heat alone, 
for part of the acid is by this means driven oil, and a basic salt remains. 
If the anhydrous chloride is desired, it may ahvays be made by (a), and 
when thus formed may be sublimed without decomposition. (6) Chlorides 
of the first group are best made by precipitation, (d) Metals soluble in 
hydrochloric acid evolve hydrogen and form chlorides. In these cases 
ous, and not ic, salts are formed, (e) Many chlorides may be formed by 
bringing HgCL in contact with the hot metal. 

4. Preparation. — For commercial purposes, made by treating NaCl with 
H2SO4 and distilling. 

5. Solubilities. — Hydrochloric acid (gas) is very soluble in water as 
stated in (1); forming in its solutions of various strengths the hydro- 
chloric acid of commerce. Its combinations with metals, forming chlor- 
ides, are for the most part soluble in water. AgCl and HgCl are insoluble 
in water. PbCL is only slightly soluble in cold water (§57, 5c). These 
three chlorides constitute the first or silver group of metals, and are pre- 
cipitated from their solutions by hydrochloric acid or soluble chlorides 
(§61). The following chlorides not commonly met with are insoluble: 
cuprous chloride CuCl, aurous chloride AuCl, thallous chloride TlCl and 
platinous chloride, PtCh . The following ox}xhlorides are insoluble: 
BiOCl, SbOCl and Hg.Cl^O . Solutions of lead salts are not precipitated 
by mercuric chloride; green chromic chloride is incompletely precipitated 
and a sulphuric acid solution of molybdenum oxychloride not at all by 
silver nitrate. The chlorides of Sh'", Sn", and Bi require the presence 
of some free acid to keep them in solution. AsClg , PCI3 , SbClg and 
SnCl^ are liquids at ordinary temperature. The first two are decomposed 
by water liberating HCl : AsCl^ SHgO = H3ASO3 3B[C1. A saturated 
solution of bismuth nitrate is precipitated by BiCl as the oxychloride (§76, 6/) 
which is readily soluble in excess of HCl. Hydrochloric acid increases 
the solubility of the chlorides of Ph , Hg , Ag , Sh , Au , Pt , Bi and Cu' ; 
it decreases the solubility of Cd, Cu", Co, Hi, Mn, Th, Ba, Sr, 
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Ca , Mg , An , K and . Chlorides of Th , Ba , ITa , K and IIH4 are 
nearly insoluble in strong HCl (Ditte, 0, r,, 1881, 92, 242; A, Ch,, 1881, 
(5), 22, 551; Berthelot, A. CK 1881, (5), 23, 86). Chlorides of Li, Ca 
and Sr are soluble in absolute alcohol or amyl alcohol. 

Silver chloride is readily soluble in ammonium hydroxide (separation 
from lead and mercurous chlorides) (§59, 6a); lead chloride is soluble in 
fixed alkali hydroxides (§57, 6a). 

HCl dissolves or transpobcs all insoluble oxalates, carbonates, hypophos- 
phites, phosphates, and sulphites. Sulphides of Fe", Mn, and Zn are 
dissolved readily; those of Pb, Ag, Sb, Sn, Bi, Cu, Cd, Co, and Hi if 
the acid be concentrated; AsoSg and ASqSs are insoluble in the cold con- 
centrated acid, very slowly soluble in the hot concentrated acid; HgS, 
red, is insoluble; black, very slowly soluble in the hot concentrated acid. 
HgS 04 is only partially transposed by HCl (§58, 6/), BaSOi not at all. 
The insoluble sulphates of Pb, Hg', Sr, and Ca are slowly but completely 
dissolved b}^ the hot concentrated acid. Many of the metallic chlorides 
are soluble in alcohol, a few are soluble in ether. 

6. Reactions.— A —With metals and their compounds.— Hydrochloric 
acid acts upon the following metals, forming chlorides with evolution of 
hydrogen: Pb (slowly but completely), Sn, Cu (very slowly), Cd, Fe, Cr, 
Al, Co, Hi, Mn, Zn, and the metals of the fifth and sixth groups: 
Ag , Hg , As , Sb , Au , Pt , and Bi are insoluble in HCl (Ditte and Metzner, 
A. Ch., 1893, (6), 29, 389). 

The following metallic oxides and hydroxides arc acted upon by hydro- 
chloric acid, forming chlorides of the metal without reduction, water be- 
ing the only by-product: Pb" , Ag , Hg , As'" (only with very concentrated 
acid), Sb, Sn, Au'", Pt, Mo^, Bi'", Cu, Cd, Fe, Al, Cr'", Co", Hi", 
Mn", Zn , Ba , Sr , Ca , Mg , K , and Ha . The ignited oxides unite with 
HCl more slowly than when freshly precipitated or when dried at 100 . 
Ignited CroOg is insoluble in HCl : other ignited oxides, as FCgOg , AlgOg , 
etc., require very long continued boiling vdth the HCl to effect solution. 

The following metallic compounds are attacked by hydrochloric acid 
with reduction of the metal and evolution of chlorine : 

L Pb"*^*^ becomes PbCh ; no action with a chloride in presence of a 
three per cent solution of acetic acid, while bromine is completely set 
free from a bromide by PbO^ in presence of three per cent of acetic acid 
(detection of a chloride in presence of a bromide) (V ortmann, ilf ., 1882, 3, 
510; J?., 1887, 15, 1106). 

2. becomes AsClg . (The presence of very concentrated HCl is 
required; Fresenius, Z,, 1862, 1, 448; Smith, /• Am, Soc,^ 1895, 17, 682 
and 735.) 
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• S. "becomes BiCl^ . 

’ becomes CrClj . With KoOr^jO^ , bromine is completely liberated 

from a bromide in presence of 4 cc. of HgSO^ to 100 cc. of water. The 
chlorine of a chloride is not liberated, and the bromine may be removed 
by boiling. Test the solution for a chloride (Dechan, J. (7., 1886, 49, 
682). Dry HCl does not reduce but combines with it to form the 
volatile CrO^.CL , chlorochromic anhydride (method of detecting a chloride 
in the presence of a bromide). 

S- With the exception of ferrates the salts of iron are not reduced by 
hydrochloric acid. 

6. becomes CoCL . 

7. becomes ITiCL . 

8. becomes MnCL . MnOo with small amounts of dilute HoSO^ 

(1-10) may he used to detect a chloride in presence of an iodide or bromide. 
Boiling the mixture removes the iodine first, then the bromine; while the 
chlorine is not set free until considerable H2SO4 has been added (Jones, 
0. W., 1883, 48, 296). A mixture of KHSO4 and completely liber- 

ates the bromine from a bromide in the cold. A chloride remains unde- 
composed until warmed, x^spirate off the bromine, warm and collect the 
chlorine (Berglund, Z.^ 1885, 24, 184). 

B . — ^With non-metals and their compounds. 

1. m reducing action with HoC^O^, H2CO3, HCIT, HCNS, 
and H3Fe(Cir)3 . 

HIIO2 forms chiefly NO and Cl. HIIO3 forms BTOgCl and Cl, or 
NOCl and Cl , or merely NO^ and Cl . In case excess of HCl is used the 
reaction is: 2HNO3 -f“ 6HC1 = 21T0 -|- 3CI2 4“ (Koninck and Nihoul, 
Z. anorg.y 1890, 477). Dry HCl gas, passed into a cold mixture of con- 
centrated H0SO4 and HNO*. , reacts according to the following equations : 
2HC1 4* SBDSrOg = 2HoO -j- 2NO3 + CI3 (Lunge, Z. angew.^ 1895, 4, 8, 
and 11). 

3. No reducing action with HoS , H2SO3, or HgSO^ . With thiosulphates 

the unstable HoSoOg is liberated which decomposes as follows : 2ira2S303 + 
4HC1 = 4ITaCi + 83 + -[- BH^O . Sulphates of Ag and Hg' are 

completely transposed by HCl , those of Ba , Sr , and Ca not at all, all 
others partially (Prescott, 0. A^., 1877, 36, 179). 

4 . With an excess of HCl , hypophosphites, phosphites, and phosphates 
are dissolved or transposed without reduction. 

0 . Eypochlorous acid forms chlorine and water: HCIO + HCl = HgO + 
CI2 . Chloric acid forms ClOg , Cl^O , and Cl in varying proportions, 
hut with HCl in excess the following reaction takes place: KCIO3 + 6HC1 
= KCl + 3CI3 + JHoO (Koninck and Nihoul, .2^. anorg., 1890, 481). 
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6. KBrOg is decomposed by boiling with HCl , the bromine being set 

free: 2KBr03 + 12HC1 = 2KC1 + Br^ + + 62.0 (Kaemmerer, 

J. pr., 1862, 85, 452). 

7. With HIO3, ICI3 and Cl are formed, no action in dilute solutions: 
HIO3 + 5HC1 = ICI3 + CI2 + 3H2O (Ditte, A., 1870, 156, 336). According 
to Bugarsky {Z. anorg,, 1895, 10, 387) KBI^Oq mth dilute H2SO4 does not 
liberate chlorine from a chloride eyen on boiling (separation from a 
bromide), 

7. Ignition.— The chlorides of metals are, generally, more volatile than the 
other compounds of the same metals: example, ferric chloride. 

Insoluble chlorides are readily transposed by fusion with sodium carbonate: 
PljCla + NasCOg = PbO + 2NaCl -f CO2 . If the carbonate be mixed with 
charcoal, or “if the fusion is done on a piece of charcoal, the metal is also 
reduced: 2PbCl2 + 2N'aoC03 + C = 2Pb -f 4NaCl + 300^ . 

Heated in a bead of microcosmic salt, previously saturated with copper 
oxide in the inner blow-pipe flame, chlorides impart a Une cf)lor to the outer 
flame, due to copper chloride. 

Dry sodium sulphate at 150® is transposed by dry HCl (Colson, C. r., 1897, 
124, 81). Gaseous HCl transposes potassium and sodium sulphates completely 
at a dull-red heat. With the sulphates of the alkaline earths the transposition 
is nearly complete (Hensgen, J5., 1876, 9, 1671). The silver halides heated with 
bismuth sulphide on charcoal before the blow-pipe give distinguishing colored 
incrustations: Agl , bright red; AgBr , deep yellow; AgCl , white (Goldschmidt, 
C. C.y 1876, 297). 

8 . Detection. — (a) In its soluble compounds, when not in mixtures 
with bromides and iodides, hydrochloric acid is readily detected b}^ pre- 
cipitation with solution of silver nitrate, as a white curdy precipitate, 
opalescence if only a trace be present, turning gray on exposure to the 
light. 

The properties of the precipitate of silver chloride are given in §59, 5c 
and 6/. It is of analytical interest in that it is freely soluble in ammonium 
hydroxide (considerably more freely than the bromide, and far more freely 
than the iodide of silver); soluble in hot, concentrated solution of am- 
monium carbonate (which dissolves traces of bromide, and no iodide of 
silver); insoluble in nitric acid, temporarily soluble in strong hydrochloric 
acid, precipitating again on dilution. It should be observed, that it is 
appreciably soluble in solutions of chlorides. 

(J) A test for traces of free hydrochloric acid, in distinction from metallic 
chlorides, is made by heating the solution with Mn02 ^ without adding an 
acid, and distilling into a solution of potassium iodide and starch. Larger 
proportions of HCl are more frequently separated by distilling it intact. 

{c) Gaseous hydrochloric acid (formed by adding sulphuric acid to dry 
chlorides, 3a) is readily detected by the white fumes formed when brought 
in contact with ammonia vapor. Also hy bringing a stirring rod moist* 
ened with silver nitrate in contact with the hydrochloric acid gas. Con- 
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jBrm by proving the solubility of the white precipitate in ammoniuni 
hydroxide. 

(d) The reaction with chromic anhydride is in use as a test for hydro- 
chloric acid, more especially in presence of bromides : 

(a) 2HC1 4- CrOs =■ CrOaCla (chlorocliroiiiic anhydride) + HaO 

(&) 4KaCl -f K^CraO, + SHaSO* = 

2CrOaCla + 23SraaSO, + K^SO^ + 3HaO 

To obtain a rapid production of the gas, so that it may be recognized 
by its color, the operation may be made as follows: Boil a mixture of 
solid potassium dichromate and sulphuric acid, in an evaporating-dish 
until bright red, and then add the substance * to be tested, in powder — 
obtained, if necessary, by evaporation of the solution. If chlorides are 
present, the chromium dioxydichloride rises instantly as a bright brownish- 
red gas. The distinction from bromine requires, however, that the mate^ 
rial, which should be dry, should be distilled, by means of a tubulated 
flask or small retort, the vapors being condensed in a receiver, and neutral- 
ized with an alkali {c and d). The chromate formed makes a yellow solu- 
tion (bromine, a colorless solution). As conclusive evidence of chlorine, 
the chromate (acidified with acetic acid), with lead acetate, forms a yellow 
precipitate (bromide, a white precipitate, if any) : 

(c) CrO«Cl* + 2HaO =. H.CrO* + 2HC1 

(d) CrO^Cl, -f 4iim^)Oia: = (NHJ.CrO* + 2NH*C1 -f 2 H 2 O 

(e) To detect a chloride in the presence of a cyanide or thiocyanate, 
add an excess of silver nitrate, filter and wash. To the moist precipitate 
add a few drops of silver nitrate (§318, 2i) and then several cubic centi- 
meters of concentrated sulphuric acid and boil for two or three minutes. 
The silver cyanide and thiocyanate are completely dissolved with decom- 
position, while the silver chloride is not changed except on long continued 
boiling. The student should confirm by tests on known material. 

According to Borchers {C. N,, 1883, 47, 218), to detect a chloride in 
the presence of a cyanide or a thiocyanate add silver nitrate, filter, wash, 
and boil the precipitate with concentrated nitric acid to complete oxida- 
tion of the cyanogen compound. See Mann (Z., 1889, 28, 668) for detec- 
tion of a chloride in presence of an alkali thiocyanate by use of CUSO4 
andH^S. 

(/) If a solution containing iodides, bromides, and chlorides be boiled 
with re^(S04)3, aU the iodine is liberated and may be collected in a 
solution of E[ and estimated with standard UaaSgOg . The solution should 

♦ With the chlorides of mercury no brown fames are obtained as these chlorides are not 
transposed by the sulphuric aetd; and the chlorides of lead, silver, antimony, and tin are so 
slowly transposed that the formation of tho chromium dioxydichloride may escape observation. 
Before relying upon this test the absence of the above named metals should be assured. 
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be cooled to about 60° and a slight excess of ZMn04 added. The bromine 
is all liberated and may be collected in IIH4OH and estimated as a bromide 
after reduction with SOj, . The chloride may now be detected in the 
filtrate and may be estimated by one of the usual methods. Aspiration 
aids the removal of the iodine and bromine (WeisS;, 0. C., 1885, 634 and 
712; Hart, C. N,, 1884, 50, 268). 

(g) Villiers and Fayotte (C. r., 1894, 118 , 1152, 1204 and 1413) detect 
a chloride in presence of an iodide and bromide by passing the li])erated 
halogens into a solution of aniline in acetic acid (400 ce. of a saturated 
water solution of aniline to 100 ec. of glacial acetic acid) use 3 to 5 cc. 
of this solution for each test. Iodine gives no precipitate; bromine gives 
a white precipitate; and chlorine a black precipitate. If the bromide be 
present in large excess, add silver nitrate, digest the precipitate with 
ammonium hydroxide, add hydrogen sulphide and test the filtrate as the 
original solution. Liberate the halogen with KMn04 and HoSO^ . 

(Ji) Deniges (Bl, 1890, (3), 4 , 481; 1891, (3), 5, 66) uses H0SO4 and 
Fe'" to liberate the iodine, and £20104 to liberate the bromine; then 
after boiling off the I and Br he adds KM!n04 to liberate the chlorine. 
The iodine he detects with starch paper, the bromine fumes are absorbed 
on a rod moistened with KOH , which then gives an orange-yellow color 
with aniline. The chlorine he collects as the bromine and obtains a violet 
color with aniline. 

(i) Dechan (J. (7., 1886, 50 , 682; 1887, 51 , 690) removes iodine of 
iodides by distilling with a concentrated solution of KaCraO^; then the 
bromine of bromides by adding dilute H2SO4 and again distilling. The 
chloride is precipitated by AgSO^ after dilution and addition of BHIOs . 

(;) Vortman (ifeT., 1882, 3, 510; Z., 1886, 25, 172) detects chlorine in 
presence of bromine and iodine as follows: The solution containing the 
halogens combined with the alkali or alkaline earth metals is heated with 
acetic acid and peroxide of lead until the supernatant liquid is colorless 
and has no longer the slightest odor of iodine or bromine; in this way the 
whole of the bromine and part of the iodine are driven off, the remainder 
of the latter remaining as iodate of lead along with the excess of lead 
peroxide. This is filtered off, the precipitate washed with boiling water, 
and the chlorine precipitated from the filtrate by addition of silver nitrate. 

(k) The halogens may also be very readily separated by means of 
potassium persulphate, "KSfis (§ 318 , 15). In dilute acetic acid iodine 
is liberated while bromides and chlorides are not oxidized. On acidifying 
with H2SO4 bromine is liberated, while there is no action on chlorides if 
the strength of the sulphuric acid does not exceed 2]S‘. If the free iodine 
and bromine have been removed by CSo or boiling, the chlorine may be 
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precipitated by means of AgNOg . As in the presence of chlorates the 
iodine is oxidized to lOjj , CIO3 must be absent. If present, the halogens 
must be precipitated as silver salts and reduced with metallic zinc. 

The following reactions take place : 

2 K 1 -f K2S2O8 = 2K2SO4 + 12 . 

2 KBr -H K2S2O8 + H2SO4 = 2K2SO4 + Bra + H2SO4 . 

KCl + K 2 S 2 O 8 -f H 2 S 04 ( 1 . 5 — 2N) = No action. 

2Agl -f 2AgBr + 2AgCl + 3Zn - 6Ag + Znla 4- ZnBra 4 ZnCla . 


9. Estimation. — (a) — It is precipitated by AgNOs , washed, and after igni- 
tion, weighed as AgCl . (6j By a standard solution of AgNOs . A little Na 2 HP 04 , 
or, better, KaCraOT , is added to the chloride to show the end of the reaction. 
When enough AgNO^ has been added to combine with the chlorine the next addi- 
tion gives a yellow precipitate with the phosphate, or a red with the chromate. 


§270. Hypochlorous acid. HCIO = 52 , 468 . 

H'cro-", H _0 — Cl. 

1 . Properties. — ^Hypochlorous anhydride, Cl^O , is a reddish-yellow gas, con- 
densing at about — 20° to a blood-red liquid, which boils at about — 17° (Pelouze, 
A. 1843, ( 3 ), 7, 176). Rise of temperature causes decomposition, explo- 
sively, into chlorine and oxygen (Balard, A. CIl, 1834, 57, 225). Molecular weight, 
86 . 9 . Vapor density, 43.5 at 10 °. The acid, HCIO , has not been isolated. Its 
aqueous solution smells like 01*0 , decomposing rapidly, especially in the sun- 
light, into Cl and HCIO# . 

2 . Occurrence. — ^Not found in nature. 

3. Pormation. — (a) By adding chlorine to HgO in the presence of water: 

2 HgO 4 2 CI 2 4 HoO — HgjOCla 4 2HC10 (Carius, A., 1863, 126, 196). (h) By 
adding five per cent nitric acid to calcium hypochlorite and distilling at a 
low temperature (Kofier, A., 1875, 177, 314). (c) By passing chlorine into the 
sulphates of Mg , Zn , A1 , Cu , Ca or Ha: Ha 2 S 04 4 CI 2 4 HgO = NraHS 04 4 
NaCl 4 HCIO . (d) By heating a mixture of KCIO 3 and H 2 C 3 O 4 to 70° (Calvert 

and Davies, A, Ch,, 1859, (3), 65, 485). 

4. Preparation. — For commercial purposes, as a bleaching agent and as a 
disinfectant; used as calcium hypochlorite with calcium chloride, chlorinated 
lime, made by bringing chlorine in contact with calcium hydroxide, without 

heating. Lunge and Schoch (B., 1887, 20, 1474) give the formula 

to chlorinated lime. See also Kraut (A., 1882, 214, 244). Also as sodium 
hypochlorite, made by treating sodium hydroxide with chlorine short of satu- 
ration in the cold: 2 HaOH -p CI 2 = HaClO 4 HaCl 4 HgO . The sodium 
hypochlorite-and-chloride — mixed as formed by chlorine in solution of sodium 
hydroxide or sodium carbonate, or by double decomposition between solution 
of the calcium hypochlorite-and-chloride and solution of sodium carbonate — is 
pharmacopcfiial, under the name of solution of chlorinated soda (HaCLNaClO). 

5. Solubilities. — ^Hypochlorites are all soluble in water and are decomposed 
by heating. 

6 . Reactions. — ^The hypochlorites are all unstable. They are decomposed by 
nearly all acids, including COj: 2Ca(C10)a 4 SCO-j = ^CaCOs 4 201^ 4 0 .; 
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4Na010 + 4HC1 = 4NaCl + 2 H 2 O + 2 CI 2 + O 2 . They are very powerful oxidiz- 
ing agents, acting in acid solution as free chlorine, as the above equations indicate. 
Hypochlorites act as chlorine in alkaline mixture (§268, 6) (Fresenius, Z. arigew., 
1895 , 501 ). On warming, all hypochlorites when in solution are converted into 
chlorides and chlorates;. 

3NaC10 = 2NaCl + NaClOa. 

In the presence of 40 per cent or more of caustic potash, potassium hypochlorite 
decomposes into chloride with evolution of oxygen (Wmteler, Z. angew., 33, 
( 1902 ), 778 ). 

When shaken with mercury, hypochlorites or free hypochlorous acid produce a 
reddish basic mercuric chloride, insoluble in water, soluble in HCl (distinction from 
free chlorine^ which produces white mercurous chloride insoluble in HCl). 

7. Ignition. — All hypochlorites are decomposed by heat: 2KC10 = 2KC1 + 0. . 

8 . Detection. — Although silver hypochlorite is soluble in water, it decom- 
poses very quickly, so that on adding silver nitrate to sodium hypochlorite 
the final reaction is as follows; SHaClO -j- SAgNO^ = 2 AgCl + AgClOg -f 
SNaKTOs . When KCIO is shaken with Hg® , yellowish-red HgaOCL is formed; 
the other potassium salts of chlorine, i, e., KCl , KCIO 2 , KClOg and KOIO 4 , 
have no action upon Hg® . An indigo solution is decolored by hypochlorites, 
while KMnO^ is not decolored. If arsenous acid be present, the indigo solution 
is not decolored until the arsenous acid is all oxidized to arsenic acid, 

9. Estimation. — ^It is estimated as AgCl after reduction with Zn and H 2 SO 4 . 
Rosenbaum (Z. angew,, 1893, 80) gives a method for estimating the various 
chlorine compounds in chlorinated lime. 


§271. CMorons acid. HCIO^ = 68.468. 

H'C1"'0“-"2 , H — 0 — Cl = 0 . 

1. Properties. — The anhydride, CI 2 O 3 , has not been isolated and the free acid 
is known only in solution, and this generally contains some HCIO 3 . It has an 
intense yellow color and is very unstable. 

2 . Occurrence. — Neither the acid nor its salts are found in nature. 

3. Formation. — An impure chlorous acid is said to be formed when EClOg is 
treated with HEOg and ASgOg , CioHagOn or CgHg (Millon, A. GK, 1843, (3), 7, 
298; Schiel, A., 1859, 109, 318; Carius, A., 1866, 140, 317). Chlorites of a number 
of metals have been made by adding the bases to a water solution of the acid; 
also from EClOg by transposition. 

4. Preparation. — ^KClOg is prepared by adding an aqueous solution of CIO. of 
known strength to the proper quantity of KOH , and evaporating in a vacuum. 
The crystals of KCIO 3 which are formed in the reaction are removed and the 
mother liquor is crystallized from alcohol. 

5. Solubilities. — ^All chlorites which have been prepared are soluble in water, 
lead and silver chlorites sparingly soluble. 

6 . Reactions. — Chlorous acid or potassium chlorite in dilute acid solution is 
a powerful oxidizing agent, acting similar to chlorine. 

7. Ignition. — Chlorites when heated evolve oxygen and leave a chloride, or 
first a chloride and a chlorate (Brandau, A., 1869, 151, 340). 

8 . Detection. — A concentrated solution of a chlorite gives a white precipitate 
with silver nitrate, fairly readily soluble in more water. KHnO^ is decolored, 
a brown precipitate being formed. A solution of indigo is decolored even in 
presence of arsenous acid (distinction from hypochlorous acid). Chlorites 
when slightly acidulated give a transient amethyst tint to a solution of ferrous 
sulphate. 

9 . Estiixiation. — ^By reduction to chloride and estimation as such. By meas- 
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uring ihe amount of ferrous iron oxidized to the ferric condition: 4 FeS 04 + HClOj 
2 B! 2 S 04 “ 2F0j(SO4)s “{" HCl -}- 2H2O . 


§272. Chlorine Peroxide. CIO^ = 67.46. 

CFO-%, Cl — 0 — C1 = 0 or 0 = 01 = 0*. 

Chlorine peroxide, ClOg , at ordinary temperature, is a dark greenish-yellow 
gas. In concentrated solution it has very much the odor of nitrous acid. 
Cooled in a mixture of ice and salt it condenses to a bromine-red liquid: and 
in a mixture of solid CO 2 and ether it forms a mass of orange-yellow, brittle 
crystals. When warmed to about 60® it explodes with violence. In direct 
sunlight at ordinary temperature it decomposes slowly into chlorine and 
oxygen, while in the dark it is quite stable. In contact with many substances, 
as phosphorus, sulphur, sugar, ether, turpentine, etc., it explodes at ordinary 
temperature. In moist condition it bleaches blue litmus-paper without pre- 
viously reddening it. 

One volume of water absorbs about 20 volumes of the gas at 4® (Millon, 
A, Cht 1843, (3), 7, 298). The solution in water contains HClOg and HCIO 3 . 

It is prepared by carefully adding KOIO 3 to cold concentrated HsSO^; the 
mixture is then carefully warmed to 20 ®, later somewhat higher. The gas is con- 
densed in a tube cooled by a mixture of ice and salt: 3 KOIO 3 -f 2 H 2 SO 4 = 
2 KHSO 4 + KCIO 4 + HaO + 2 CIO 2 (Millon, 7. r.). It is also made by warming 
a mixture of oxalic acid and potassium chlorate. When prepared in this man- 
ner it is mixed with CO,: 2KC10, -f 2 H 3 C 2 O 4 = -f 2 H 2 O + 3 OIO 3 + 

2 CO 2 (Calvert and Davies, .4., 1859, 110, 344). It is also formed, mixed with 
chlorine, when KOIO* is warmed with HCl . HI is oxidized to I; SO 2 to H 2 SO 4 . 
Indigo is bleached even in presence of AsgOg . 

§273. CUoric acid. HCIO^ = 84.468. 

H'CFO-", , H — 0 — Cl ^ ° 

1. Properties. — solution of chloric acid may be evaporated in a vacuum 
until its specific gmvUy is 1.282 at 14®. The composition is then HOlOj.THaO , 
containing 40.1 per cent HOIO 3 (Kaemmerer, Pogg,, 1869, 138, 390). Farther 
attempts at concentration on heating to 40° result in evolution of chlorine 
and oxygen, forming HCIO 4 : 8 HCIO 3 = 4 HCIO 4 -f- 2 H 2 O -I- 3 O 2 “h 2 CI 2 (Serullas, 
A, Ch,f 1830, 46 , 270). Its solution in the cold is odorless and colorless; first 
reddening and then bleaching litmus. It is a strong oxidizing agent, paper 
soaked with the acid takes fire on drying. The anhydride, CUOs , has not been 
isolated. 

2. Occurrence. — Does not occur in nature. 

3. Formation. — The free acid may be formed by adding an excess of H 2 SiF 6 
to a hot solution of KGIO 3 ; the filtrate is evaporated in vacuo, the excess of 
HjSiFe volatilizes, leaving the HCIO 3 . Many chlorates are formed by treating 
the metallic hydroxides with the free acid. Also by the action of Ba ( 0163)2 
upon the sulphate of the metal whose chlorate is required; or by the action 
of the chloride of the chlorate needed, upon a solution of AgClOa . 


♦ Pebal, A., 1875, 177, 1, 
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4. Ptepaxation.— By adding HjSOi in molecular proportions to a solution of 
Ba(ClOa), . Chlorates of the fifth and sixth group metals are prepared by 
passing chlorine into the respective hydroxides dissolved or suspended in water. 
By repeated crystallization the chlorate is separated from the chloride which 
is also formed: 6KOH + 3C1. = 5KC1 + KClOj -f SH^O . 

5. Solubilities. — All cMorates are soluble in water, the chlorates of 
Hg , Sn , and Bi require a little free acid. Mercurous and ferrous chlorates 
are very unstable. Potassium chlorate is the least soluble of the stable 
metallic chlorates; soluble in about 21 parts water at 10° (Blarez, C. r., 
1891, 112, 1213). 

6. Reactions. A . — With metals and their compounds. — Chloric acid 
attacks Mg evolving hydrogen and forming a chlorate only. With Zn, 
Fe , Sn , and Cu some chloride is also formed. With Zn and H2SO4 the 
reduction to chloride is complete, and with sodium amalgam no reduction 
whatever (Thorpe, J. C., 1873, 26, 541). With the zinc-copper couple * 
the reduction to a chloride is rapid and complete. The hot concentrated 
acid attacks all metals. With oxides or hydroxides the acid forms chlor- 
ates provided a chlorate of that metal can by any means be formed. Free 
chloric acid is a strong oxidizing agent, and if an excess of the reducing 
agent is used, it is converted into hydrochloric acid, or a chloride. With 
the aid of heat the chloric acid splits up, forming some chlorine and 
oxides of chlorine. 

w forms Hg". 

As'" forms As^. 

SV" forms Sb^. 

Sn" forms Sn’'^. 

Cu' forms Cu". 

Cr"' forms Cr'^, chromic salts are readily oxidized to chromic acid on 
boiling with KCIO, and HNO3 . 

Fe" forms Fe'" (a distinction from perchloric acid) (Carnot, C. r., 1896, 
122, 452). 

Mn" forms Mn^^, manganous salts are rapidly oxidized to HnOj on warm- 
ing with ECIO3 and HNO3 . 

Salts of lead, cobalt, and nickel do not appear to be oxidized on boiling 
with RCIO3 and HROj . 

B . — ^With non-metals and their compounds. 

1. H2C2O4 forms COj and varying proportions of Cl and HCl . Heat 
and excess of oxalic acid favors the production of HCl (Cuyard, Bl, 1879, 

* Gladstone and Tribe’s copper-zinc couple is prepared by treating thin zinc foil with a 1 per 
cent solution of copper sulphate until the zinc is covered with a black deposit of reduced cop^ 
per. When washed and dried it is ready for use. 
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(3), 31, 399). AU oxalates are decomposed, COj and a chlorate or chloride 
of the metal being formed. Carbonates arc all transposed. 

HCNS forms E^SO^ , HClf , and HCl . 

H«I’e(CE)s first forms H3Fe(CN). and HCl ; a great excess of HCIO., 
decomposes the H3Fe(ClT), . 

HNOj forms HNO3 and Cl. Nitrites are transposed and oxidized, 

forming chlorates or nitrates of the metal. 

5. PH,, HH3PO3, and H^PO, form H.,PO, and HCl. Hypophosphites 
and phosphites are transposed and then oxidized, H3PO4 and a chlorate or 
a chloride of the metal being produced. 

4 . S'^-“ forms and HCl ; that is, the sulphur of all compounds 
becomes HjSO^ with formation of HCl . All sulphides, sulphites, thio- 
sulphates, etc., are transposed, forming a chlorate, chloride, or sulphate 
of the metal. 

6 . HCl in excess forms only Cl and Hs,0 (§269, 655 ). HaCl -warmed with 
HCIO3 evolves Cl , leaving only NaClO, . 

0. HBr forms Br and HCl . ZBr warmed with HCIO3 evolves Br , leav- 
ing only KCIO3 . 

7 . I and HI form HIO, and HCl . Soluble iodides form iodic acid or 
an iodate. 

7. Ignition.— All chlorates are resolved by heat into chlorides and 
oxygen: 3ZCIO3 = 3KC1 -f 30, . Some perchlorate is usually formed as 
an intermediate product: 3ZCIO3 = KCIO^ HCl -j- 0, (Serullas, A. Ch., 
1830, (2), 45, 270). In presence of various metallic oxides, etc., the 
oxygen is separated more easily, the metallic oxides remaining unchanged. 
With manganese dioxide, the oxygen of potassium chlorate is obtained at 
about 200°; ferric oxide, platinum black, copper oxide, and lead dioxide 
may be used (§242, 3). If chlorates are rapidly ignited some chlorine is 
given off (Spring and Prost, Bl., 1889, (3), 1, 340). When triturated or 
heated -with combustible substances, charcoal, organic substances, sulphur, 
sulphites, cyanides, thiosulphates, hypophosphites, reduced iron, etc. — - 
chlorates violently explode, owing to their sudden decomposition, and the 
simultaneous oxidation of the' combustible material. This e.xplosion is 
more violent tha n -with corresponding mixtures of nitrates. 

Alkali chlorates when fused -with an alkali, or an alkali carbonate, and 
a free metal or a lower oxide, or salt of the metal, generally oxidizes it to 
a higher oxide, or to a salt having an increased number of bonds; and 
the chlorate is reduced to a chloride— e. g., lln'^-” becomes Mu'” . That 
is, any compound of manganese having less than six bonds is oxidized to 
the hexad (a). Cr'" becomes (6), As''““ becomes As^ (c), Pb^^—” 
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becomes (c?). Co'"-“ becomes Co'" (e). Ci^— becomes 0^^ (/). pv-« 

becomes P’'' (^). 17 ““ becomes P Qi). becomes S'''^ (i). 

(a) 3M113O4 + 18KOH + 3KC10. = 9K,l[n04 + 5KC1 + 9H,0 

(&) SCrClj + lONaOH + NaClO, = 21Ta,CrO* + TlTaCl + SH^O 

(c) 3AS4 + 36KOH + IOKCIO3 = 12 K,As 04 + lOKCl + ISH^O 

(d) 3Pb304 + NajCO, + 2NaC10, = OPbO, + 21IaCl + NajCOj 

(e) 6C0CI, + 12K0H + KCIO, = SCOjO, + 13KC1 + 6H5O 

(f) 3K„C4H40. + SKClO, = 5KC1 + 3K,COa + 9CO, + eHjO 

(ff) 3Pb(H,POo), + 18KOH + SKClO, = 2PbO, + bKjPO^ + SKCl + i5H,0 

(ft) Znl, + K,CO, + 2KCIO3 = ZnO +. 2KIO3 + 2KC1 + CO3 

(i) 3K3S5O, + 12K5CO3 + lOKClO, = 15K.SO4 + lOKCl + 12OO3 

8. Detection. ,^.4) Dry chlorates when warmed with concentrated sul- 
phuric acid, detonate evolving yellow fumes : SKClOj -f- 3H2SO4 = 2KHSO4 
-f KCIO4 + 2CIO2 + HoO . This action is modified by reducing agents; 
some acting rapidly, increase the detonation; others acting slowly, lessen 
it. (J) IICIO3 ; like HNO3 , decolors indigo solution and gives colorft with 
brucine, diphenylamine, paratoluidine, and phenol similar to those fonned 
by HIIO3 . (c) By ignition a chloride is left: 2KCIO3 = 2 KC 1 SO^. 
(d) It is changed to a chloride by nascent hydrogen: 2KCIO3 + -f- 

7H0SO4 = eZnSO^ + Z3SO4 + + 6H2O; or by reducing acids or 

bases: 2ZCIO3 + H2S04“+ 6H0SO3 = K2SO4 + 6H2SO4 + 2 HC 1 . The 
resulting HCl is then identified in the usual manner. Chlorides, if origin- 
ally present, should first be removed by silver nitrate. 

9. Estimation. — (a) Reduction to a chloride and estimation as such. (5) Addi- 
tion of HCl and KE and estimation of the liberated iodine with standard 

•M‘a2S£03 • 


§274. Perchloric acid. HCIO 4 = 100.468. 

= 0 

H'CFno --"4 , H — 0 — Cl = 0 

= 0 

1. Properties. — Specific gravity, 1.782 at 15°. The anhydrous HCIO4 is a color- 
less oily liquid, volatile but cannot be distilled without partial decomposition, 
often with explosive violence. Only its solution in water can be safely handled. 
Paper, charcoal, ether, phosphorus, and many other substances when brought 
in contact with the anhydrous acid take fire. The dilute acid is very stable, not 
being easily reduced (Berthelot, A. Ch,, 1882, (5), 27, 214). It does not bleach, 
but merely reddens blue litmus paper. 

2. Occurrence. — ^Not found in nature. 

3. Eormation. — (a) By electrolysis of a solution of Cl or HCl in water 

(Riche, 0. n, 1858, 46 , 348). (?>) KCIO4 is formed by electrolysis of KCIO, , 

using platinum electrodes (Lidofi and TichomirofP, J, 0., 1883, 44 , 149). (c) 

ECIO3 is heated with an excess of HaSiPo > after cooling and filtering, the 
filtrate is carefully distilled (Roscoe, J. C., 1863, 16 , 82; A., 1862, 121 , 346) > 
(d) By treating the sulphate of the metal, the perchlorate of which is desired. 
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with BafClO*)! ia moleciilar proportions, (e) By tr^ting the chloride of the 
inetal, the perchlorate of which is desired, with Ag^O* in molecular propor- 

*'4?^]h?eparatioii. — KClOi is made by carefully heating KClOs until no “lore 
oxygen is evolved: 3KC10, = KCl + KCIO. + O, (7). The residue is dissolved 
in water and upon cooling crystals of KCIO, separate. The tree ac^ nearly 
pure, is obtained by cautiously distilling KCIO4 with concentrated H>SOi . 

5. Solubilities.— All of the perchlorates of the ordinary metals are soluble 
in water, and all are deliquescent except NH.CIO, 

HgClO, (Serullas, -4. Ch., 1831, 46, 362). Potassium perchlorate is soluble in 
142.9 parts of water at 0”, in 52.5 parts at 25°. and in 5 parts at (Muir. 

€. N., 1876, 38, 10). KCIO, is insoluble in alcohol (distinction from NaClO,) 

Iron ^and^zliic evolve hydrogen when treated with perchloric 
acid. The acid reacts with, the hydroxides of many metals to form per- 
chlorates. It is not reduced hy HCl , H,S or SO. . Iodine is oxidized 

to HIO, with liberation of chlorine: I. + 2HC10, _ 2^0, H- Cl.. ,, 

of indigo is not decolored by HCIO, even after the addition of HCl (distinction 
from all other oxyacids of chlorine). It is J 

couple (distinction from chlorate). Sodium perchlorate, NaOlO, , is used as a 
reagent to precipitate potassiuir salts. 

7. Ignition. — Perchlorates strongly ignited evolve oxygen and leave a chloride 

^^8.^*etection.— In presence of a hypochloiite, chlorite, chlorate and chloride 
boil thoroughly with HCl; the first three are decomposed, leaving chloride and 
perchlorate. Remove the chloride with AgHOa and fuse the evaporated filtrate 
with MTajCO* . Dissolve the fused mass in water and test for a chloride; its 
presence indicates the previous presence of a perchlorate. Perchlorates may also 
be separated from the other chlorine acids by passing SOg gas, which reduces 
all the chlorine acids excepting perchloric acid. Blattner & Brasseur, Cn. Z., 24; 
793. 

9. Rstixnatioxi* — (a) After being changed to a chloride as inchoated above, it 
is estimated in the usual manner. (6) It is fused with zinc chloride and the 
amount of chlorine liberated measured by the amount of lodme set free from a 
solution of potassium iodide (separation from chlorate, cMondes and nitrates). 
(c) KCIO4 is heated to 200® with HPO3 and KI ; the iodine liberated showme 
the amount of perchlorate present (Gooch and Kreider, Am- S., 1894, 48, 33; and 
1895, 49 , 287), 


§275, Bromine. Br = 79.92. Valence one and five. 

1. Properties. — Molecular weight, 159.8; vapor density, 80; specific gravity, 
3.18828 at 0®; boiling point, 58.7^^. At -7.3® it becomes a brown solid (Burgess, 
Wash- Acad, of Sc,, 1-18). At ordinary temperatures bromine is a brown-red, 
intensely caustic liquid, freely evolving brown vapors, corrosive vapors of a suf- 
focating chlorine-like odor. As a solid it is still darker in color. It reacts with 
KOH in all respects similar to chlorine (§268, 1).^ Indigo, litmus and most other 
o^anic coloring matters are bleached, A solution of starch is colored slightly 

^ Brmnine decomposes hydrosulphuric acid with separation of sulphur, and sub- 
sequent production of sulphuric acid; changes ferrous to ferric sdts, and (in 
presence of water) acts as a strong oxidizing agent. It displaces iodine from iodides, 
and is displaced from bromides by chlorine; its character being intermediate 
between that of chlorine and that of iodine. . , , rr,!. n 4 t- 

No oxides of bromine have, with certainty, been isolated. The well-estab- 
lished acids are: Hydrobromic, Bfflr; hypobromous, HBrO; bromic, HBrOa. 



§275, 6A, 11, 


BROMINE, 


355 


2. Occxirrence. — Not found free in nature. As a bromide in sea water, mother 
liquor from salt wells, mineral springs, and in a few minerals. 

3. Formation — (a) Hydrobromic acid or any soluble bromide is warmed with 

MnOa and H,S04 . {h) Any soluble bromide is treated with chlorine water 

and the solution warmtd. 

4. Preparation. — Tlie bromine of commerce is obtained chiefly from the 
mother liquor of the salt works: (a) By treating* with MnO, and H2SO4: M^Bra 
+ MnOa 4- 2H2SOt = MgSO^ + MnSO^ + Brj + 2H3O . (ft) By leading a 
current of steam and chlorine into the bottom of a vessel fllled with coke, 
into which a stream of the mother liquor flows from above: M!gBr> + CL = 
MgCL 4" Bra • {a) By adding to the mother liquor a mixture of Mg(OH)2 , 
suspended in water and saturated with chlorine, rendering acid and distilling 
in a current of steam: MgCClOg), 4- eMgBr, 4- 12HC1 = TMgCla 4- (iHaO + 
eBra . (cf) By electrolysis of the mother liquor at a low temperature and then 
distilling in a current of steam. 

Commercial bromine is freed from chlorine by adding !KBr and distilling. If 
iodine be present it is first removed as Cul . 

5. Solubilities. — ^Bromine dissolves in 30 parts of water at 15°, forming an 
orange-yellow solution (Dancer, J. C., 1862, 16 , 477). Its water solution is not 
permanent, but slowly deconmoses: 2Br2 + 2H2O = 4HBr 4- O2 . Much more 
soluble in HCl , HBr , Kbr , BaCl2 , SrCl2 , and in many other salts than in 
water. Soluble in carbon disulphide, chloroform, ether and alcohol. Readily 
removed from its solution in water by shaking with carbon disulphide or chloro- 
form, imparting a brown color to the solvent. 


6. Reactions. A , — ^With metals and their compounds. — Bromine unites 
directly with gold, platinum, and all ordinary metals to form bromides. 
It combines with metallic mercury forming the insoluble mercurous 
bromide. Silver salts are precipitated, yellow-white, as bromide and 
bromate : GAgBTOg -|- SBig + = 5AgBr -f- AgBrOg -|- 6HNO3 . In the 

following metallic compounds the valence of the metal is changed; the 
bromine being reduced to HBr or, if in alkaline mixture, to a bromide. The 
reaction is less violent than with chlorine. 

I, Pb" becomes PbO., in alkaline mixture only. 

Hg' becomes Hg" in acid and in alkaline mixture. 

S, As'" becomes As'^^ in acid and in alkaline mixture. With AsHg and 
a solution of bromine in water HgAsOg is first formed, and if the bromine 
be in excess the final products are HgAsOg and HBr . 

If., Sb'" becomes Sb''^ in acid and in alkaline mixture. 

5, Sn" becomes Sn^ in acid and in alkaline mixture. 

6, Bi'" becomes BigOg in alkalme mixture only. 

7, Cu' becomes Cu" in acid and alkalme mixture. 

8, Cr'" becomes Cr^ in alkaline mixture only. 

9, Pe" becomes Pe'" in acid mixture; in alkalme mixture the iron is 
further oxidized to a ferrate, HBr or a bromide being formed. 

10, Co" becomes Co'" in alkaline mixture only. 

II, Hi" becomes Hi'" in alkaline mixture only (Kilpius, J, C., 1876, 
29, 742). 
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12. iWriiv-n becomes in alkaline mixture only. 

B. ^With non-metals and their compounds. 

1. HjCoO^ becomes a carbonate and a bromide in alkaline mixture. An 
excess of "hot saturated oxalic solution changes Br to HBr . 

HCNS forms, among other products, H 2 SO 4 and a bromide m acid mix- 
ture, and a sulphate and a bromide in alkaline mixture. 

HtFe(CN )8 in acid mixture forms HaFeCCNle and HBr , in alkaline mix- 
ture a ferricyanide and a bromide (Wagner, J. 0., 1870, 29, 741). 

HNO, becomes HNO 3 and HBr if dilute and cold. 

3. PH 3 HHjPOj and H 3 PO 3 become H 3 PO 4 and HBr with acids, and a 
phosphate and a bromide in alkaline mixture. P and Br unite to form 
PBtg or PBrrj > depending upon relative amounts of the elements present. 
The* phosphorus bromides are decomposed by water, forming HBr and 

the corresponding acids of phosphorus. 

S% H 3 S, H 3 SO 3 , H 3 S 3 O 3 , S^-“ becomes H 3 SO, and HBr with aeids, 

a sulphate and a bromide in alkaline mixture. 

5. Br does not act as an oxidizing agent upon the compounds of chlorine, 
but may, at low temperatures, combine with chlorine to form a chlorine 
bromide, BrCl (Bornemann, A., 1877, 189, 183). 

6. In alkaline mixture hypobromites by boiling are oxidized to bromates 

with formation of a bromide. 

7. Iodine becomes an iodate and a bromide in alkaline mixture; the 
elements may combine to form the unstable bromiodide, IBr (Bornemann, 
1 . c.). HI and iodides form I and HBr , but in alkaline mixture an iodate 
and a bromide are produced. 

7. Ignition.— Warming drives ofE all the bromine from its solutions in water 
or otlmr solvents. Heat favors all reactions with bromine. 

8 . Detection.— Bromine is usually detected by shaking its solution in 
water with CS,, , which dissolves it with a reddish-yellow color; if present 
in large quantities the color is brown to brownish black. In this case 
a large excess of CS 3 must be used or a very small portion of the unknown 
taken, in order that the solution he dilute enough for the reddish-yellow 
bromine color to be distinguished from the violet color of iodine. 
Ether or chloroform may he used instead of carbon disulphide, but the 
solution is of a paler yellow. Starch solution gives a yellow color with 
bromine, but the reaction is less delicate than with CSo . 


9. Estimation.— (a) The bromine is made to act upon KI . and the iodine 
which is liberated is estimated by standard solution of Ha-SjOj . (.o; it is 

estimated bv the amount of ASjO, which it oxidizes in alkaline solution, (e) 
is converted into HBr by JCjS or IB5SO3 , and then precipitated by AgNO, . 
and weighed as AgBr . 
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§276. Hydrobromic acid. HBr== 80.928, 
H'Br-', H — Br. 


1. Properties.— if o/ecwZar weight, 149.9. Vapor density, 39.1. A colorless gas» 
condenses to a liquid at — G9"' and solidifies at — 73° (Paraday, A,, 1845, 56, 155). 
Its aqueous solution is colorless and is not decomposed by exposure to the 
air. The specific gravity of the saturated solution at 0° is 1.78; containing 82.02 
per cent HBr, or very nearly HBr.HaO . If a saturated solution is boiled, 
chiefly HBr is given off, and if a dilute solution is boiled, chiefly HjO is given 
off, until in both cases the remaining liquid contains 47.38 to 47.86 per cent 
of HBr , its sp. gr, 1.485, its boiling point constant at 126°, and its composition 
almost exactly HBr.SHoO , which distils over unchanged. Its vapor density 
of 14.1 agrees with the calculated vapor density of HBr.SHsO . 

2. Occurrence. — Not found free in nature, in combination as bromides in sea 
water and in some minerals. 

3. Poirmation. — (a) By action of bromine upon phosphorus immersed in 

water, the amorphous phosphorus is x^reierred: P4 -f lOBVa + IBH^O = 4HsP04 
+ 20HBr . (6) By action of H3PO4 or H2SO4 on KBr (Bertrand, J. C., 1870, 29, 

877). (c) By transposition of BaBr^ by cold dilute H0SO4 added in molecular 

proportions, (d) By passing a mixture of Br and H over platinum sponge, 
(e) By action of Br on HsPOo . (/) By adding Br to NasSOa . 

Metallic bromides are formed: (i) By direct union of the elements, but in a 
few cases heat is required to effect the combination. (2) By action of HBr 
upon the metallic oxides, hydroxides and carbonates, (d) Many bromides are 
formed by action of HBr on the free metal, ous salts and not ic being formed. 
(4) Bromides of the first group are best made by precipitation. (5) ^ Bromides 
of K , Ha , Ba , Sr and Ca are made by the action of bromine on their hydrox- 
ides and subsequent fusion: 

6KOH + OBr^ = KBrOg + 5KBr + SH^O 
2KBr03 (ignited) = 2KBr + SOj 


4. Preparation (a) HaS is added to a solution of bromine in water until 

the yellow color disappears ; the solution is then distilled. The first portion 
of the distillate is rejected if it contains H2S, and the latter portion if it con- 
tains H0SO4 (Becoura, C. n, 1890, 110, 784). (b) H 0 SO 4 is added to_ a concen- 

trated solution of KBr; after twenty-four hours the greater 
KHSO4 has crystallized out. The remaining liquor is then distilled, ihe 
product usually contains traces of H.SO4. (c) By passing bromine into hot 
paraffine (Crismer, B,, 1884, 17, 649). 


5. Solubilities. — Silver and mercurous bromide are insoluble in water, 
lead bromide is sparingly soluble; all other bromides are soluble. Hydro- 
bromic acid and soluble bromides precipitate solutions of the metals of 
the first group, lead salts incompletely. Lead bromide is less soluble than 
the corresponding chloride. The presence of soluble bromides increases 
the solubility of lead bromide. A small amount of hydrobromic acid 
decreases its solubility, but a larger excess increases it (DittC;, C. r,^ 1881, 
92, 718). 

In alcohol, the alkali bromides are sparingly or slightly soluble; calcium 
bromide, soluble; mercuric bromide, soluble; mercurous bromide, insolu- 
ble. Silver bromide is soluble in . 

6. Eeactions.— A — With metals and their compounds.— Hydrobromic 
acid dissolves many metals with the formation of bromides and evolution 
of hydrogen, e. g., Pb , Sn , Pe , A1 , Co , Ni , Zn , and the metals of the 
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calcium and the alkali groups. It unites with salt forming oxides and 
hydroxides to produce bromides without change of valence: PbO + 2HBr 
— PbBtj 4- HjO . But if the valence of the metal in the oxide or 
hydroxide is such that no corresponding bromide can be formed, then 
reduction takes place as follows : 

becomes PbBr^ and Br . 

2. As^ lieeomes As'" and Br . The HBr must be concentrated and in 
excess, and the As^ compound merely moistened with water: HaAsO^ + 
9TrRr =1 H3ASO3 + Br^ + HjO . In presence of much water the reverse 
action takes place : HjAsOj -j- + H^O = HjAsO* -j- 3HBr . 

S. Sb''' becomes Sb'" and Br . 

4 . Bi'^ becomes BiBij and Br . 

5 . becomes Fe'" and not Fe" , and Br . 

6 . Cr'^' becomes CrBij and Br (a separation from a chloride if the solu- 
tion be dilute) (Friedheim and Meyer, Z. anorg., 1891, 1, 407). KBr is not 
decomposed hy a boiling concentrated solution of KjCrjO^ (separation 
from BI) (Dechan, J. 0., 1887, 61, 690). 

7. Co"'*'® becomes CoBrj and Br . 

8 . Ni"+“ becomes NiBij and Br . 

9 . Mn''+“ becomes MnBrj and Br (§269, 8; Jannaseh and Aschoff, Z. 
anorg., 1891, 1, 144 and 245). BMnO, liberates all the bromine from KBr 
in presence of CuSO^ (a separation of bromide from chloride (Baubigny 
and Eivals, G. r., 1897, 124, 859 and 954). 

Silver nitrate solution precipitates, from solutions of bromides, silver 
Iromide, AgBr, yellowish-white in the light, slowly becoming ^ay to 
black. The precipitate is insoluble in, and not decomposed by, nitric acid, 
soluble in concentrated aqueous ammonia, nearly insoluble in concentrated 
solution of ammonium carbonate, slightly soluble in excess of alkali bromides, 
soluble in solutions of alkali cyanides and thiosulphates. It is slowly decom- 
posed by chlorine in the cold, rapidly when heated in a stream of chlorine. 

Solution of Jnerourous nitrate precipitates mercurous bromide, HgBr, 
yellowish-white, soluble in excess of alkali bromides. 

Solutions of lead salts precipitate, from solutions not very dilute, had 
bromide, PbBra , white. 

B . — ^With non-metals and their compounds, 

1 . H3Fe(ClI’)„ becomes H4Fe(CN)s and Br . The HBr must he in excess 
and concentrated, also the ferricyanide should be merely moistened with 
water, as in the presence of much water the reverse action takes place: 
2K*Fc(Cir)3 + Br^ = 2Z3Fe(Cir)o + 2KBr . 

2 . HUOj , in dilute solutions, no action, (distinction from HI)^ (Gooch and 
Ensign, Am. 8 ., 1890, 140, 146 and 283). 

EBTO, becomes NO and Br . 
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3 . Phosphorus compounds are not reduced. 

Jf- H0SO4 becomes SOg and Br . Both acids must be concentrated and 
hot, otherwise the reverse action takes place: SO^ + Brg + = HgSO^ 

4 - 2HBr . With H^SO^ , sp. gr. 1.41, no bromine is set free even when 
solution is boiled (Feit and Kubiersehky, J. PJiarm., 1891, (5), 24 , 159). 
The bromine of bromides is all liberated when warmed to 70° or 80° with 
ammonium persulphate (separation from a chloride) (Engel, C. r., 1894, 
118, 1263). 

5 . Chlorine liberates bromine from all bromides, even from fused silver 
bromide (ISi'ihoul, Z. angew.y 1891, 441). 

HCIO3 becomes HCl and Br . If the HCIO3 be concentrated other pro- 
ducts may appear. 

6 . HBrO liberates Br from both acids ; the same with HBrOg . 

7. HIO 3 becomes I and Br . 

8 . Hydrogen peroxide liberates the bromine from liydrobromic acid at 
100° (a distinction and separation from chloride). The bromine can best 
be removed by aspiration (Cavazzi, Gazzetta, 1883, 13, 174). 

7. Ignition. — Some bromides can be sublimed undecomposed in presence of 
air; e.g., AsBrg , SbBrs , HgBr and HgBr^ . Some can be sublimed only by 
exclusion of air and moisture ; e. g., AlBrj and NiBra . Bromides of sodium and 
potassium are not changed by heat. Silver bromide melts undecomposed. 
Many bromides, however, are more or less decomposed when ignited in pres- 
ence of air and moisture: CuBr, becomes CuBr and Br . 

8. Detection. — Bromides are usually oxidized to free bromine, which is 

detected' by its physical properties and by its color when dissolved in 
CS2 (§ 275 , 5). The oxidizing agent used to liberate the bromine varies 
according to the conditions. Chlorine is more commonly employed and 
acts when cold (QB 5 ).' A large excess of chlorine is to be avoided, as it 
decolorizes bromine solutions with formation of a chlorbromide. Nitric 
acid when dilute acts slowly unless hot. HgSO^, dilute, fails to oxidize 
the HBr even when hot; but when concentrated and hot is sometimes 
preferred. If chlorine be used, the mixture if alkaline must first bo 
acidified; otherwise a colorless bromate will be formed, free bromine not 
being a visible intermediate step in the oxidation : ZBr + 6K0H + SClg 
= OrOg + 6KC1 + 3H2O . If an iodide be present; (a) In absence of a 
chloride precipitate with silver nitrate, and digest the precipitate with 
NH 4 OH , which will dissolve the AgBr and none of the Agl . The filtrate 
may be treated with HgS, which precipitates the silver as AggS, leaving 
the bromine in the filtrate as , which may be detected in the usual 

way. (b) To the acid mixture add chlorine. water and carbon disulphide, 
shake and continue the addition of the chlorine water until the violet 
color of the iodine solution disappears, when the brown color due to the 
bromine may be observed: SKI -f 3 KBr + 7CI3 + 6 H 3 O = SBIOg -f- Br, 
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4^ 4KC1 + lOHCl . (c) To the solution from which the bases have been 

removed add a cold saturated solution of potassium chlorate and dilute 
sulphuric acid (one of acid to four of water); warm until the solution is 
of a pale straw color, or colorless if onl}" iodides are present. It may be 
necessary to add more of the solution of potassium chlorate to complete 
the oxidation of the iodine. Dilute the solution with water, cool, and 
shake with carbon disulphide. See also §269, S. 

6 KI 4* 6 KBr + 2 KCIO 3 4- = dl^ 4 4 + 2H01 4 6 H 2 O 

6 I 2 4 4 lOKClOa 4 5 H 2 SO 4 4 eH^O = 12 HIO 5 4 xBrs 4 SK^SO^ 4 lOHCl 

9. Estimation. — (a) It is converted into Ag'Br , and after gentle ignition 
weighed as such, (h) The bromide is oxidized to free bromine, which is 
passed into a solution of KI and the liberated iodine titrated with standard 
ITaaSiOa . (c) The bromide is oxidized to bromine, which is passed into an 

alkaline solution of arsenous acid. The excess of the arsenous acid is titrated 
with a standard solution of KMiiO* . 


§277. Hypobromous acid. HBrO = 96.928. 

H'Br'O-", H — 0 — Br. 

The anhydride, BraO , has not been isolated. The acid, HBrO , is a very 
unstable yellow liquid, a strong oxidizing and bleaching agent. The hypo- 
bromites are less stable than the corresponding hypochlorites. The calcium 
and the alkali group hypobromites may be prepared by adding bromine to the 
respective hydroxides in the cold. The free acid is obtained by the action of 
bromine upon mercuric oxide: 2HgO 4 SBrj 4 HsO = HgsOBrg 4 2HBrO; 
also by the action of bromine upon silver nitrate: AglTOs 4 Brg 4 HgO =: 
AgBr 4 HBrO 4 HUTOg (Dancer and Spill er, 0, W., 1860, 1, 38; 1862, 6, 249). 
The free acid as a n oxidizing agent reacts in many cases similar to free 
bromine. With HBr free Br is obtained from both acids (Schoenbein, J, pr., 
1863, 88, 475). 


§278. Bromic acid. IIBr 03 =: 128.928. 

, H — 0 — Br ~ ® 

1. Properties. — The anhydride, BrgOs , has not been isolated; and the acid, 
HBrOs , is known only in solution. It is a colorless liquid, smelling like bro- 
mine. It is a strong oxidizing agent. The solution of HBrOs is decomposed 
upon boiling, but by evaporating in a vacuum a solution containing about 
50 per cent of the acid may be obtained. 

2. Occurrence. — Neither the acid nor its salts are found in nature, 

3. Pormation.— (a) By the electrolysis of HBr (Kiche, (7. r., 1858, 46 , 348). 

(ft) By the decomposition of AgBrO, by Br: SAgBrO, 4 SBra 4 3H«0 =: 5AgBr 
4 GHBrOg . (c) An alkali bromate is made by adding bromine to a solntion 

of chlorine in sodium ca/bonate (Kaemmerer, <7^ pr., 1862, 85, 452), 

4 . Preparation. — Bromates of Ba, Sr, Ca, K and Ha are made by the action 
of bromine upon the respective hy^droxides at 100 ®: 6 KOH 4 3 Br 3 = 5KBr 4 
KBrOg 4 3 H 2 O . The free acid is prepared by adding dilute HySO* in slight 
excess to Ba(BrOs)s; the slight excess of HjSO* being removed by the cautious 
addition of Ba(OH), . 
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5. Solubilities. — AgBrOg is soluble in 123 parts of water at 24.5*^ 
(ISToyes, Z. phys, Ch,, 1890, 6, 246). Ba(Br03)2 is soluble in 124 parts of 
water at ordinary temperature and in 24 parts at 100° (Eammelsberg, 
Pogg.^ 1841, 52, 81 and 86). With the exception of some basic bromates, 
all other bromates are soluble in water. 

6. Eeactions. — A. — With metals and their compounds. — Bromic acid is 
a powerful oxidizing agent, acting in most respects like free bromine. 
It is usually reduced to hydrobromic acid, sometimes only to free bromine: 

1. Hg' becomes Hg" and a bromide. 

As'" becomes As^ and a bromide. 

S, Sb'" becomes Sb^ and a bromide. 

Jf, Sn" becomes Sn^ and a bromide. 

5. Cu' becomes Cu" and a bromide. 

6, Be" becomes Be'" and a bromide. 

7. Mn" becomes MnOa and bromine. 

8, Cr'" becomes HgCrO^ and bromine. 

Silver nitrate precipitates in solutions not very dilute, silver Iromate, 
AgBr03 , white, sparingly soluble in water, soluble in ammonium hydroxide, 
easily soluble by nitric acid, its color and solubility in ammonium hydroxide 
differing a little from the bromide (§276, 6). It is decomposed by hydro- 
chloric acid with evolution of bromine — a distinction from bromides and 
from other argentic precipitates. 

B . — With non-metals and their compounds. 

1, H2C2O4 becomes CO2 and Br. An excess of hot changes the 

Br to HBr (Guyard, BL, 1879, (2), 31, 299). 

HCNS becomes H2SO4 , HBr and other products. 

H4Be(CN)e becomes H3Be(Cir)6 and HBr . An excess of HBrOg carries 
the oxidation farther. 

2, HHO2 reduces HBrOg , forming HNOg and Br . 

8. PHg , HH2PO2 and H3PO3 become H3PO4 and Bfflr . 

Jf, S and SO2 become H2SO4 and HBr . 

HgS forms first S then H2SO4 . 

5, HCl becomes Cl and Br . 

* 6, HBr forms Br from both acids. 

7. HI becomes I and Br . With an excess of HBrOg the products are 
HIO3 and Br (Kaemmerer, 1. c., Wittstein, Z.y 1876, 15, 61). 

7. Ignition. — All bromates are decomposed upon heating. KBrOg, 
NaBrOg and Ca(Br03)2 evolve oxygen and leave the bromides. Co(Br03)2 , 
Zn(Br03)2 and other bromates evolve oxygen and bromine, leaving an oxide. 

8. Detection. — The bromine is first liberated by some reducing agent 
that does not carry the reduction to the formation of HBr. H2C2O4 is a 
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very suitable agent for this purpose, since it does not change Br to HBr 
except when hot and concentrated. The Br is detected by CS^ (§275, 8). 

Sulphuric and nitric acids liberate bromic acid from metallic bromates, 
the HBrOg remaining for some time intact, and the solution colorless. The 
gradual decomposition of the HBrOg is first a resolution into HBr and 0 , 
and as fast as HBr is formed it acts with HBrOa , so as to liberate the 
tromine of both acids. Now, if the solution contained bromide as well as 
bromate, an abundance of free bromine is obtained immediately upon the 
addition of dilute sulphuric acid in the cold. Hence, if dilute sulphuric 
acid in the dilute cold solution does not color the carbon disulphide, and 
if the addition of solution of pure potassium Iromide immediately develops 
the yellow color, while it is found that no other oxidizing agent is present, 
we have corroborative evidence of the presence of a bromate. And, if we 
treat a solution known to contain bromide with dilute sulphuric acid and 
carbon disulphide, and obtain no color, we have conclusive evidence of the 
alsei'ire of bromates. Hydrochloric acid transposes bromates and quickly 
decomposes the bromic acid, liberating both bromine and chlorine. 

A mixture of hromaie and iodate^ treated With hydrochloric acid, fur- 
nishes bromine without iodine, coloring carbon disulphide yellow. 

The ignited residue of bromates, in all cases if the ignition be done with 
sodium carbonate, will give the tests for bromides. 

9. Estimation. — The bromate is reduced to free bromine or to a bromide and 
determined as such. 

§279. Iodine. 1= 126.92. Usual valence one, five and seven (§12). 

1. Properties . — ^pecifiG gravity, 4.948 at 37® (Gay-Lussac). Melting point, 
114.2°. Boiling point, 184.35° at 760 mm. pressure (Ramsay and Young, J. 0., 
1886, 49 , 453). At ordinary temperature iodine is a soft gray-black crystalline 
solid with a metallic lustre. The thin crystals have a brownish-red appear- 
ance. Precipitated iodine is a brownish-black powder. It vaporizes very 
appreciably at ordinary room temperature with a characteristic odor, and may 
be distilled with steam. The molecule of iodine vapor under about 800° is Ig; 
above that temperature dissociation takes place, until at 1700° it is complete 
and the molecule consists of single atoms (Biltz and Meyer, B., 1889, 22 , 725). 
The vapor of iodine unmixed with other gases is deep blue, mixed with air 
or other gases it is a beautiful violet. It is sparingly soluble in water to a 
brown or yellowish-brown solution, which slowly bleaches litmus paper. It 
stains the skin yellow-bro'wn. The solution gradually decomposes in the sun- 
light with formation of HI. It reacts similarly to bromine and chlorine, but 
with much less intensity. The free element combines with starch,* forming 
a compound of an 3nten.se blue color. This colored body is quite stable in the 
cold; decolors upon warming, the color returning upon cooling. The reaction 
of iodine with starch constitutes a very delicate reaction for the detection of 
the presence of iodine. It also serves as an indicator in the volumetric estima- 
tion of iodine, as all reducing agents destroy the color by taking the iodine 
into combination. Combined iodine does not react with starchy 

The compound fonped when iodine unites with starch is regarded by Bondonmeau (Bl., 
1877, (2), 28, 462) as an. addition compound of the composition (CbHioOs)?!. Mylms (Ber. 20, 
688), gives the formula [CsiH^oOsoIhHI and considers it the hydriodic acid compound of an 
iodine addition compound of starch. This view is supported by the fact that in the absence of 
KI or other iodide iodine does not give a blue color with starch. (Sonnes, Z,, 34, 409.) 
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Colorless solutions are formed by all the alkali hydroxides with iodine; the 
fixed alkali hydroxides forming- iodides and iodates. With ammonia in water 
solution it dissolves more slowly, becoming* colorless; the solution contains the 
most of the iodine as ammonium iodide, and deposits a dark-brown powder, 
termed “ iodide of nitrogen,'^ very easily and violently explosiue when dry. 
According to Chattaway (Am., 1900, 24, 138) this compound has the composi- 
tion WoHsI-t . 

The anhydride of iodic acid, I0O5 , is the only stable compound of iodine and 
oxygen. The chief acids of iodine are: Hydriodic acid, HI; iodic acid, HIO3; 
periodic acid, HIO4 . 

Hypoiodous acid is said to be formed by the action of alcoholic iodine upon 
freshly precipitated mercuric oxide (Lippmann, C. n, 1SG6, 63, 96S). Lunge and 
Schoche (B., 1882, 15, 1883) prepared iodide of lime which seemed to contain 
calcium hypoiodite, Ca(IO)2 . 

2. Occurrence. — Found free in some mineral waters (Wanklyn, G. N., 1886, 54, 
300). As iodides and iodates in sea water (Sonstadt, G. N., 1872, 25, 196, 231 
and 241). In the ashes of sea plants. In small quantities in several minerals, 
especially in Chili saltpeter as sodium iodate. 

3. Formation. — From iodides by nearly all oxidizing agents: 2KI -f- Bra = 
2KBr + and from iodates by nearly all reducing agents: 2HIO3 5HaC»04 
= la -f" IOCO2 6H2O . 

4. Preparation. — (a) The ashes of the sea plants arc digested in hot water 

and from the filtrate most of the salts removed by evaporation and crystalliza- 
tion. The iodides remain in the mother liquor and from this the iodine is 
obtained by treatment with MnOa and H2SO4 . (b) The sodium iodate in the 

mother liquor of the Chili saltpeter is reduced with SOn , the iodine precipitated 
as Cul with CuSO^ . From the precipitate the iodine is recovered by distilla- 
tion with MnOa and H2SO4 . By fai^^the greatest portion of the iodine and 
iodides of commerce is obtained from the Chili saltpeter deposits. 

5. Solubilities. — It is soluble iu about 5500 parts water at 10® to 12° 
(Wittstein, J., 1857, 123), differing from Cl or Br in that it forms no 
hydrate. It is much more soluble in water containing hydriodic acid or 
soluble iodides. From a concentrated solution in KI the compound KI3 
has been obtained. Iodine dissolves in very many organic solvents as 
alcohol, ether, chloroform, glycerol, benzol, carbon disulphide, etc. Car- 
bon disulphide readily removes the iodine from its solution or suspension 
in water; with small amounts of iodine imparting to the carbon disulphide 
a beautiful violet color, with large amounts the CS 2 solution is almost 
black. 

6. Reactions. — A . — ^With metals and their compounds. — ^It unites slowly 
by the aid of heat with Pb and Ag; more rapidly with Hg, As, Sb, Sn, 
Bi, Cu, Cd, Al, Cr, Fe, Co, ITi, Mn, Zn, Ba, Sr, Ca, Mg, K and Ra. 

In oxidizing metallic compounds the iodine invariably becomes BDE or 
an iodide, depending upon whether the mixture he acid or alkaline. It 
may, however, with certain substances act as a reducing agent, becoming 
oxidized to iodate or periodate. 

1. Hg' becomes Hg" in acid and in alkaline mixture. 

2. As'" becomes As''^ in presence of alkalis only. 

5. Sb'" becomes Sb"^ in presence of alkalis only. 

Jf. Sn" becomes Su^ in acid or in alkaline mixture. 

5. Cr'" becomes Cr^ in presence of alkalis only. 
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6. Fe" becomes Fe'" in presence of alkalis only. 

7. Co" becomes Co'" in presence of alkalis only. 

8. Ni" is not oxidized. 

9. Mn" becomes h/Lxi^^ in presence of alkalis only. 

B . — With non-metals and their compounds. 

1. KiFe{C'N)Q is oxidized, forming K3Fe(CNj6 and KI, action slow and 
incomplete. 

2. HlSTOg forms HIO3 and NO . Strong HNOg must be used (at least 
sp, gr. 1.42). Action is slow. A very good method of making HIO3 . 

3. HHoPOg becomes H3PO4 with acids and with alkalis. 

4.. H^S becomes S and HI; no action if both substances be perfectly dry 
(Skraup, C. (7., 1896, i, 469) (separation of HgS from AsHg). According 
to Saint-Gilles (A. Clu, 1859, (3), 57, 221), in alkaline mixture from six 
to seven per cent of the sulphur is oxidized to a sulphate. 

H2SO3 becomes HqSO^ and HI. With a thiosulphate a tetrathionate is 
formed: 2^3.0^ + I2 = NaoS^Og + ^^al (Pickering, J. (7., 1880, 37, 
128), 

5. Cl becomes ICl or ICI3, depending upon the amount of chlorine 
present, water should be absent. In the presence of water HCl and HIO3 
are formed; in alkaline mixture a chloride and a periodate: I2 + 7CI2 + 
lONaOH = 14!N’aCl 2NaI04 + 8H3O . HCIO3 forms HlOg and HCl: 
5HCIO3 + 3I3 + 3H2O = 6HIO3 + 5HC1 . 

6. Br becomes IBr, decomposed by water (Bornemann, A., 1877, 189, 
183). In alkaline mixture with an excess of Br a bromide and an iodate: 
lo 4- SBra 4- 12K0H = 2KIO3 + lOKBr + 6H0O . HBrOg becomes Br 
and HIO3 . 

7. Iodine combines with HI in concentrated solution to form KI^(KIl2) . 

7. Ignition. — See I. 

8. Detection. — Iodine is recognized by the yellow to black color when 
mixed with water; the violet color when dissolved in carbon disulphide; 
the reddish color when dissolved in chloroform or ether; the blue color 
when added to a cold solution of starch; the violet color of the vapors, etc. 
The presence of tannin interferes with the usual tests for iodine unless a 
drop or two of ferric chloride solution be added (Tessier, 1874, 11, 313). 

9. Estimation. — (a) It is reduced to an iodide, precipitated with AglTOs , and 
after drying at 150°, weighed as Agl . It is estimated volumetrically with a 
standard solution of nfaaSzOs , using starch as an indicator. ( 6 ) The iodine 
dissolved in potassium iodide is treated with an alkaline solution of hydrogen 
peroxide in an azotome ter, the oxygen liberated being a measure of the amount 
of iodine present (Baumann, anffetP,, 1891, 304). 
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§280. Hydriodie acid. HI =137.928. 

H'l-', H — I. 

1. Properties. — Molecular weight, 127.858. Vapor density, 63.927. A colorless 
incombustible gas. At atmospheric pressure it solidifies at — 51®. At 0® it 
liquefies under a pressure of 3.97 atmospheres (Faraday, A. Gh,, 1845, (3), 15, 
266). The constant boiling point of the aqueous solution of the gas is 127®, 
which solution contains 57 per cent of PCI and has a specific gravity of 1.694 
(Koscoe, J. (\, 1861, 13, 160). Gaseous HI is dissociated by heat, slowly at 260®; 
rapidly at 240® (Lemoine, A. Ch*, 1877, (5), 12, 145). Iodine separates from the 
water solution of the acid when exposed to the air. 

2 . Occurrence. — Not found free in nature, but in combination as iodide or 
iodate. 

3. Formation. — (a) By direct union of the elements at a full red heat (Merz 

and Holzmann, B., 1889, 22, 869). (&) By direct union of the elements in pres- 

ence of platinum black at 300® to 400® (Lemoine, C, r., 1877, 85, 34). (c) From 
Bals by adding H2SO4 in molecular proportions, (d) By the action of iodine 
upon NazSOa or NaaSgOg (Mdne, G. n, 1849, 28, 478). (e) By the action of iodine 

upon moist calcium hypophosphite: Ca(H2P02)2 4* ^Ij + 4H3O = CaH4(P04)3 
+ SHI (Mene, Z. c.). 

Iodides are formed by the direct action of iodine upon the metals; or better, 
by* the action of HI upon the oxides, hydroxides or carbonates of those metals 
whose iodides are soluble in water. Iodides of lead, silver and mercury are 
formed by precipitation. 

4. Preparation. — (a) By passing HaS into a mixture of finely divided iodine 

suspended in water, adding more iodine as fast as the color disappears: 21* -j- 
2H2S = 4HI 4* S2 (Pellagri, Gazzetta, 1875, 5, 423). (6) By bringing moist red 

phosphorus in contact with iodine; P4 4- IOI2 + 16HaO = 4H3P'04 4“ 20M 
(Meyer,B., 1887, 20, 3381). (c) By passing vapors of iodine into hot liquid 

paraffine (Crismer, J5., 1884, 17, 649). (d) By heating iodine with copaiba oil 

(Bruylants, B., 1879, 12, 2059). It cannot be prepared by adding H2SO4 to an 
iodide and distilling (5). 

5. Solubilities. — Iodides of lead, silver, mercury and cuprosum are m- 

soluble. Iodides of other ordinary * metals are soluble, those of bismuth, 
tin and antimony requiring a little free acid to hold them in solution. 
Lead iodide is sparingly soluble in water (§57, 5c), Mercuric iodide is 
readily soluble in excess of potassium iodide, forming a double iodide, 
K.HgI,; most other iodides are more soluble in a solution of potassium 
iodide than in pure water. The iodides of the alkalis, Ba, Ca and Hg" 
are soluble in alcohol; Hgl and Agl are insoluble. All iodides in solution 
are transposed by HCl or by dilute HgSO^. Hot concentrated H2SO4 
decomposes all iodides, those of Pb , Ag and Hg slowly but completely, 
SOo and I being produced ; 2X1 + = KgSO^ + I2 + SOg + 2KJ) . 

H]sro3 in excess first transposes then decomposes soluble iodides: 6KI + 
SHHOg = 6ZNO3 + 3I2 + 2K0 + 4H2O . If the HNOg be concentrated 
the iodine is further oxidized: SI2 + lOXJSO^ = 6HIO3 + lONO + SHgO . 
Long-continued boiling with HHOg, sp, gr, 1.42, decomposes the insoluble 
iodides. Chlorine in the cold decomposes all soluble iodides, by heating 
with chlorine the insoluble iodides are also decomposed: 2X1 + Clg = 

* ThaUium iodide, T1 1, is perfectly insoluble in cold water, a distinction and separation from 
bromides and phlorides (Huebner. Z., 1872, 11, 897). PaUadous iodide is insoluble in water. 
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2KC1 + I2 . With an excess of chlorine the iodine is further oxidized ; 
I2 + 5CI2 + 6H2O = SHIOj + lOHCl . Silver iodide is almost insoluble 
in ammonium h3'droxide or ammonium carbonate (distinction from silver 
chloride). It is solulilc in KCW . Agl and Pblj arc soluble by decomposi- 
tion in solution of alkali thiosulphates: Agl + NaaSaOg = Nal + 
iraAgSo03 . Lead iodide is soluble in a solution of the fixed alkalis. 

6. Reactions.— A.— With metals and their compounds.— Silver nitrate 
solution in excess precipitates, from solutions of iodides, sHvbt iodidSy Agl , 
yellow-white, blackening in the light without appreciable separation of 
iodine. For solubilities see paragraph above. 

Solution of mercuric chloride precipitates the bright, yellowish-red to 
red, mercuric iodide, Hgl^. The precipitate redissolyes on stirring, after 
slight additions of the mercuric salt, until equivalent proportions are 
reached, when its color deepens. For the solubilities of the precipitate 
see §58, 6/. Solution of mercurous nitrate precipitates mercurous iodide, 
Hgl , yellow to green (§58, 6f). 

Solution of lead nitrate or acetate precipitates, from solutions of iodides 
not very dilute, lead iodide, Pbl^ , bright-yellow— soluble, as stated in full 
in §57, 5c. 

Palladous chloride, PdCl^, precipitates, from solutions of iodides, pal- 
ladous iodide, Pdia , black, insoluble in water, alcohol or dilute acids, and 
visible in 500,000 parts of solution. The reagent does not precipitate 
bromine at all in moderately dilute solutions, slightly acidulated with HCl . 
Palladous iodide is slightly soluble in excess of the alkali iodides, and is 
soluble in ammonium hydroxide (§106). 

Copper salts precipitate from solutions of iodides cuprous iodide (white) 
mixed with iodine (black) : ^CuS04 + “ ^Cul + 2EI2SO4 + I2 • If 

suhieient reducing agents (as sulphurous acid) are present to reduce the 
liberated iodine to HI, only the white cuprous iodide will.be precipitated 
(a distinction from bromides and chlorides). 

When metals are attacked by HI an iodide is formed and hydrogen is 
evolved. Ilydriodic acid unites with all metallic oxides and hydroxides 
(expect ignited CrgOg) to form iodides; frequently, however, iodine is 
liberated and an iodide of lower metallic valence is formed: 

1. Pb"+“ becomes Pb" . 

2 . becomes As'"; HI has no action upon normal E3ASO4 (Friedheim 
and Meyer, Z. anorg., 1891, 1 , 409). 

3 . Sb^ becomes SV". 

4 . Bi^ becomes Bi'" . 

5. Cu" becomes Cu'. Soluble iodides reduce normal cupric salts*, but 
have no reducing action in alkaline mixture or upon cupric hydroxide. 
With phenylhydrazine sulphate and cupric sulphate the iodine of iodides is 
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completely precipitated (separation from chlorides) (Eaikow, Gh. Z., 1894, 
18, 1661). 

6. re'" becomes Fe" (§269, 8). 

7. becomes Or'" . KoCrO^ is not reduced by KI even upon boiling 

the concentrated solutions. with KI slowly gives I and Or'" in 

the cold. When KI is boiled with a concentrated solution of KoCrgO^ the 
iodine is completely liberated (separation from bromides and chlorides 
whicli are unchanged): 6KI + SKoCr^O^ = SKoCrO^ -f- CrgOg + 3I2 
(Dechan, J. (7., 1886, 50, 682; 1887, 51, 690). When Agl is boiled with 
KoCigOY and H2SO4 no iodine is evolved, chromium is reduced and the 
iodide becomes silver iodate: KgCrgO^ + Agl + SHoSO^ = 2KHSO4 -f 
Cr2(S04)3 + AgI03 + 4H2O (Macnair, J. C., 1893, 63, **1051). 

S. Co"+^ becomes Co"; KI has no reducing action upon cobaltic hy- 
droxide. 

9. Ni"+“ becomes Ni"; KI reduces Wi'", liberating iodine. 

10. becomes Mn" . When KI is boiled with KMnO^ the manga- 
nese becomes MnOo and the iodide is oxidized to an iodate: 6KM11O4 -j- 
3KI + 3H2O = 3KIO3 + 6Mn02 + 6K0H (Groeger, Z. angew., 1894, 13 
and 52) (distinction from bromides, which do not decolor permanganates). 

B . — With non-metals and their compounds. 

1. H3Fe(CN)6 forms H4Fe(CN)e and I; the reaction also takes place in 
neutral mixture. 

2. HNOg forms NO and I (separation of iodide from bromide and 
chloride) (Jannasch and Aschoff, Z. anorg.^^ 1891, 1, 144 and 245). 

HNO3 forms NO and I, with further oxidations to HIO3 with concen- 
trated HNO3 . The HNOg acts much more rapidly than the HNO3 . 

S. No reduction with phosphorous compounds. 

Jf.. H2SO4 dilute no action; with the concentrated acid in excess, SO^ and 
I are formed: 2KI + 3H2SO4 = I^ + SOg + 2KHSO4 + 2H2O ; if KI be 
added in excess to loiling H^SO^ , H2S and I are formed: SKI + 9H2SO4 = 
4I2 + H2S + 8KHSO4 + 4H2O (Jackson, J. G., 1883, 43, 339). Ammo- 
nium persulphate liberates iodine from iodides at ordinary temperature 
(Engel, 0. r., 1894, 118, 1263). 

5. Cl in excess forms HCl and HIO3; with excess of HI , HCl and I are 

formed. In the presence of a fixed alkali a periodate and a chloride are 
formed: KI 8K0H + 4CI2 = 8KC1 + KIO4 -f 4H2O . Hypochlorous 
acid oxidizes to iodine, then to iodic in acid solution; in alkaline solution 
to periodate. ^ 

HCIO3 with excess of HI forms HCl and I; with excess of HCIO3 HCl 
and HIO3 . 

6. Br forms I and HBr or a bromide. 
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HSrOs with excess of HI forms HBr and I ; with excess of HBrOg , Br 
and HIO3 • 

7. HlOg^ iodine is liberated from both acids: HIO3 + SHI = 31^ -j- 
SHgO . HIO4 gives iodine. 

i H2O, becomes H^O , 0 and I (§244, 6JB6) (Cook, J. C., 1885, 47, 471). 

9, Ozone promptly liberates iodine from soluble iodides. Atmospheric 
oxygen decomposes HI and ferrous and calcium iodides slowly, the alkali 
iodides not at all. 

7 . Ignition. — As a general rule iodides strongly ignited in presence of air 

and moisture evolve iodine, leaving the oxide of the metal. Ignited in absence 
of air or moisture the following iodides are not decomposed: KI , Nal , Bal^ , 
Gala , Srla , , A1I>, , Snl^ , Pblj , Agl and Hglg . See Mitscherlich {Fogg., 

1833, 29, 193), Personne (C. r., 1862, 54, 216) and Gustavson (A., 1873, 172, 173). 

8. Detection. — The iodide is oxidized to free iodine by one of the re- 
agents mentioned in (6) above. With a dry powder hot concentrated 
H,S0^ is usually employed when the iodine is detected by the violet fumes 
evolved,, condensing in the cooler portion of the test tube. With solu- 
tions the usual reagent is chlorine water. The iodine is recognized by 
the violet color when shaken with CS^ , or the bright-red color with CHCI3 . 
In case a large amount of iodine be present the CSg solution may be almost 
black. In this case large dilution with OSg is necessary to detect the violet 
color. If but a small amount of iodine be present the chlorine must be 
added very cautiously or the iodide will all he oxidized to the colorless 
iodic acid.* With small amounts of iodide, nitric acid is less liable to 
cause error as relatively much more nitric acid is required to oxidize the 
iodine to iodic acid. Tor the detection of small amounts of iodide a 
cupric salt strongly acidulated with HCl is an excellent reagent for the 
oxidation : 2CUCI2 + 2X1 = 2CnCl + 2KC1 -f I2 . The addition of HNO^ 
or HaH02 to the acid solution will also liberate iodine but not bromine 
or chlorine. The iodine may then be detected and removed by shaking 
with CS2 . Bromine and chlorine may then be tested for. 

If insoluble iodides are present they should he transposed by HgS, 
the insoluble sulphide removed by filtration, the excess of HgS removed 
by boiling, and the solution then tested for hydriodic acid. Or the 
insoluble iodide should he reduced by Zn and H2SO4: 2AgI + Zn + HoSO^ 
= 2Ag 4" ZnSO^ -j- 2HI . The filtrate may then be tested for hydriodic 
acid. The insoluble iodide may also he fused with HajCOg , and after 
digestion with water the filtrate acidulated and tested for hydriodic acid. 
That is, the solution must he acidulated before chlorine water is added, 
else the iodine will he oxidized to an iodate or periodate. 

* The teat potassium bromide for traces of an iodide it is recommended to add CSj and cupric 
sulphate or a small amount of ferric alum. Or add chlorine water and then a few crystals of 
ferrous sulphate; then shake with CSi (Brito, C. N., 1884, 50* 210). ^ 
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9. Estimation.;;— Gravimetrically by precipitation as Agl and weighing as such 
after gentle ignition. Volumetrically by oxidation to iodine and titration with 
standard Na 2 S 203 (Groger, Z, angew., 1894, 52). 


§281. Iodic acid. HIO 3 = l'?5.928. 

H'F0-"3, H — 0 — I ^ J 

1 . Properties. — Iodic acid is a white crystalline solid; its solution saturated 
at 14° contains 68.5 per cent HIO 3 , and has a specifle gravity of 2.1629 (Kaem- 
merer, Pogg., 1869, 138, 390). At 170° it loses water, forming iodic anhydride, 
I 2 O 5 , a white crystalline solid, which, at 300°, dissociates into iodine and 
oxygen. See Ditte, A. Ch.^ 1870, (4), 21, 5. It is readily soluble in water and 
in alcohol; the solutions redden litmus and afterwards bleach it. 

2 . Occurrence. — The free acid is not found in nature. It is found as Ca(I 03)3 
in sea water, and as sodium iodate in Chili saltpeter (Sonstadt, G. N., 1872, 25, 
196, 231 and 241; Guyard, Bl., 1874, ( 2 ), 22, 60). 

3. Formation. — (a) By electrolyzing a solution of I or HI (Riche, G. r., 1858, 

46, 348). (&) By the action of chlorine on iodine in the presence of much 

water. The HCl formed cannot be expelled by boiling without decomposing 
the HIO 3 . It must be removed by the careful addition of AgjO . (c) By 

adding water to ICI 3 and washing with alcohol: 2 ICI 3 + SH^O = HIO 3 + 
5HC1 + ICl . (d) KIO 3 is made by treating iodine with KOH: Slg + 6 KOH = 

EIO 3 + 5KI + 3 H 2 O . And then washing with alcohol to remove the KI . (e) 
By heating potassium chlorate and iodine: IOKCIO 3 + 6 I 2 + = e KHI gOo 

+ 4KC1 + 6HC1 (Bassett, J. G., 1890, 57, 760), (f) By boiling iodine with barium 
hydroxide until neutral, filtering and decomposing with sulphuric acid (Steven- 
son, G. N., 1877, 36, 201 ). (g) By the action of I upon AgNOat SAgHO, + Sla + 

3 H 2 O — 5AgX -}- SHHOs -|- HIO 3 . 

lodates of the alkalis and alkaline earths are easily made by the action of 
iodine on the hydroxides, and separation by alcohol or by crystallization from 
the iodides which are formed in the reaction. All iodates may be made by 
action of the acid on the hydroxides or carbonates. 

4. Preparation. — (a) Iodine is oxidized by boiling with nitric acid sp. gr. 

1.52, and removing the excess of the nitric acid by evaporation. (&) By adding 
a slight excess of H 2 SO 4 to Ba(IOs )2 and removal of the excess of H 2 SO 4 by 
the careful addition of Ba ( 103)2 • (o) By boiling a solution of potassium 

iodide with an excess of potassium permanganate in neutral or alkaline solu- 
tion: KI + 2 KMn 04 + = KlOg -f- 2 KOH + 2 Mn 02 (G roger, Z, angew., 

1894, 13 and 52). (d) The very stable potassium biiodate, K.HI 2 O 3 , is formed by 

recrystallizing a water solution of equal portions of KIO 3 and HIO, . It is 
soluble in 18.66 parts water at 17° (Meineke, A., 1891, 261, 359), 

5. Solubilities. — Ba(I 03)2 is soluble in about 3000 parts water at ordi- 
nary temperature; and in about 600 parts at 100 ° (Elremers, Pogg.^ 1851, 
84, 27; Spica, Qazzetta^ 1894, 24, i, 91). AglOj is soluble in 27,700 parts 
of water at 25° ; in 2.1 parts NH 4 OH (10 per cent) at 25° (separation from 
silver iodide); in 1044.3 parts HNOg, sp. gr. 1.21 at 25° (Longi, Gazzetta, 
1883, 13, 87). The iodates of Ag , Ba , Pb , Hg , Sn , Bi , Cd , Fe and Cr 
require at 15° more than 500 parts of water for their solution and the 
following require less : Cu , A1 , Co , Ni , Mu , Zu , Sr , Ca , Mg , K and HTa . 
They are all transposed by concentrated HNO 3 or H 2 SO 4 ; and are decom- 
posed by concentrated HCl . They are soluble in the alkalis in so far as 
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the corresponding metallic oxides are soluble in those reagents. Most 
of the iodates are insoluble in alcohol (with K, Ha, Ba and Ca iodates a 
separation from iodides). 

6. Eeactions. — A. — ^With the metals and their compounds. — few metals 
are attacked eYolving hydrogen, forming iodates, sometimes traces of 
iodides. With the following metallic compounds the valence of the metal 
is changed: 

i. As'" becomes As’'^ with liberation of iodine. AsHg in excess forms 
As® , with the HlOa in excess As'^ (Ditte, A., 1870, 156, 336). 

Sb'" becomes Sb^ with liberation of iodine. SbHs forms Sb® . 

8 , Sn" becomes Sn'v ^nd HI . 

Jf., Cu' becomes Cu" with liberation of iodine. 

5. Fe" becomes Fe'" with liberation of iodine. 

Solution of silver nitrate precipitates, from even very dilute solutions of 
iodates and from solutions of iodic acid if not very dilute, silver iodate, 
AglOg , white, crystalline, soluble in ammonium hydroxide, soluble in an 
excess of hot HHOg . In the ammoniacal solution^ hydrosulphuric acid 
forms silver sulphide, sulphur and ammonium iodide. 

Barium chloride precipitates barium iodate, Ba(I03)2, slightly soluble 
in cold, more soluble in hot water, insoluble in alcohol, soluble in 
hot dilute nitric acid, readily soluble in cold dilute hydrochloric acid. 
Hence, dilute solutions of free iodic acid should either be neutralized or 
tested with barium nitrate. This precipitate, by addition of alcohol, is a 
complete separation from iodides, and, when well washed, decomposed with 
a very little sulphurous acid (8), and found to color carbon disulphide 
violet, its evidence for iodic acid is conclusive. Barium iodate is trans- 
posed by ammonium carbonate. 

Salts of lead give a white precipitate of lead iodate, Pb(I08)2 . Ferric 
chloride gives, in solutions not dilute, a yellowish-white precipitate of 
ferric iodate, Fe(I03)3, sparingly soluble in water, and freely soluble in 
excess of the reagent. Boiling decomposes it. 

Alcohol precipitates potassium iodate from water solution, an approxi- 
mate separation from iodide. 

B . — ^With non-metals and their compounds. 

1 . H2C2O4 becomes CO^ and I . Action is slow imless solutions are hot. 

Carbon (except diamond) heated in sealed tubes becomes CO2 with sepa- 
ration of I (Ditte, I, c,), 

H^Fe(CH)e becomes H3Fe(CH)3 and I . 

HCHS forms H2SO4 , 1 and some other products. 

HHO2 becomes EHO3 and I . 

$, PH5 becomes H3PO4 and I . With an excess of PH3 , HI is formed. 
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Water in which phosphorus has stood reduces iodic acid to iodine (Come, 
J. Fharm., 1878, (4), 28, 386). 

HH2PO3 becomes H3PO4 and I. 

4 HgS becomes S and I. Thiosulphates form first iodine, then an iodide. 

H2SO3 , with excess of HIO3 , becomes HgSO^ and I; with excess of HjSOg , 
H2SO4 and HI . 

6, HCl , if concentrated, forms ICI3 and Cl , iodine not being liberated. 

0. HBr forms Br and I . 

7, HI forms I from both acids. The addition of tartaric acid to a mix- 
ture of KI and KIO3 is sufficient to give an immediate test for free iodine 
with CS2 . It must be remembered that an iodide alone rendered acid will 
give a test for free iodine after a short time. 

8, Morphine reduces iodic acid with separation of iodine. 

7. Ignition, — ^Potassium and sodium iodates on ignition form iodides 
and evolve oxygen (Cook, (7., 1894, 66, 802). Alany other iodates evolve 
oxygen but the iodide formed is further decomposed as stated in §275, 7. 

Iodates in dry mixture with combustible bodies are reduced, on heating 
or concussion, with detonatiori^ but much less violently than chlorates or 
nitrates. 

8. Detection. — ^It is usually detected, after acidulation, by treatment 
with some reducing agent for the formation of free iodine. HgSOg is 
often employed because it acts rapidly and in the cold; but traces of HIO3 
frequently escape detection for the least excess of H2SO3 at once reduces 
the iodine to colorless hydriodic acid. A desirable reagent for this reduc- 
tion is one that will act rapidly in the cold, and in no case cause the 
further reduction to hydriodic acid. The following reducing agents have 
been used: K4Pe(CIir)e acidulated with dilute HgSO^ , HgAsOg , CnCl , PeS04 , 
morphine sulphate and uric acid. To detect KIO3 in KI it is recom- 
mended by Schering (/. (7., 1873, 26, 191) to add a crystal of tartaric 
acid to the solution. The formation of a yellow zone is indicative of an 
iodate. Hydrochloric acid may be used, but if it contains a trace of 
chlorine it wiU give the test for an iodate. Iodine frequently occurs in 
nitric acid as iodic acid. Hilzer (/. (7., 1876, 29 , 442) directs to add equal 
volumes of water, carbon disulphide, and then coarse adnc filings. It may 
be necessary to warm the solution slightly. Biltz ((7. C,, 1877, 86) dilutes 
the HlTOg with water, adds starch solution and then H^S solution drop 
by drop. A blue zone is formed if HIO3 be present. 

9 . Estimation. — (a) By precipitation with AgNO^ , and after drying at 100* 

weighing as AglO,. (6) By reducing to an iodide and estimating as such, 
(c) By treating with KI acidulated with , and titrating* the iodine lib- 

erated with standard NagSgO, , 
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§ 282 . Periodic acid. HIO4 = 191 . 928 . 

H H H 

\ I / 

0 0 0 0 

II Nl / 

or H — 0 — 1 = 0 or H — 0 — I — 0 — H. 

II II 

0 0 

The anhydride, I2O7 , has not been isolated, and but one acid is known in the 
free condition, HI04,2H20 or HelO,, . This acid exists in colorless monoclinic 
crystals, which do not lose water at 100°. It melts at 133°, and at a 
higher temperature it decomposes into iodic anhydride, water and oxygen 
(Kimmins, J, <7., 1887, 51, 356; and 1889, 65, 148). Numerous periodates have 
been prepared as if derived from one or the other following named acids: 

HIO4 , MsXOs , HTsIOa , , BCsIsOii , HisIaOia , , HaoIeOae 

(Rammelsberg, Fogg., 1865, 134, 368, 499). 

The free periodic acid, HsIOe , is prepared: (tt) By oxidizing iodine with per- 
chloric acid: 2B:C104 -j- 4- 4H5 O == 2HbI 08 -j- Cl* (Kaemmerer, Pogg,, 1869, 

138, 406). (b) By heating iodine or barium iodide with a mixture of barium 

oxide and barium peroxide, digesting with water, and transposing the 
Ba6(IOe)a thus obtained with the calculated amount of sulphuric acid (Eam- 
melsberg, Pogg., 1869, 137, 305). (c) By conducting chlorine into sodium iodate 

in presence of sodium hydroxide: NalOj + SNaOBC -f- CI2 = NagHsIOe + 
SNaCl . This acid periodate dissolved in water wuth a little nitric acid and 
then precipitated wdth silver nitrate, forms the silver salt, AggHalOe . This 
precipitate is dissolved in nitric acid and evaporated on the water-bath, when 
orange-colored crystals of silver meta periodate are formed according to the 
following: 2Ag2H3lO« + 2HN’08 = 2AgI04 -f 2Ag!N‘08 + 4H2O . Water decom- 
poses this precipitate: 2AgI04 + 4H2O = HsIOg + AgaHsIOc . Or the silver 
periodate, AgI04 , is decomposed by Cl or Br (Kaemmerer, t c., p. 390). 

The silver salts vary in color; AglO* is orange; Ag^HlOs , dark brown; 
AgJ^Os, , chocolate colored; while silver iodate is white (a distinction). In the 
general reactions periodic acid and periodates resemble iodic acid and iodates. 

H2C2O4 becomes CO3 and I . 

H3BO2 becomes H8PO4 and HI . 

HjS becomes S and HI . 

H2SO3 becomes H3SO4 and HIO, without separation of iodine when the two 
acids are present in molecular proportions. The presence of a greater pro- 
portion of HsSOs causes, first, separation of iodine with final complete reduc- 
tion to HI (Selmous, J5., 1888, 21, 230) : 

HIO4 + H2SO3 = HIO3 + H2SO4 

3HIO4 + 8H2SO3 = HIO3 4- I3 + 8H2SO4 4- H,0 
2HIO4 + 7H2SO3 = Is 4- 7H2SO4 4* H,0 
HIO4 4- 4H2SO3 = HI 4* 4H2SO4 

HCl becomes Cl and ICl* 

HI forms I from both acids. 

According to Lautsch (I. pr., 1867, 100, 86), its behavior with mercurous 
nitrate is characteristic. The pentasodic periodate, HasIO, , gives a light- 
yellow precipitate, Hg^IOe . 



§283. Comparison of Certain Beactions of the Acids of Chlorine, Bromine and Iodine (§13). 

Taken in Aqueous Solution, as Potassium Salts, or other Soluble Compounds. 
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PART IV.-SYSTEMATIC EXAMINATIONS. 


BEMOVAL OP OEOAITIC SUBSTANCES. 

§284. Before the liquid reagents can be applied, ^ solids must be dissolved. 
The methods of inorganic analysis do not provide against interference by organic 
compounds; and, in general, it is impossible to conduct inorganic analysis in 
material containing organic bodies. It is, therefore, first necessary to ascertain 
if the unknown substance contains organic matter. This has been ascertained in 
the preliminary examination by the blackening or charging of the substance when 
heated in the closed tube. A burnt odor is also excellent evidence of the presence 
of organic matter. If organic matter is found to be present, it may be removed as 
follows: 1st, by combustion at a red or white heat, with or without oxidizing 
reagents; 2d (in part), by oxidation with potassium chlorate and hydrochloric 
acid on the water-bath (§69, G'el); 3d, by oxidation with nitnc acid in presence 
of sulphuric acid, at a final temperature of the boiling point of the latter ( §79, 6'e5); 
4th, by solvents of certain classes of organic substances; 5th, by dialysis. These 
operations are conducted as follows: 

§285. Comhustion at a red or white heat, of course, excludes analysis for mer- 
cury, arsenous and antimonous bodies (except as provided in §70, 7), and 
ammonium. Tlie last-named constituent can be identified from a portion of the 
material in presence of the organic matter (§207, 3). If chlorides are present 
some iron will be lost at temperatures above 100°, and potassium and sodium 
waste notably at a white heat, and slightly at a full red heat. Certain acids 
will be expelled, and oxidizing agents reduced. 

The material is thoroughly dried and then heated in a porcelain or platinum 
crucible, at first gently. It will blacken, by separation of the carbon of the 
organic compounds. The ignition is continued until the black color of the 
carbon has disappeared. In special cases of analysis, it is only necessary to 
char the material; then pulverize it, digest with the suitable solvents, and 
filter; but this method does not give assurance of full separation of all sub- 
stances. Complete combustion, without use of oxidizing agents, is the way 
most secure against loss, and entailing least change of the material; it is, how- 
ever, sometimes very slow. The operation may be hastened, with oxidation of 
all materials, by addition of nitric acid, or of ammonium nitrate. The material is 
first fully charred; then allowed to cool till the finger can be held on the 
crucible; enough nitric acid to moisten the mass is dropped from a glass rod 
upon it, and the heat of the water-bath continued until the mass is dry, when 
it may be very gradually raised to full heat. This addition may be repeated 
as necessary. The ammonium nitrate may be added, as a solid, in the same 
way. The residue is treated according to §301. 

§286. OHdation with potassium cMorate and hydrochloric add on the water-hath 
does not wholly remove organic matter, but so far disintegrates and changes 
it that the filtrate will give the group precipitates, pure enough for most tests. 
It does not vaporize any bases but ammonium, but of course oxidizes or 
chlorinates all constituents. It is especially applicable to viscid liquids; it may 
be followed by evaporation to dryness and ignition, according to the paragraph 
above. 

The material with about an equal portion of hydrochloric acid is warmed on 
the water-bath, and a minute portion of potassium chlorate is added at short 
intervals, stirring with a glass rod. This is continued until the mixture is 
wholly decolored and dissolved. It is then evaporated to remove chlorine, 
diluted and filtered. If potassium and chlorine are to he tested for, another 
portion may be treated with nitric acid, on the water-hath. The organic 
matter left from the action of the chlorine or the nitric acid may be sufficient 
to prevent the precipitation of aluminum and chromium in the third group of 
bases; so that a portion must be ignited. As to arsenic and antimony, see 
§70, 7. 

§287. The action of mlphunc with nitric acid at a gradually increasing heat 
leaves behind all the metals (not ammonium), with some loss of mercury and 
arsenic (and iron?) if chlorides are present in considerable quantity. In this, 
as in the operations before mentioned, volatile acids are lost — sulphides partly 
oxidized to sulphates, etc. 

The substance is placed in a tubulated retort, "with about four parts of con- 
centrated sulphuric acid, and gently heated until dissolved or mixed. A funnel 
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is now placed in the tubulure, and nitric acid added in small portions, gradu- 
ally raising the heat, for about half an hour — so as to expel the chlorine, and 
not vaporize chlorides. The material is now transferred to a platinum dish 
and heated until the sulphuric acid begins to vaporize. Then add small portions 
of nitric acid, at intervals, until the liquid ceases to darken by digestion, after 
a portion of nitric acid is expelled. Finally, evaporate off nearly all of the sulphuric 
acid, using the lowest possible heat at the close. Cool and dilute with a few c.c. 
of water. If a residue remains undissolved boil for a few minutes, cool, filter and 
wash with dilute sulphuric acid. The residue will contain (a) undecomposed 
mineral matter such as silicates, (5) all the lead, strontium and barium as sul- 
phates, (c) some of the calcium, bismuth, antimony and tin and (d) practically all of 
the chromium as the insoluble anhydrous sulphate. 

§288. The solvents used are chiefly ether for fatty matter, and alcohol or ether, 
or both successively, for resins. Instead of either of these, benzol may be 
used; and many fats and some resins may be dissolved in petroleum ether. 
It will be observed that ether dissolves some metallic chlorides, and that 
alcohol dissolves various metallic salts. Before the use of either of these sol- 
vents upon solid material, it should be thoroughly dried and pulverized. Fatty 
matter suspended in water solutions may be approximately removed by filter- 
ing through w^et, close filters; also by shaking with ether or benzol, and decant- 
ing the solvent after its separation. 

§289. By Dialysis, the larger part of any ordinary inorganic substance can 
be extracted in approximate purity from the greater number of organic sub- 
stances in water solution. The degree of purity of the separated substance 
depends upon the kind of organic material. Thus albuminoid compounds are 
almost fully rejected; but saccharine compounds pass through the membrane 
quite as freely as some metallic salts. (Consult Watts^ Dictionary, 1894, IV, 172). 

PKELIMINARY EXAMINATION OF SOLIDS.* 

§290. Before proceeding to the analysis of a substance in the wet way, a 
careful study should usually be made of the reactions which the substance 
undergoes in the solid state, when subjected to a high heat, either alone or in 
the presence of certain reagents, before the blow-pipe, or in the flame of the 
Bunsen burner. This examination in the dry way precedes that in the wet, 
and should be carried on systematically, following the plan laid down in the 
tables, and noting carefully every change which the substance under investiga- 
tion undergoes, and if necessary making reference to some of the standard 
works on blow-pipe analysis. In order to understand fully the nature of these 
reactions, the student should first acquaint himself with the character of the 
different parts of the flame, and the use of the blow-pipe in producing the 
reducing and oxidizing flames. 

§291. The flame of the candle, or of the gas-jet, burning under ordinary circum- 
stances, consists of three distinct parts: a dark nucleus or zone in the centre, 
surrounding the wick, consisting of unburnt gas — a luminous cone surrounding 
this nucleus, consisting of the gases in a state of incomplete combustion. Ex- 
terior to this is a thin, non-luminous envelope, where, with a full supply of 
oxygen, complete combustion is taking place: here we find the hottest part of 
the flame. The non-luminous or outer part is called the oxidizing flame; the 
luminous part, consisting of carbon and unconsumed hydrocarbons, is called 
the reducing flame. 

§292. The flame produced by the blow-pipe (or Bunsen burner) is divided into 
two parts: the oxidizing flame, where there is an excess of oxygen, correspond- 
ing to the outer zone of the candle-flame; and the reducing flame, where there 
is an excess of carbon, corresponding to the inner zone of the candle-flame. 
Upon the student’s skill in producing these flames depend very largely the 
results in the use of the blow-pipe. 

In order to produce a good oxidizing flame, the jet of the blow-pipe is placed 
just within the flame, and a moderate blast applied— the air being thoroughly 
mixed with the gas, the inner blue flame, corresponding to the exterior part 


* If the unknown is a solution the solid may be obtained by evaporation on the water bath. 
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of the candle-flame, is produced: the hottest and most effective part is just 
before the apex of the blue cone, where combustion is most complete. 

The reducing' flame is produced by placing the blow-pipe just at the edge of 
the flame, a little above the slit, and directing the blast of air a little higher 
than for the oxidizing flame. The flame assumes the shape of a luminous cone, 
surrounded by a pale-blue mantle; the most active part of the flame is some- 
what beyond the apex of the luminous cone. 

§293. The blast with the blow-pipe is not produced by the lungs, but by the 
action of the muscles of the cheek alone. In order to obtain a better knowledge 
of the management of the flame, and to practise in producing a good reducing 
flame, it is well to fuse a small grain of metallic tin upon charcoal, and raising 
to a high heat endeavor to prevent its oxidation, and keep its surface bright: 
or better, perhaps, to dissolve a speck of manganese dioxide in the borax bead 
on platinum wire — the bead becoming amethyst-red in the outer flame and 
colorless in the reducing flame. The beginner should work only with sub- 
stances of a known composition, and not attempt the analysis of unknown 
complex substances, until he has made himself perfectly familiar v^ith the 
reactions of at least the more frequently occurring elements. 

The amount of substance taken for analysis should not be too large; a 
quantity of about the bulk of a mustard-seed being, in most cases, quite 
sufficient. 

The physical properties of the substance under examination are to be first 
noted; such as color, structure, odor, lustre, density, etc. 

Heat in Glass Tube Closed at One End. 

§294. The substance, in fragments or in the form of a powder, is introduced 
into a small glass tube, sealed at one end, or into a small matrass, and heat 
applied gently, gradually raising it to redness, if necessary with the aid of the 
blow-pipe. When the substance is in the form of a powder it is more easily 
introduced into the tube by placing the powder in a narrow strip of paper, 
folded lengthwise in the shape of a trough; the paper is now inserted into the 
tube held horizontally, the whole brought to a vertical position, and the paper 
withdrawn; in this way the powder is all deposited at the bottom of the tube. 
By this treatment in the glass tube we are first to notice whether the sub- 
stance undergoes a change, and whether this change occurs Tvith or without 
decomposition. The sublimates, which may be formed in the upper part of the 
tube, are especially to be noted. Escaping gases or vapors should be tested as 
to their alkalinity or acidity, by small strips of moist red and blue litmus 
paper inserted in the neck of the tube. 

Heat in Glass Tube Open at Both Ends. 

§295. The substance is inserted into a glass tube from two to three inches 
long, about one inch from the end, at which point a bend is sometimes made; 
heat is applied gently at first, the force of the air-current passing through the 
tube being regulated by inclining the tube at different angles. Many sub- 
stances undergoing no change in the closed tube absorb oxygen and yield 
volatile acids or metallic oxides. As in the previous case, the nature of the 
sublimate and the odor of the escaping gas are particularly to be noted. The 
reactions of sulphur, arsenic, antimony and selenium are very characteristic; 
these metals, if present, are generally easily detected in this way (§69, 7). 

Heat in Blow-pipe Blame on Charcoal. 

§296. For this test, a well-burned piece of charcoal is selected, and a small 
cavity made in the side of the coal; a small fragment of the substance is placed in 
the cavity, and, if the substance be a powder, it may be moistened with a drop of 
water. The coal is inclined at an angle of about twenty-five degrees and the flame 
made to play horizontalljr upon the assay. The substance is first heated in the 
oxidizing flame and then in the reducing flame. Any metallic beads which form 
are allowed to cool and carefully examined for malleability, fusibility and color, 
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Any escaping gases are to be tested for their odor; the changes of color which the 
substance undergoes, and the nature and color of the coating which may form near 
the assay, are also to be carefully noted. Some substances, as lead, may be 
detected at once by the nature of the coating. 

Ignition of the Substance previously Moistened with a Drop of Cobalt 

Nitrate. 

§297. This test may be effected either by heating on charcoal, in the loop of 
platinum wire, or in the platinum-pointed forceps. A portion of the substance 
is moistened with a drop of the reagent, and exposed to the action of the outer 
flame. When the substance is in fragments, and porous enough to absorb the 
cobalt solution, it may be held in the platinum-pointed forceps and ignited. 
The color is to be noted after fusion. This test is rather limited; aluminum, 
zinc and magnesium giving the most characteristic reactions. 

Fusion with Sodium Carbonate on Charcoal. 

§298. The powdered substance to be tested is mixed with sodium carbonate, 
moistened and placed in the cavity of the coal. Some substances form, with 
sodium carbonate at a high heat, fusible compounds; others infusible. Many 
bodies, as silicates, require fusion with alkali carbonate before they can be 
tested in the wet way. Many metallic oxides are reduced to metal, forming 
globules, which may be easily detected. 

When this test is applied for the detection of sulphates and sulphides, the 
flame of the alcohol lamp is to be substituted for that of the gas-flame, as 
the latter generally contains sulphur compounds. 

Examination of the Color which may be imparted to the Outer Flame. 

§299. In this way many substances may be definitely detected. The test may 
be applied either on charcoal or on the loop of platinum wire, preferably in the 
latter way. When the substance will admit a small fragment is placed in the 
loop of the platinum wire, or held in the platinum-pointed forceps, and the 
point of the blue flame directed upon it. If the substance is in a powder it may 
be made into a paste with a drop of water, and placed in the cavity of the 
charcoal, the flame being directed horizontally across the coal. The color 
which the substance imparts to the outer flame in either case is noted. In 
most cases the flame of the Bunsen burner alone vnll sujBfice; the substance 
being heated in the loop of platinum wire, which, in all cases, should be first 
dipped in hydrochloric acid and ignited, in order to secure against the presence 
of foreign substances. Those salts which are more volatile at the temperature 
of the flame, as a rule give the most intense coloration. When two or more 
substances are found together it is sometimes the case that one of them masks 
the color of all the others; the bright yellow flame of sodium, when present in 
exces's, generally veiling the flame of the other elements. In order to obviate 
this, colored media, as cobalt-blue glass, indigo solution, etc., are interposed 
between the flame and the eye of the observer. The appearance of the flame 
of various bodies, when viewed through these media, enables us often to detect 
very small quantities of them in the presence of large quantities of other 
substances. 

Treatment of the Substance with Borax and Iflacroeosmic Salt. 

§300. This is best effected in the loop of platinum wire. This is heated and 
dipped into the borax or microcosmic salt and heated to a colorless bead; a 
small quantity of the substance under examination is now brought in contact 
with the hot bead, and heated, in both the oxidizing and reducing flames. Any 
reaction which takes place during the heating must be noticed; most of the 
metallic oxides are dissolved in the bead, and form a colored glass, the color 
of which is to be observed, both while hot and cold. The color of the bead 
varies in intensity, according to the amount of the substance used; a very 
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small atiaiitity will, in most cases, suffice. Certain bodies, as the alkaline 
earths, dissoUe in borax, forming- beads which, up to a certain degree of satura- 
tion, are clear. When these beads are brought into the reducing flame, and an 
intermittent l)last used, they become opaque. This operation is called n a m in g. 

As reducing agents, certain metals are employed in the bead of borax or 
inicrocosmic salt. For this purpose tin is generally chosen, lead, and silver 
being taken in some cases. These metals cannot be used in the loop of plat- 
inum wire, as they will alloy the platinum. The beads are first formed in the 
loop of wire: then, while hot, shaken off into a porcelain dish, several being so 
obtained. A number of these are now taken on charcoal and fused into a large 
bead which is charged with the substance to be tested, and then with the tin 
or other metal. For this purpose tin foil (or lead foil) is previously cut in 
strips half an inch wide, and the strips rolled into rods. The end of the rod 
is touched to the hot bead to obtain as much of the metal as required. Lead 
may be added as precipitated lead (“ proof-lead ”)» and silver as precipitated 
silver. By aid of tin in the bead, cuprous oxide, ferrous oxide and metallic 
antimony are obtained and other reductions effected, as directed in §i7, 7, 
and elsewhere. 

CONVERSION OF SOLIDS INTO LIQUIDS. 

§301. Before the fluid reagents can be applied, solids must be dissolved. To 
obtain a complete solution, the following steps must be observed:^ 

First The solid remaining after removal of organic matter, or in the absence of 
organic, the entire solid, is treated as follows unless it is a metal or alloy (see 
§303). The solid, reduced to a fine powder, is boiled in ten times its quantity of 
water. Should a residue remain, it is allowed to subside, and the clear liquid 
poured off or separated by filtration. A drov or two evaporated^ on glass, or clean 
and bright platinum foil, will give a residue, if any portion has dissolved. If a solu- 
tion is obtained, the residue, if any, is exhausted, and well washed with hot water. 

Second, The residue, insoluble in water, is digested some time with hot 
hydrochloric acid. (Observe §305.) The solid, if any remain, is separated by 
filtration and w^ashed, first with a little of this acid, then with water. The 
solution, with the washings, is reserved. 

Third, The well-washecl residue is next digested with hot nitric acid. 
Observe if there are vapors of nitrogen oxides, indicating that a metal or other 
body is being oxidized. Observe if sulphur separates. If any residue remains 
it is separated by- filtration and washing, first with a little acid, then with 
water, and the solution reserved. 

Sometimes it does not matter which acid is used first. But if a first-group 
base be present, HN'Oa should be added first, for HCl would form an insoluble 
chloride. If- the substance contain tin (especially an alloy of tin) 
would form insoluble metastannic acid, HjoSnsOio , in which case HCl should 
be used first. 

Fourth. Should a residue remain it is to be digested with ni-fcrohydrochloric 
acid, as directed for the other solvents. 

The acid solutions are to he evaporated nearly to dryness, and then redis- 
solved in water, acidulating, if necessary, to keep the substance in solution. 

Fifth. Should the substance under examination prove insoluble in acids, it 
is likely to be either a sulphate (of barium, strontium or lead) ; a chloride, or 
bromide, of silver or lead; a silicate or fluoride — perhaps decomposed by sul- 
phuric acid — and it must he fused xcitli a fixed alkali carhonate, when the con- 
stituents are transposed in such manner as to render them soluble. The 
winter solution of the fused mass will be found to contain the acid; the residue, 
insoluble in water, the metal, now soluble in hydrochloric or nitric acids 
(compare §266, 7). 

If more than one solution is obtained, by the several trials with solvents, 
the material contains more than one compound, and the solutions, as sepa- 
rated by filtration, should he preserved separately, as above directed, and 
analyzed separately. The separate results, in mojny cases, indicate the original 
emhmo^ion of each metaL 
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TEBATMBITT OB A MBTAL OE AK ALLOY. 

§ 303 . As most metals are converted into soluble compounds by nitric acid, this 
is the best acid to use for the solution of metals and alloys. Of the common metals, 
all pe oxidized and all, except tin, arsenic and antimony are converted into nitrates 
which are soluble in water. Arsenic is converted by strong nitric acid into arsenic 
acid which is readily soluble in water. Antimony is converted into the pentoxide 
which is insoluble in water or nitric acid and tin is converted into metastannic 
acid which is also insoluble in water and nitric acid. When an alloy containing 
antimony and, especially, tin is treated with nitric acid, considerable portions of 
the other metals remain in the insoluble residue with the tin and antimony. The 
action of nitric acid on these metals may be represented as follows: 

6Sb + IOHNO3 = SSbsOs + lONO + 5H2O . 

15 Sn + 2OHNO3 + 5H2O = SHioSnsOis + 20NO . 

3 Pb + 8HNO3 = 3Pb(N03)2 + 2NO + 4H2O . 

Bi + 4HNO3 = Bi(N03)3 + NO + 2H2O . 

Gold and platinum are not attacked by nitric acid. Of the rare elements, titan- 
ium and tungsten are converted into insoluble hydroxides like tin, tungsten being 
converted into the yellow insoluble tungstic acid (H2WO4) . Alloys may also con- 
tain such insoluble constituents as ferro-chrome or ferrosilicon which separate as a 
black residue. 

Carbon, as well as gold and platinum, also remains as a black insoluble residue. 
Method of Procedure, 

About one gram of the metal or alloy in the form of sawings or drillings is placed 
in a beaker. Add 10 cc. concentrated nitric acid and 5 cc. water. Cover the 
beaker with a watch crystal and warm on the water bath until action ceases. If 
any of the alloy remains unacted upon add a little more nitric acid and water and 
continue the heating. When the action is complete evaporate to dryness on the 
waterbath. Add 5 cc. concentrated BQTOs and 20 cc. water, digest on the 
water bath, filter, and wash the residue. The solution is tested for the metals of all 
the groups. 

The residue is digested in strong hydrochloric acid and if necessary in aqua regia. 
If a residue still remains it may be silicic, titanic or tungstic acid. Transfer to a 
platinum crucible and add a few cc. of hydrofluoric acid and warm under a hood. 
Silicic acid is volatilized. Add a few drops of H2SO4 and warm until the hydro- 
fluoric acid is volatilized. Titanium and tungsten dissolve on diluting with water. 
If a considerable residue still remains, it is probably metastannic acid. Filter this 
and wash and transfer the paper with the precipitate to a porcelain crucible, sup- 
ported on a pipestem triangle, and burn the paper. 

Add six times the weight of the precipitate of a mixture of equal parts of sulphur 
and dry sodium carbonate. Place the lid on the crucible and heat with a small 
flame of the Bunsen burner until the sulphur melts. Continue the heating until 
the blue flame of the burning sulphur which escapes around the lid of the crucible 
is almost gone. Allow the crucible to cool with the lid on. Place the crucible 
with its contents in a beaker and dissolve the fused mass in warm water. The tin 
will be in the solution as sodium thiostannate. Any insoluble sulphides of copper, 
lead, etc,, are J^tered off and the solution acidified with hydrochloric acid. The 
precipitated sulphides may be examined for tin and antimony or added to the 
remainder of the sulphides of the sub-group. 

If considerable tin is present in the alloy, it may be more advantageous to dis- 
solve it by the following procedure. One gram of the alloy which has been cut 
into small shavings with a clean knife or otherwise powdered is placed in a beaker 
and 15 cc. concentrated hydrochloric acid added. The beaker is warmed on the 
water bath, one drop of concentrated nitric acid is added and the heating con- 
tinued. When the action again ceases, another drop of nitric acid is added. This 
is repeated several times until the alloy is completely dissolved. By this process 
all metals in the alloy are converted into chlorides. Some of these chlorides, espe- 
cially lead chloride, are insoluble in hydrochloric acid and remain as a white crys- 
talline deposit. The tin is converted into stannic chloride and remains in solution 
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unless too much nitric acid has been added, which converts the tin into the insoluble 
metastannic acid. . i ri -j 

The solution is diluted with an equal volume of water and the insoluble chlorides 
of the first group filtered off and analyzed in the usual manner. The remaining 
metals are tested for in the filtrate, as usual. This solution may be turbid, espe- 
cially when cold, due to the action of water on SbCls . H 2 S is passed without filter- 
ing as the precipitate is readily converted into the sulphide. 

J5 . — The Residue Insoluble in Nitric Acid. 

This may contain gold and platinum in their metallic forms, and tin * and 
antimony ^ in the form of metastannic and antimonic acids. The separation 
of the two former from the two latter depends upon the fact that the meta- 
stannic and antimonic acids are soluble in hydrochloric acid, forming SnCl^ 
and SbCls . 

Digest, therefore, the well-washed residue in concentrated hydrochloric acid 
at a boiling temperature for from 5 to 10 minutes: then add at once an equal 
volume of water (to dissolve the stannic chloride), and bring to the boiling 
point. 

If gold or platinum existed in the original metal or alloy it will now be 
found in the form of a dark-brown or black powder or mass, insoluble in the 
hydrochloric acid. If such a residue exiists, decwnt while Aof, again add hydro- 
chloric acid, heat, and again decani. 

The Sydrochloric Acid Solution, 

This solution may have a turbid appearance, especially when cold, due to the 
action of the water upon the SbClg; hut without filtering proceed with the 
separation and detection of the tin and antimony by the usual process. 

The Darh-colored Residue. 

Add, after washing, two volumes of hydrochloric and one of nitric acid: 
evaporate almost or quite to dryness, dissolve in a small quantity of water 
(to obtain a concentrated solution), and divide into two portions. 

The gold and platinum have been dissolved by the aqua-regia formed, and 
now exist as auric and platinic chlorides. 

First Portion — Test for Gold. 

Dilute with at least ten times its bulk of water; add a drop or two of a mix- 
ture of stannous and stannic chlorides; a purple or brownish-red precipitate 
(or coloration), purple of Cassius, constitutes the test for gold. 

A convenient way of preparing this mixture of stannous and stannic chlorides 
is to 

(а) Add a few drops of chlorine-water to a solution of stannous chloride; or 

(б) Add to a small quantity of stannous chloride enough ferric chloride to 
produce a faint coloration. 

Second Portion — Test for Platinum. 

Add, without dilution, an equal volume of a strong solution of ammonium 
chloride. The formation, either at first or on standing, of a lemon-yellow 
crystalline precipitate, consisting of the double chloride of platinum and 
ammonium, ( 2 irH 4 Cl) 2 ]PtCl 4 , constitutes the test for platinum. 

Addition of alcohol favors the precipitation. 

If the proportion of platinum is very small, the mixture, after ammonium 
chloride has been added, should be evaporated to dryness on a water-bath and 
the residue treated with dilute alcohol. The ammonium platinic chloride 
remains behind as a yellow crystalline powder. 


* Traces may sometimes fie dissolved. 
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SEPAEATION OF THE ACIDS FEOM THE BASES. 

§304. The preliminary examination of the solid material in the dry way will 
give indications drawing attention to certain acids. Solutions can he evapo- 
rated to obtain a residue for this examination. Thus, detonation (not the 
decrepitation caused by water in crystals) indicates chlorates, nitrates, bro- 
mates, iodates. Eicplosioti or deflagration will occur if these, or other oxygen- 
furnishing salts — as permanganates, chromates — are in mixture with easily 
combustible matter (§273, 7). Hypophosphites, heated alone, deflagrate in- 
tensely. A hrownish’-yellow tapo-r indicates nitrates or nitrites (§241, 7); a 
(jreou flame, borates (§221, 7). The odor of burning sulphur: sulphides, sulphites, 
thiosulphates, or free sulphur. The separation of carbon black: an organic acid. 
The formation of a silver stain: a sulphur compound (§266, 7). 

§305. When dissolving a solid by acids for work in the wet way, indications 
of the more volatile acids will be obtained. Sudden effervescence: a carbonate 
(oxalate or cyanate, §228, 6). Greenish-yellow vapors: a chlorate (§272). 
Brownish-yellow, chlornitrous vapors on addition of hydrochloric acid: a nitrate. 
The characteristic odors: salts of hydrosnlphuric acid, sulphurous acid, hydro- 
bromic acid, hydriodic acid, hydrocyanic acid, acetic acid. The separation of 
sulphur: a higher sulphide, etc. It will be remembered that chlorine results 
from action of manganese dioxide, and numerous oxidizing agents, upon 
hydrochloric acid. ~ ^ 

§306. If the material is in solution, the bases will be first determined. 
(Certain volatile acids will be detected in the first-group acidulati on — ^by indica- 
tions mentioned in the preceding paragraph.) Now, it should first 1^ 
sidered, what acids can be present in solution with the bases^ found. Thus, if 
barium be among the bases, we need not look for sulph/uric acid, nor, in a 
solution not acid, for phosphoric acid. 

§307. As a general rule, the non-alkali metals must be removed from a 
solution before testing it for acids, unless it can be clearly seen that they will 
not interfere with the tests to be made. , . ^ ^ , 

Metals need to be removed: because, firstly, in the testing for acids by preci^^ 
tation, a precipitate may be obtained from the action of the reagent on the 
base of the solution tested, thus: if the solution contain silver, we cannot test 
it for sulphuric acid by use of barium chloride (and we are restricted to use 
of barium nitrate). And, secondly, in testing for acids by trcmsposiHon with a 
stronger acid — the preliminary examination for acids — certain bases do not 
permit transposition. Thus, chlorides, etc., of lead, silver, me^ury, tin and 
antimony, and sulphide of arsenic, are not transposed by sulphuric acid, or 

not promptly. . xi. n 

§308. If neither arsenic nor antimony is among the bases, they may all oe 
removed by boiling with slight excess of sodium or potassium carbonate, and 
filtering. Arsenic <md antimony, and all other bases of the second g rou p, may 
be removed by warming with hydrosulphuxic acid, and filtering. When the 
bases are removed by sodium or potassium carbonate, the filtrate be 

exactly neutralized by nitric acid, with the expulsion of all carbonic acid by boil- 
ing. Then, for nitric acid, the original substance may be tested. 

§309. The separation of phosphoric acid from bases is a part of the worK 
of the third group of metals, and is explained in §§152 and 163. For removal 
of boric acid, see §221; oxalic acid, §151; and silicic acid, §249, 6 and 8. 

The non-volatile cyanogen acids can be separated from bases by digesting 
with potassium or sodium hydroxide (not too strong, §§231 and 282), adding 
potassium or sodium carbonate and digesting, and then filtering. The^ residue 
is examined for bases, by the usual systematic process. The solution will 
contain the alkali salts of the cyanogen acids, and^ may contain metals whose 
hydroxides or carbonates are soluble in fixed alkali hydroxides. 
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NHi salts, those not decomposing, white sublimate (§207, 7). 

FeCla slowly sublimes as a reddish-yellow stain (§126, 7). 

S , free or by reduction of sulphide, gives reddish-brown drops, yellow when solidified, 
H2C2O4 , a heavy white vapor and crystalline sublimate. 

I , a violet vapor and Uue-hlach sublimate. 
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§811. BEHAVIOR OF SUBSTANCES BEFORE THE BLOW-PIPE WITH MICROCOSMIC SALT AND 

BORAX. 

A clear bead is formed by fusing the flux on a loop of platinum wire. Dip the bead in the finely powdered substance 
to be examined, and heat again — first in the oxidizing flame; second in the reducing or inner flame. Metallic salts 
are mostly changed to oxides. In the Table — h, signifies hot: c,, cold: suns,, supersaturated with oxide; s, s,. 
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♦In presence of many free metals as Mg, Fe, Cw, etc., the concentrated sulphuric acid is decomposed with evolution of Fulphur dioxide; this if 
passed into calcium hydroxide solution gives a precipitate of calcium sulphite which the student will mistake for a carbonate. With dilute sulphuric 
acid many of the metals give a rapid generation of hydrogen ; this gives no precipitate when passed into a solution of calciu'>j hydroxide, but the 
student is liable to mistakt. the evolution of the hydrogen for effervescence of » carbonate. 



Oxalates. Decomposed with evolntion of CO2 and CO , the iatter burning with a pale-blue flame (§227, 7). 

Pass the evolved gases into a solution of calcium hydroxide, obtaining a precipitate of calcium 
carbonate (§228, 8). Or warm original solution with dilute H2SO4 and KMnO^ , if not de- 
colored H2C2O4 is absent, but if decolored, pass the evolved gas into Ca(0H)2 , and if a pre- 
cipitate is formed the proof is absolute in absence of other organic matter: 2KMn04 
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they precipitate most of the metals of the second, third and fourth groups (§230). 

Ferrocyaaides. Evolve HGN when heated with dilute sulphuric acid (§231), carbon monoxide when heated with the 
Ferrioyanides. concentrated acid. The insoluble salts of H4Fe(CN)8 and H3Fe(CN)<, are transposed when 
Thiocyanates. boiled with KOH, and after filtering and acidifpng may be tested with iron salts (§126, 66). 
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§814. 


Fluorides. Hydrofluoric acid, HF . Warm in a lead dish with concentrated sulphuric acid and observe the 
etching effect on a glass plate (§246). 

Decompose by warming with sulphuric acid and sand, and pass the evolved SiF^ into water. Muo- 
silicic acid is formed with precipitation of SiOg (§246, footnote). 
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gaseous hydrosulphuric acid, HgS , colorless, having an odor of rotten eggs. The gas blackens 
paper wet with solution of lead acetate. Concentrated sulphuric acid, nitric acid or chlorine 
decomposes sulphides with separation of sulphur. The gas, HgS, passed into ammonium 
hydroxide gives a beautiful violet color with sodium nitroferricyanide (§257, Sd and f). The 
hydrosulphuric acid gas and the sulphur burn with a pale blue flame, evolving fumes of SOg . 



T A BLE I. — Continued, 

Sulphites. Sulphurous anhydride, SOg . Odor of burning sulphur. Bleaches litmus. Colors iodic acid and 

starch (§265, 8). Sulphites precipitate salts of all non-alkali bases. See §266, 6A and B, 
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6Zn -j- 'J'H2S04 = GZnSO^ + K2SO4 + ^HCl + 6H2O . Also reduce to chloride by sulphurous 
acid after addition of dilute sulphuric acid: 2EGIO3 + H2SO4 + 6H2SO3 = 2 HC 1 -j- K2SO4 -\- 
6H2SO4 . In each case identify the chloride * produced by precipitation with silver nitrate : 

HCl + AgNOj = AgCl +HNO3 . Compare § 283 . 
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• If a cWorlde be present in original solution, it is removed by AgNOs and any of the reduction i ests applied to the filtrate. 
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1314. 


Dichromates. Same as for chromates with sulphuric acid. Yellow precipitate with lead and barium salts, red 
with silver salts. Eeduced to the green chromic salt. Normal chromates are more readily 
precipitated by solutions of the alkaline earths than are the dichromates. Alkali dichromates 
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§315. Table IL— Examination op Some Acids Pkecipitated by Baeitjm and Calcium Chlokides. 
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* If alkaline* the solution should be neutralized with nitric acid (use litmus or phenolphthalein as an indicator). Should effervescence result* 
boil until all the COj is driven off. Should a precipitate form, remove it by filtration. 

* Bv reneated digestion with nitric acid the silver chromate and iodate may be completely dissolved. 
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§ 317 , 1 . 


§ 317 . Table foe Identification and Sepakation of the Commonly 
OccuKKiNG Anions (Acids). 


1. Boil the material with dilute HlTOa . There results: 

COjj Effervescence; turbidity in a drop of lime-water. 

SO2 Effervescence, penetrating odor. 

NjOs Effervescence, red-brown fumes, odor. 

HgS Odor, blackening of paper moistened with lead acetate, separa- 
tion of sulphur in the solution. 

HCH Odor 1 Often masked by the others; see special tests 

C2H4O2 Vinegar odor j below. 

2. Boil with concentrated NaoCOg solution; all cathions (bases) except 
the alkalis are precipitated as carbonates or hydroxides and removed by 
filtration. The filtrate contains all the anions (acids) and the excess of 
CO3" . Acidulation with HNO3 sets free COg, and SiOg is precipitated; 
identified in the mierocosmic salt bead. The filtrate is made ammoniacal. 


3 . Ca(ir03)2 solution precipitates: 


r 

CA" 

cw 


as CaFg 

as CaCgO^ 
as Ca(CN)2 


1 insoluble 
> in acetic 
acid; 


i 


as CaC,H.0« 


HAsOs" 


as CaHAsOs 


HAsO/ as CaHAsO^ 


HPO," as CaHPO, 


J 


O 

as 


rQ 


in ( insoluble; H2SO4 liberates HF . 
dilute J soluble, reappearing with NH3; 
HCl decolors KMnO^ solution, 
^heated with Fe‘* + Fe‘“ -f OH' gives 
Prussian blue on acidifying, 
with K* ions in concentrated solution po- 
tassium bitartrate precipitated. 

In the filtrate from the above, 

HgS precipitates ASgSg at once in the cold. 

In the filtrate from the above, 

HgS slowly precipitates from hot solution 

®2 + ASgSg . 

In the filtrate from the above, 
ammonium molybdate gives yellow pre- 
cipitate; or Mg” + NH 4 * + OH' gives 

\ MgUH^PO^. 

4. In the filtrate from 3. Ba(ir 03)2 precipitates: 

Cr 04 "(Cr 207 ") as BaCr 04 , yellow, soluble in HCl; the yellow color of the 
solution becoming green on boiling with alcohol. 


♦Trom Chem, PraM, Abegg and Herz (1900), Breslau, Page 113 ; reviewed by Fresenius, Z,, 
1900, 39, 566. 
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§318, 


SO4'' as BaSO, • 
SiP/ as BaSiP, 


/unchanged, remains insoluble in 
HCl* 


insoluble on J gives ofiE SiP^, which deposits 
in HCl ; ignition ^ SiO^ in a drop of water; the 

I residue, BaPs, is soluble in 

HCl. 

5. The filtrate from 4. is exactly neutralized with HSTOg*; Zn(1103)jj 
then precipitates : 


Pe(CIJ’)e"' as Zn3[Pe(CN)<j]2 brownish-yellow \ dissolved ^ brown 

/ by OH' / coloration. 

Pe(CH)Q"" as Zn2Fe(Cir)a white ) gives with \ Prussian 

) Pe'*' and H‘ ( blue. 

6. A few drops of the filtrate from 5. are treated with as little Fe*’* as 
possible : 

Eed f Fe(CNS)3 ) on J permanent red color, 
coloration 1 Fe(C2H302)3 j heating 1 precipitate and colorless solution. 
In the absence of CHS' another drop is tested with Ag* for the halogens; 
if a precipitate results or if CHS' is present, one part of the solution is 
treated with CSg and a little Cl-water: 

r violet coloration, disappears with 
Br' brown coloration, does not disappear with 

The second portion is evaporated to dryness with K2Cr207 , fused, and 
the mass after cooling distilled with concentrated HgSO^; appearance of 
oily brown drops of CrOaCla , forming Cr04" with water : Cl' . 

7. A concentrated water-extract of the origfinal substance is treated 
with concentrated H2SO4 and solid FeS04 or Pe** solution, prepared cold; 
a brown coloration shows the presence of NO3'. 

The anions mentioned above to some extent exclude one another, being 
unstable when together in solution owing to their power of mutual oxida- 
tion and reduction, e. g., SO3" and S"; SO3" and HOo'; NO2' and CBT'; 
HO2' and S"; HO2' and I'; NO2' and HASO3"; S" and HASO4" , etc. It is 
to be noticed that this always simplifies the analytical procedure. 


much Cl-water. 


§318. ISTotes on the Detection of Acids. 

1. The precipitation of tartrates by calcium salts is incomplete; from 
calcium sulphate solution a precipitate forms slowly or not at all. Calcium 
tartrate is soluble in the cold in a solution of KOH, precipitating gelatinous 
on boiling; again soluble on cooUng (separation from citrate). Calcium tartrate 
is soluble in acetic acid (separation from oxalate). 

2. A number of basic carbonates gire almost no effervescence when treated 

*Izi the original German text it is directed to use UOl at this point. 
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§ 318 , 3 . 


with acids. To detect the presence of small amounts of carbonate, it is recommended 
to place the dry powder in a test-tube and fill about three-fourths full of 
distilled water. Close the test-tube with a two-holed rubber stopper contain- 
ing’ a thistle tube reaching nearly to the bottom of the test tube, and a 
delivery tube reaching just through the stopper. Add dilute sulphuric acid 
and w^arm gently. The carbonate is decomposed, driven from the solution, 
and, owing to the limited air space, readily passes through the delivery tube 
into the solution of calcium hydroxide. 

3. With the generation of an abundance of COg , the precipitate first formed 
in the Ca(OH)2 is redissolved (solution of lime in spring water). Boiling 
drives off the excess of COa and causes the reprecipitation of the CaCOg . 
Barium hydroxide may be used instead of calcium hydroxide. ^ 

If compounds have been strongly ignited previous to solution for analysis, 
oxalates cannot be present. 

5. In Table H (§315), if strong oxidizing agents are present, as KGlOg , 
KaCrgOT , KM11O4 , etc., the oxalic acid will be decomposed on warming with 
hydrochloric acid. This may be avoided by adding calcium chloride to the 
solution, neutral or alkaline with ammonium hydroxide. The oxalate will be 
precipitated and thus separated from the oxidizing agents. After filtering, 
the precipitate is digested with dilute acetic acid, filtered and the filtrate 
tested for phosphate with ammonium molybdate. The residue is dissolved in 
hydrochloric acid, filtered if necessary (calcium sulphate does not dissolve 
readily), and the filtrate made alkaline with ammonium hydroxide. The pre- 
cipitate thus obtained is washed, dissolved in nitric acid and tested with 
potassium permanganate. The filtrate from the solution after the addition 
of calcium chloride is acidified with hydrochloric acid, heated to boiling and 
tested for sulphate by the addition of a few drops of barium chloride (§317). 

6. In Table H, if sulphites or thiosulphates are present, the solution in 
hydrochloric acid must be heated sufficiently to drive off all the sulphurous 
anhydride, or reactions for oxalates will be obtained, due to the sulphurous 
acid alone. If there be any doubt as to the complete removal of the sulphur- 
ous anhydride, the gas evolved by the reaction of the potassium perman- 
ganate should Idc passed into a solution of calcium hydroxide. A precipitate of 
calcium carbonate at this point is positive evidence of the previous presence 
of oxalic acid or oxalates. 

7. Alkali ferro- and ferricyanides are separated from each other by the 
solubility of the latter in alcohol. 

8. In testing for nitric acid the student must not be content with good 
results from one test. At least four tests should be made, and all of them 
should give positive results before final afiSrmative judgment is passed. Failure 
to bleach indigo solution in the presence of an excess of hydrochloric acid may be 
taken as conclusive evidence of the absence of nitrates. 

9. In the analysis of minerals, silica or silicates will usually be present. 
The silica should be removed before proceeding with the analysis. Fuse the 
finely divided material with an excess of sodium carbonate, digest the cooled 
mass thoroughly in hot water, filter and evaporate the filtrate to dryness. 
Moisten the residue with concentrated hydrochloric acid, and again evaporate 
to dryness. Pulverize thoroughly, digest in water acidulated with hydro- 
chloric acid and filter. The residue, white, consists of the silica, SiOg . 

10. Meta- or pyrophosphates do not react promptly with ammonium molyb- 
date. In the usual course of analysis they are changed to the orthophosphate 
(§255, 6A). 

11. Phosphoric acid may be detected in the presence of arsenic acid by 
ammonium molybdate if the solution be kept co^; it is preferable to remove 
the arsenic before testing. In absence of interfejing substances the color of 
the silver nitrate precipitate will indicate the presence or absence of arsenic 
acid (§69, 6/)* See also note 26. 

12. Sulphides which are transposed by hyd/rochloric acid are best detected by 
the odor of the evolved gas, and by passing the evolved gas into ammonium 
hydroxide and testing with sodium nitroferricyanide. Other sulphidei^ are 
decomposed by nitric acid or by nitrohydrochloric acid with separation of 
sulphur as a leathery mass or as a yellow precipitate. Persistent heating of 
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the sulphur with the reagent decomposing the sulphide will cause the oxida- 
tion of a portion of the sulphur to a sulphate which may be detected in the 
usual manner. A portion of the precipitated sulphur should be burned on a 
platinum foil with careful observance of the odor of the evolved gas. 

18. A sulphite (or other lower oxidized compound of sulphur) is readily 
detected by adding barium chloride in excess to a portion of the solution, 
dissolving in Hd , filtering if residue remains, and adding bromine or chlorine 
to the clear filtrate. A precipitation of barium sulphate indicates the oxidation 
of a lower compound of sulphur to a sulphate. 

14. It frequently becomes necessary to detect and estimate sulphides, thio- 
sulphates, sulphites and sulphates in mixtures containing two or more of the 
compounds. The method of procedure will vary according to the nature of 
the substance. The student will be aided by studying §§257, 8; 258, 8; and 
265, 8. 

15. The recognition of chlorides, bromides and iodides — by evolving their 
chlorine, bromine and iodine, in presence of each other — can be accomplished as 
follows — for the iodine the test being very easy; for chlorine, indirect but 
unmistakable; for bromine, dependent upon much care and discretion.* 

The iodine is liberated with dilute chlorine-water, added drop by drop, and 
is readily detected by starch, or carbon disulphide, according to §280, 8. (As 
to interference of thiocyanates, see §234.) The chlorine is vaporized (from 
another portion) as chlorochromic anhydride, and the latter identified by its 
color and its various products, as described in §269, 8d. Before the bromine 
is identified the iodine is to be either removed as free iodine, or oocidAzed to iodate 
(§276, 86). The oxidation to iodic acid is effected as follows: Treat with 
chlorine-water till free iodine no longer shows its color; add a drop or two 
more of the chlorine-water, and dilute with water, keeping cool; then add the 
carbon disulphide, agitate and leave the solvent to settle, for the yellow color 
of bromine. The removal of free iodine may be accomplished as follows: Add 
chlorine-water, drop by drop, as long as the iodine tint seems to deepen by 
the addition; add the carbon disulphide, agitate, allow to subside, and remove 
the lower layer, either by taking it out with a pipette or by filtration through 
a wet filter. Repeat, if need be, till iodine color is no longer obtained; then 
continue, with dilute chlorine water, in test for bromine. 

Separation by the persulphate method. To ten cc. of the original solution, add 
slight excess of Na^COs , free from chlorine, and boil, to precipitate the heavy 
metals. The solution must react alkaline. Filter and add to the filtrate acetic 
acid, several cc. more than enough to neutralize it, dilute to 50-60 cc., add about 
one-half gram of K2S2O8 , and heat. If an iodide is present, free iodine will be 
liberated, and may be identified by shaking a few drops of the solution with CS2 . 
Boil in a casserole until all iodine is expelled, which should require three to four 
minutes. If action is slow, more persulphate should be added. When the solu- 
tion is colorless, add a few more crystals df persulphate and boil again, to make 
sure that no iodine remains. As the solution evaporates add distilled water to 
maintain the original volume. To remove Br' add. two cc. of H2SO4 , previously 
diluted with water, a little more K2S20g , and heat to boiling point, hut do not boil. 
A yellow or red coloration, if the separation of I has been properly conducted, 
indicates Br . Pour a little of the solution into a test tube, cool, and shake with 
CS2 , which should be colored yellow or red but not violet, which would indicate 
that the I had not been completely removed. If bromine is present, add one-half 
gram of K2S2O8 to the main part of the solution, and boil until it is all expelled 
and the solution is colorless: then test with a little more K2S2O8 and boil five min- 
utes longer to make sure of the complete expulsion of the bromine. Be sure that 
the volume of the solution does not fall below 60 to 60 cc. Add distilled water from 
time to time to replace that lost by evaporation. When all bromine is removed, 

♦ In oonsequenoe of the relative commercial values of bromine and iodine, and the medicinal 
relations of bromides and iodides, it is of great importance to search commercial iodides for 
intentional and considerable mixtures of bromides— an impurity likely to escape cursory 
chemical examination. There are, however, very slight and usually unobjectionable propor- 
tions of bromides frequently to be found in the iodides of commerce, and occurring from the 
difficulty of exact separation in the manufacture of iodine from kelp. 
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cool and add a few drops of silver nitrate; a white, curdy precipitate of silver 
chloride indicates the presence of CL If too much silver nitrate is added, a white 
crystalline precipitate may be formed^ but will dissolve upon dilution and warming 

If CIO's IS present, the above procedure cannot be followe^ ^25-/ 
be oxidized m lO'a . In this case it is necessary to precipitate the ^ , dt , and 
bv adding to the original solution excess of silver nitra^ and then uitric acid, 
this effects a separation, silver chlorate being soluble. Wash the precipitate of 
AgCl , AgBr , Agl , transfer to a test tube, add a piece of zinc, a little water, and 
a drop of sulphuric acid. Let it stand until it is perfectly black all the way 
through, showing complete reduction to metallic silver. Filter and treat the 
filtrate containing ZnCh, ZnBr^, Znia , according to the abo^ method starting 
at the beginning. Even if no heavy metals are present, should be added 

to neutralize any mineral acid that may be present and to form some sodium 
acetate when acetic acid is added. , , , ^ e r/ 

The persulphate method should be used only when ^h© Presence of I or Br 

has been proved by some short test (H 2 SO 4 , Ci , HNO 2 , other oxidizer) . 
in presence of a great excess of Br' , CUSO 4 , KINO 2 , or HgCl is an excellent test 

If iodide in large proportion is to be removed, it is well, first, to precipitate 
il out, as far as possible, by copper sulphate and a reducing agent {Not6 1 ). 
The filtrate is then to be treated by either method above given. 

16 The separation by ammonium hydroxide, as a solvent of the silver pre- 
ripitates—AgCl , Ag’Br , Agl— when conducted with dilute ammonium hydrox- 
ide, may be made complete between the chloride and the iodide, also between 
the bromide and the iodide, but it is very imperfect between the bromide and 
the chloride. The hot and strong solution of ammonium acid carbonate 
separates the chloride from the bromide (§269, 8u). 

17. The direct removal of iodides hy precipitation, leaving Iromides and chlorides 
in solution, can be effected (approximately) by copper sulphate with sulphurous 
acid (§77, 6/), or quite completely by palladous chloride (§106, 6). 

18. Chloric acid is separated from hydrochloric and all other acids of chlorine, 
hromine and iodine (except from hypoehlorous acid, and from traces of bromic 
acid), by remaining in solution during the precipitation by silver nitrate 


(§273 5) 

19. Chloric acid is separated from nitric acid— after finding that silver nitrate 
gives no predpitaie in another portion of the solution, acidulated ^by evaporat- 
ing and igniting the residue, then dissolving and testing one portion of the 
solution by silver nitrate for the chloride formed from chlorate during igni- 
tion (§273, 7). The other portion of the solution is tested for nitric or nitrous 
acid. 

20. If we have to separate chloric acid both from nitric and hydrochloric^ acids, 
a solution of silver sulphate must be used instead of the nitrate, to precipitate 
out all the hydrochloric acid. The filtrate from this is evaporated, ignited, 
dissolved and tested for silver chloride, indicating chlorate in the original 
solution, and another portion is tested for nitric acid. Also, chlorates are 
distinguished (not separated) from nitrates, by oxidation of ferrous sulphate 
in solution with acetic acid on heating, and the consequent formation of the 
red solution of ferric acetate (§§126, 6&; 152; 223, 6). The solution tested must 
contain no free acids, and no nitrites or other oxidizing agents beside the two 
in question, but may contain chlorides; and, of course, the ferrous sulphate 
must be pure enough not to color when heated alone with the acetic acid. 
Mix the ferrous sulphate solution with the acetic acid, boil, then add the solu- 
tion to be tested, and heat nearly to boiling, for some minutes. If no red 
colov appears, chlorates are absent, and nitrates may be present. 

21. Hypochlorites are separated unth chlorates from chlorides (bromides), etc., 
by silver nitrate; and distinguished from chlorates (in the filtrate from AgCl , 
etc.) by bleaching litmus, and by their much more rapid decomposition and 
consequent precipitation of any silver in solution. They are also more active 
than chlorates, as oxidizing agents, 

22. M, Dechan’s method (§269, 8i) consists (1) in boiling the mixture with a 
solution of 40 grammes of KaCrsO^ , dissolved in 100 cc. of water, which lib- 
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crates and expels all of the iodine without disturbing the bromine and chlo- 
rine 

5K,0r,0, + OKI = Cr.Oa + 8K,Cr04 + 3l, 

(^) 8 cc. of a dilute solution of sulphuric acid (consisting of equal volumes of 
Hi SO* $p, gr. 1.84, and water) are added to 100 ec. of the di chromate solution, 
and on boiling, the bromine is distilled off without disturbing the chlorine; 
after which the chlorine is detected in the usual manner. For other methods 
of detecting chlorides in presence of bromides and iodides, see §269, 8. 

23. For A. Longi’s process for the analysis of a mixture of chlorides, bro- 
mides, iodides, chlorates, bromates, iodates, ferrocyanides and ferricyanides, 
see r. N., 1883, 47, 209. 

2}. In the detection of chlorides in presence of cyanides and thiocyanates 
by the decomposition of the silver salts with concentrated sulphuric acid 
(§269, 8e), a drop or two of silver nitrate should be added to the precipitate 
before heating with the acid or a blade precipitate will be obtained, apparently 
carbon. 

25. For the detection of a bromide in the presence of an iodide, the most 
satisfactory method is by the use of potassium chlorate and dilute sulphuric 
acid as described in §276, 8c. The student should carefully note the change 
in color of the solution. The first very dark color is due to the liberation^ of 
iodine. There is usually a sudden change of color on the complete oxidation 
of the iodine, but if much bromine be present the solution will be quite dark 
straw color. This should be tested with carbon disulphide and the heating 
continued if free iodine is still present. 

26. Arsenic acid should not be present when testing for a phosphate. If the 
arsenic acid be reduced to arsenous acid by sulphurous acid it will not interfere 
with the ammonium molybdate test for a phosphate. The excess of sulphur- 
ous acid must be removed by boiling before testing for the phosphate. Arsenic 
is best removed by precipitation as sulphide in the second group. ^ ^ 

27. Chromic acid is always identified by reduction and precipitation as 

chromic hydroxide, green, in the third group. The red or yellow color to the 
original substance usually gives evidence of the probable presen^ of the 
hexad chromium. The reduction is effected in the course of analysis by hydro- 
sulphuric acid with precipitation of sulphur. It is advisable to reduce all 
chromates by warming with hydrochloric acid and alcohol before proceeding 
with the analysis. Another portion of the substance may be reduced with 
sulphuric acid and alcohol and tested for chlorides. irM’TvO 

28. Manganates are readily decomposed by water with formation of^^nu* 
and HnOa . In the presence of a fixed alkali the manganate solution js 

and does not rapidly change to permanganate. The 

ganates in solution are all dark colored (green, P^^ple-red) and should be 
reduced by warming with hydrochloric acid before proceeding 
analysis. 


§319. PRINCIPLES. 

In the following statements, the term salt includes only cases where 
the metal acts as a base, e. g., chromium salts include CrClj , not KjCrO* . 
Only salts of ordinary metals are included, 

1. Hydroxides when brought in contact with acids form salts, provided 
they can be formed by any means in the presence of water. The same 
is true of oxides. But Al^Sj and Cr^Sa are not formed in presence of 
water. (Some oxides after ignition fail to unite with all acids, e. SnOg , 
FCgOa, AlgOa, but by long boiling unite with a few acids; while ignited 
CrgOg is insoluble in all acids). 
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2. All nitrates, chlorates and acetates are soluble, but salts of cuprosum, 
bismuth, tin, antimony and the oxysalts of mercury require some free acid 
to hold them in solution. 

3. All oxides and hydroxides are insoluble, except those of the alkalis, 

those of Ba, Sr and Ca slightly soluble. The fixed alkalis precipitate 
solutions of all other metallic salts, Ba, Sr and Ca incompletely. The 
precipitate with silver, antimonosum and mercury is an oxide, with Sn 
it is Sn0(0H)2 , with Sb^ Sb0(0H)3, in all other cases a normal hydroxide. 
[At boiling heat instead of normal hydroxides other hydroxides are some^ 
times formed, c. g., and Cu30,(0H)3]. This precipitate re- 

dissolves in eight cases, forming, if potassium hydroxide be used . . . 
K^PbO^ , K^SnO^ , K^SnOa , KSbO^ , KSbOs , , KAIO^ , KCrO^ . The 

last precipitates on boiling. 

4. Ammonium hydroxide precipitates solutions of the first four groups, 
manganese and magnesium imperfectly and not at all if ammonium 
chloride be present. The precipitate is a normal hydroxide, except that 
with Sn'v it is Sn0(0H)2, with Sb^ Sb0(0H)3, with Ag and Sb'" the 
oxide, with Pb a basic salt, and with Hg a substituted mercuric ammonium 
compound, Hg' in addition forms Hg® * The precipitate redissolves iu 
six cases, viz., silver, copper, cadmium, cobalt, nickel and zinc. ^ Com- 
plex ammonium compounds are formed, such as (NH3)2Ag'’‘ OH and 
(irH3)4Zn++ (0H)2. 

5. The chlorides of the first group are insoluble, lead chloride slightly 
soluble. Hydrochloric acid and soluble chlorides precipitate solutions of 
salts of the first group, lead salts incompletely, and normal lead salts are 
not precipitated by mercuric chloride. Cuprous chloride is also insoluble. 
(For action on higher oxides, etc., see §269, 6-4.) 

6. The bromides of the first group are insoluble, lead ' bromide slightly 
soluble (less than the chloride). Hyfcobromic acid and soluble bromides 
precipitate solutions of the salts of the first group, lead salts incompletely. 
(For action on higher oxides, etc., see §276, 6A.) 

7. 'Fhe iodides of lead, silver, mercury and cuprosum are insoluble. 
Hydriodic acid and soluble iodides precipitate solutions of lead, silver, 
iiiereury and cuprosum. Cupric salts are precipitated as cuprous iodide 
with liberation of iodine. Ferric salts are reduced to ferrous, arsenic 
acid to arsenous acid, Sb’'^ to Sb'" with liberation of iodine, 

(Bismuth, stannous and antimonous iodides are really insoluble in water, and 
are readily formed by the action of hydriodic acid or soluble iodides on the dry 
or merely moistened salts. But the dissolved salts of these three metals fre- 
quently contain so much free acid that it prevents their precipitation by 
hydriodic acid or by soluble iodides. Arsenous iodide is decomposed by water. 
It may be formed from the chloride, best by adding hydriodic acid or a soluble 
iodide to a solution of arsenous acid in strong hydrochloric acid. Bismuth 
iodide is black; stannous, antimonous and arsenous iodides are yellowish red.^^ 
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8 . The sulphates of lead, mercurosum, barium, strontium and calcium arc 
insoluble, those of calcium and mercurosum slightly soluble. Sulphuric 
acid and soluble sulphates precipitate solutions of lead, mercurosum, 
barium, strontium and calcium; calcium and mercurosum incompletely. 

9. {a) The siQphides of the first four groups are insoluble. Hydro- 
sulphuric acid transposes salts of the first two groups in acid, neutral, 
and alkaline mixtures, except arsenic, which is generally imperfectly 
precipitated unless some free acid or salt that is not alkaline to litmus 
paper be present. The result is a sulphide, but mercurosum forms mer- 
curic sulphide and mercury, and arsenic acid forms arsenous sulphide and 
free sulphur. Ferric solutions are reduced to ferrous with liberation of 
sulphur. In acid mixture other third and fourth group salts are not 
disturbed, but from solutions of their normal salts traces of cobalt, nickel, 
manganese, and zinc are precipitated. (For action on higher oxides, sec 
§257, 64). 

(&) Soluble sulphides transpose salts of the first four groups. The 
result is a sulphide, except that with aluminum and chromium salts it is 
a hydroxide, hydrosulphuric acid being evolved. With mercurous salts, 
mercuric sulphide and mercury are formed; with ferric salts, ferrous 
sulphide and sulphur. 

10. The carbonates of the alkalis are soluble. Carbonates of the fixed 
alkalis precipitate solutions of all other metallic salts. The precipitate is : 

а. An oxide with antimonous salts. 

б . A normal hydroxide with Sn", A1 , Cr'" and Fe'"; with Sn^, Sn0(0H)2 ; 
with Sb^ SbO(OH) 3 . 

c. A normal carbonate with Ba , Sr and Ca salts and, if cold, with silver, 
mercurosum, cadmium, ferrosum and manganosum. 

d. A basic carbonate in other cases, except mercuric chloride, which 
forms an oxychloride. Carbonic is completely displaced by strong acids, 
for example, from all carbonates, by HCl, HCIO3, HBr, HBrOg, HI, 
HIO 3 , H 2 C 2 O 4 , HC 2 H 3 O 2 , HHO 3 , HsP 04 , H 2 SO 4 , and even by HgS , com- 
pletely from carbonates of first four groups, incompletely from those of the 
fifth and sixth groups (JSTandin and Montholon, 0. r., 1876, 83, 58). 

11. All normal and di-metallio orthophosphates are insoluble except 
those of the alkalis. The normal and di-metallic phosphates of the alkalis 
precipitate solutions of all other salts. The precipitate is a normal, di- 
metallic, or basic phosphate, except that with mercuric chloride and with 
the chlorides of antimony it is not a phosphate, but an oxide, or an oxy- 
chloride. 

All phosphates are dissolved, or transposed by nitric, hydrochloric and 
sulphuric acids, and all are dissolved by acetic acid except lead, aluminum 
and ferric phosphates. All are soluble in phosphoric acid except those of 
lead, tin, mercury and bismuth. 
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12. Ignition. — a. The oxides of lead and iron heated in the air to a red heat 
form PbgO^ and Fe^Og , hut ^t a white heat form PbO and FCgO^ . Other 
oxides, if ignited in the air to a wJiitc heat, when changed, either take up 
or lose oxygen and leave ultimately the following: Ag, Hg, An, Pt, 
SnO^, Sb^Og, AsA. ^1203, CuO, CdO, FeA, Cr^Og, Al^O.,, CoO, 
NiO , MngO^ , ZnO , BaO , SrO , CaO , MgO , K^O , NagO . In a few cases 
ignition at a lower temperature gives other results, e. g., COgOg , BaOg , 
NagOa , Sb204 , etc. 

&. Alkali hydroxides ignited in air at a white heat are not changed. 
Other hydroxides evolve HoO and leave as in (a). 

c. Alkali carbonates ignited in air at a white heat are not changed. 
Other carbonates evolve CO2 and leave as in (a). 

d. Fixed alkali oxalates ignited at a white heat in absence of air are 
changed to carbonates, evolving CO . Ba , Sr and Ca oxalates and a few 
others at a red heat, in absence of air, form carbonates evolving CO , at 
a white heat these carbonates are changed to oxides evolving CO^ . All 
oxalates ignited in presence of air at a white heat are changed as in (a), 
except the fixed alkali oxalates which are left as carbonates. In all cases 
when air is present the CO burns to COg . 

e. All organic salts ignited at a white heat, in a current of air, leave 
residues as in (a), but forming carbonates if fixed alkalis are present. 
The products evolved depend upon the composition of the organic por- 
tion of the salt. 

13. The following acids may be made by adding sulphuric acid in 
excess to their respective salts and distilling: 

a. Carbonic from all carbonates. 

h. Mtric from all nitrates. 

d. Sulphurous from all sulphites. 

e. Hydrochloric from all chlorides except those of mercury. But sul- 
phuric acid transposes the chlorides of Ag, Sn and Sb with extreme 
difficulty, so that practically other methods are used to separate hydro- 
chloric acid from the chlorides of these metals. 
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§320. Equations. 

It is recommended that in the class-room some attention be paid to the 
balancing of equations as representing the important analytical and synthetic, 
operations, especially those involving oxidation and reduction. The work will 
be simplified by a careful study of §§216, 217 and 218 and application of the 
rule as illustrated there. When the time permits, the operations represented, 
by the equations studied in the class-room should be performed by each 
student at his laboratory work-table. At first the teacher should select simpler 
equations illustrating analytical operations and the principles (§319). Later, 
the more difficult equations involving oxidation and reduction should be studied. 
The student should give the authority for every reaction. The accompanying 
list of equations is merely suggestive and may be expanded by the teacher as 
the time permits. In each equation the second substance is to be considered 
as in excess; that is, sufficient to produce the greatest possible change in the 
first substance. For description and methods of making the basic salts used 
in this list, see Dammer’s Anorgonishe Chemie. 


1. Sb -f HNO, 

2 . As 4 + HNOs 

3. AS2O3 -l- 

4. MiiCOH)* -f Pb02 + HNO, 

5. MnSO^ + PbjO^ + H^SO^, dilute 

6. IMCnOz + KlTOs K2CO3 , fusion 

7. S2 -f KNO3 + K2CO3 , fusion 

8. MnS “h KNO, + KjCOs , fusion 

9. Mn^Oxx -f PbsO^ + HNO3 

10. Cr(0H)3 + KNOa -f K2CO3 , 

fusion. 

11. PbaCAsOJa + + H0SO4 , dilute 

12. CUsASaOr + Zn. -f- H2SO4 , dilute 

13. Pb(N’03)2 + A1 -1- KOH 

14. Cu(Wr03)2 + Al-f KOH 

15. Bi(N03)8 + A1 4- KOH 

16. HgxoOxCKO*)* + A1 + KOH 

17. MnS + Mn(K-0,)2 + K2CO3 , fus. 

18. MnsOg + Pb304 -h HNO3 

19. Pe -f- H«S04 , con., hot. 

20. KI 4- KIOs 4- H2SO4 , dilute 

21. MnS04 4- KMn04 4“ H2SO4 , dilute 

22. (HaCl 4“ K2Cr04 + H2SO4), dry, 

hot 

23. KNO3 4- FeS04 4- H2SO4 , con., 

cold 

24. K2Cr20(Cr04)s + HCl, hot 

25. HgsOCKrOs)^ 4- A1 4- KOH 

26. Ag3As04 -f SnClj 4" HCl , sp. gr, 

1.18 

27. PbOa 4- K2C2O4 4" H2SO4 , dilute 

28. Pb8 04 , white heat 

29. HaH2P02 , ignition 

30. P68 08(As 08)2 4* FeS -f- HCl 

31. PeBra 4- HNO* 

32. Sn + HNOa , hot 

33. KOH 4- Bra , hot 

34. Pels 4* H2SO4 , sp, gr, 1.84, hot 

35. KBr 4- KBrO, 4- H2SO4 , dilute 

36. PeS04 4- KMn04 + H2SO4 , dilute 

37. K2Cr20(Cr04)8 4“ KOH 4- Bra 

38. 4Hg20,(Na08), + A1 4- KOH 

39. AgsAsOs 4- SnCla 4- HCl , sp. gr. 

1.18 

40. CoaOs , ignition, white heat 

41. HaS 4- HNO, , 9p, gr, 1.42, hot 


42. Hg 3 (As 04)2 4- FeS 4- HCl 

43. Pe 8 0a(As0s)2 4- KOH CI 2 

44. Pela 4- HNO 3 , sp. gr, 1.48, hot 

45. CraCSOOs 4- CrCNOala 4- K 2 CO 3 , 

fusion 

46. Pb^CAsO^)^ 4- Zn 4- H 2 SO 4 , dilute 

47. KOH 4- CI 2 , cold 

48. KBr 4- KIO 3 4“ H 2 SO 4 , dilute 

49. (CraOHCls 4- KaCrO^ 4- HaSOJ, 

dry, hot 

50. Zn40,(N03)a 4- FeSO* 4- HaSO* , 

concentrated, cold 

51. Hg 3 (As 04)2 4- SnCla 4- HCl, sp.gr, 

1.18 


52. MUjOs , ignition 

53. PeaOaSOs 4* Zn 4- HaSO* , dilute 

54. BiaSs 4- HlSrOa , dilute, hot 

55. HgsAsO^ -f FeS 4- HCl 

56. CraCOHl.SO^ 4- KOH + CI 2 

57. Pe(H2P02)2 4” HKOa 

58. CraOs -f KCIO 3 4- KoCOg , fusion 

59. CuBOa(As 04)2 4- Zn + HjSO* , dil. 

60. KOH 4- CI 2 , hot 

61. MneOii 4- KCIO 3 4- KoCO. , fusion 

62. HIO 3 4- SnCla 4“ HCl 

63. Bix 20 x 8 (H 03 )xo 4-FeSO, +HaSO*, 

con., cold 

64. CrOs , ignition 

65. KMn 04 H 2 CJO 4 4~ H 0 SO 4 , dilute 

66 . FeAsO* 4- SnCl's 4- HCl , sp. gr. 1.18 

67. PeaClg 4- FeS 4- HCl 

68. 5CuO.As«0, 4 - Fe 4 - HCl 

69. HlOg 4- HaCaO^ , hot 

70. (Cra(OH) 5 Cl 4- KaCraOx 4- H.SO^), 

dry, hot 

71. Fe(N 03)2 4- FeSO^ 4- H-SO* , con., 

cold 


72. AgoSO^ 4 - Zn 

73. H 2 SO 3 4- HNO 3 , sp. gr. 1.42 

74. PeAsO* 4 - FeS 4- HCl 

75. PbCAsOa)^ 4- KOH + Cla 

76. PeCNOg). 4- HKOa 

77. Mn,05 + Mn(N08)2 + KjCO, , 

fusion, 


78. Fe.O.(AsO,), + KOH + Br, 

79. Pb„0.(OH).(HO,). + A1 + KOH 
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§321. Peoblems in Synthesis. 

Tor the sake of a raore thorough drill in the principles of oxidation and 
other reactions, a few problems are here given; a part of them the student 
should practically work at his table, but they are chiefly designed for class 
exercises. Special care should be taken that a pure product be formed and 
that the ingredients be taken from the sources indicated. In each case the 
authority for every step in the process should be stated. 

1. Silver oxide from metallic silver. 

2. Mercuric bromide from mercurous chloride and sodium bromide, 

3. Chromic chloride from potassium chromate and hydrochloric acid. 

4. Arsenic acid from potassium arsenite.^ 

5. Potassium arsenate from arsenous oxide and potassium hydroxide. 

6. Lead nitrate from lead chloride and potassium nitrate. 

7. Mercurous nitrate from mercuric chloride and sodium nitrate. 

8. Mercurous oxide from mercuric oxide. 

9. Mercuric bromide from metallic mercury and potassium bromide. 

10. Lead nitrate from lead dioxide and potassium nitrate. 

11. Lead chromate from lead hydroxide and chromium hydroxide. 

12. Barium chromate from chrome alum and barium carbonate. 

13. Mercuric chromate from mercuric sulphide and chromium hydroxide. 

14. Chromium sulphate from potassium dichromate and zinc sulphide. 

15. Phosphoric acid from sodium phosphate. 

16. Phosphorus from calcium phosphate. 

17. Lead iodate from sodium iodide and lead sulphide. 

18. Silver iodate from silver chloride and iodine. 

19. Perric arsenate from ferrous sulphide and arsenous oxide. 

20. Mercuric bromide from mercuric sulphide and sodium bromide. 

21. Ammonium sulphate from ammonium chloride and sulphur. 

22. Sodium chloride from commercial salt. 

23. Phosphorus from sodium phosphate. 

24. Lead sulphide from trilead tetroxide and ferrous sulphide. 

25. Ferrous sulphate from ferric oxide and sulphuric acid. 

26. Ammonium hydroxide from potassium nitrate, 

27. Cadmium sulphate from cadmium phosphate and ferrous sulphide. 

28. Mercurous nitrate from mercuric sulphide and nitric acid. 

29. Barium sulphate from potassium thiocyanate and barium chloride. 

30. Mercurous chloride from mercuric oxide and sodium chloride. 

31. Sodium iodate from potassium iodate and sodium chloride. 

32. Sodium phosphate from calcium phosphate and sodium chloride. 

33. Strontium nitrate from sodium nitrate and strontium sulphate. 

34. Potassium sulphate from potassium nitrate and sulphur. 

35. Barium sulphate from barium chloride and zinc sulphide. 

36. Potassium permanganate from manganese dioxide and potassium nitrate. 

37. Arsenous chloride from lead arsenate and sodium chloride. 

38. Potassium chromate from potassium nitrate and lead chromate. 

39. Potassium iodide from potassium chloride and iodine. 

40. Barium chlorate from sodium chloride and barium nitrate. 

41. Arsenous sulphide from arsine and ferrous sulphide. 

42. Copper sulphate from copper sulphide. 

43. Silver nitrite from silver chloride and sodium nitrate. 

44. Cuprous chloride from metallic copper and sodium chloride. 

45. Manganous carbonate from manganese peroxide and sodium carbonate. 

46. Manganous pyrophosphate from manganese peroxide and ammonium phos- 

phate. 

47. Lead arsenate from lead sulphide and arsenous oxide. 

48. Bismuth subnitrate from metallic bismuth and nitric acid. 

49. Barium perchlorate from sodium chloride and barium hydroxide. 

50. Lead iodate from metallic lead and iodine. 
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§ 322 . Table oe Solubilities.* 

Showing the classes to which the compounds of the commonly occurring elements 
belong in respect to their solubility in water^ hydrochloric acid, 
nitric acid, or aqua regia. 

Preliminaey Eemarks. 

For the sake of brevity, the classes to which the compounds belong are 
expressed in letters. These have the following signification: 

W or w, soluble in water. 

A or a, insoluble in water, but soluble in hydrochloric acid, nitric acid^ 
or in aqua regia. 

I or i, insoluble in water, hydrochloric acid, or nitric acid. 

Further, substances standing on the border-lines are indicated as fol- 
lows: 

W — A or w — a, difficultly soluble in water, but soluble in hydrochloric 
acid or nitric acid. 

W — or w — ^i, difficultly soluble in water, the solubility not being 
greatly increased by the addition of acids. 

A — or a — ^i, insoluble in water, difficultly soluble in acids. 

If the behavior of a compound to hydrochloric and nitric acids is essen- 
tially different, this is stated in the notes. 

Capital letters indicate common substances used in the arts and in 
medicine, while the small letters are used for those less commonly occur- 
ring. 

The salts are generally considered as normal, but^ basic and acid salts, 
as well as double salts, in case they are important in medicine or in the 
arts, are referred to in the notes. 

The small numbers in the table refer to the following notes. 

Notes to Table of Solubilities. 

(1) Potassium dichromate, W. (2) Potassium borotartrate, W. (3) Hydro- 
gren potassium oxalate, W. (4) Hydrogen potassium carbonate, W. (5) Hydro- 
gen potassium tartrate, W. (6) Ammonium potassium tartrate, W. (7) 
Sodium potassium tartrate, W. (8) Ammonium sodium phosphate, W. (9) Acid 
sodium born+p W. ('lO) Hydrogen sodium carbonate, W. (11) Tricalcium 
phosphate, A. (12) Ammonium magnesium phosphate, A. (13) Potassium 
aluminum sulphate, W. (14) Ammonium aluminum sulphate, W. (15) Potas- 
sium chromium sulphate, W. (16) Zinc sulphide, as sphalerite, soluble in 
nitric acid with separation of sulphur; in hydrochloric acid, only upon heating. 
(17) Manganese dioxide, easily soluble in hydrochloric acid; insoluble in nitric 
acid. (18) Nickel sulphide is rather easily decomposed by nitric acid; very 
difficulty by hydrochloric acid. (19) Cobalt sulphide, like nickel sulphide. 
(20) Ammonium ferrous sulphate, W. (21) Ammonium ferric chloride, W. 

*The following table of solubUitles, la taken from Ereseniug Qualitative Analysis, Well*! 
translation of lOth G^erman edition. 
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SOLUBILITY 



Potassium. 

Sodium. 

Ammonium. 

Barium. | 

1 

1 

CO 

Calcium. 

i 

1 

d 

S 

Aluminum, 

Chromium. 

1 

Manganese. 

Nickel. 

Cobalt. 

Ozide 

W 

W 

W 

W 

w 

W-A 

A 

A 

A&I 

A 

8-1 r 

A 

A 

Chromate. 


w 

w 

a 

w-a 

w-a 

w 


a 

w 

w 

a 

a 

Sulphate.. 


W 

Wi 4 . 3 *. 3 o 

I 

I 

W-I 

W 

W,s.i 4 

W&I,B 

w 

W 

W 

W 

Phosphate 

W 

Ws 

'W’g.ia 

a 

a 

•^11 

ai2 

a 

a 

a 

a 

a 

a 

Borate.... 

Ws 

Wft 

w 

a 

a 

a 

w-a 

a 

a 

a 

a 

a 

a 

Oxalate... 

W, 

W 

W 

A 

a 

A 

Sf 

a 

w-a 

a 

w-a 

a 

a 

Fluoride. 

w 

w 

W 

w-a 

w-a 

A-I 

a-i 

w 

w 

w-a 

a 

w-a 

w-a 

Carbonate 

W4 

^10 

W i 

A 

A 

A 

A 



A 

A 

A 

A 

Silicate... 

W 

W 


a 

a 

a 

a 

a-i 

a 

a 

a 

a 

a 

Chloride . . 


W36 

Wji.jg 

W 

W 

W 

W 

w 

W&I 

W 

W 

W 

W 

Bromide . . 

W 

w 

w 

w 

w 

w 

w 

w 

w&i 

w 

w 

w 

w 

Iodide 

W 

w 

W 

w 

w 

w 

w 

w 

w 

w 

w 

w 

w 

Cyanide... 

W 

w 

w 

w-a 

w 

w 

w 


1 a 

A 

a 

a-i 

a-1 

Ferrooy’de 

W 

w 

w 

w-a 

w 

w 

w 



A-I 

a 

i 

i 

Ferricy’de 

w 

w 

w 



w 

w 



a 

i 

i 

i 

S’lphocy’de 

w 

w 

W 

w 

w 

w 

w 


w 

w 

w 

w 

w 

Sulphide. . 

w 

W 

W 

W 

w 

W-A46 

a 

a 

a-i 


A 

8«ia 

8-1#. 

Nitrate... 

w 

W 

W 

W 

W 

w 

w 

w 

W 

w 

w 

w 

w 

Chlorate.. 

w 

w 

w 

w 

W 

w 

w 

w 

w 

w 

w 

w 

w 

Tartrate.. 


Wt 

W« 

a 

a 

A 

w-a 

w 

w 

a 

w-a 

a 

w 

Citrate.... 

w 

w 

V 

a 

a 

w-a 

w 

w 

w 

w-a 

a 

w 

w 

Halate .... 

w 

w 

w 

w&a 

w 

w-a 47 

w 

w 


w 

w 



Succinate. 

ir 

w 

w 

w-a 

w-a 

w-a 

w 

w-a 


w-a 

w 

w 

w-a 

Benzoate.. 

w 

w 

w 

w 


w 

w 




w 



Salicylate. 

w 

W 

W 

w-a 

w-a 

w-a 

w 







Acetate... 

w 

W 

W 

W 

w 

W 

w 

W 

w 

W 

w 

w 

w 

Formate.. 

w 

w 

yr 

w 

w 

w 

w 

w 

w 

w 

w 

w 

w 

Arsenite.. 

W 

w 

vr 

a 

a 

a 

a 




a 

a 

a 

Arsenate., j 

w 

W 

w 

a 

a 

a 

a 

a 

a 

a 

a 

a 

a 
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(22) Potassium ferric tartrate, W. (23) Silver sulpldde, only soluble in nitric 
acid. (24) Minium is converted by hydrochloric acid into lead chloride; by 
nitric acid, into soluble lead nitrate and brown lead peroxide which is insoluble 
in nitric acid. (25) Tribasic lead acetate, W. (26) Mercurius solubilis Hahne- 
manni, A. (27) Basic mercuric sulphate, A. (28) Mercuric chloride-amide, A. 
(29) Mercuric sulphide, not soluble in hydrochloric acid, nor in nitric acid, but 
soluble in aqua regia upon heating*. (30) Ammonium cupric sulphate, W. 
(31) Copper sulphide is decomposed with ^fficulty by hydrochloric acid, but 
easily by nitric acid. (32) Basic cupric acetate, partially soluble in water, and 
completely in acids. (33) Basic bismuth chloride, A. (34) Basic bismuth 
nitrate, A. (35) Sodium auric chloride, W. (36) Gold sulphide is not dissolved 
by hydrochloric acid, nor by nitric acid, but it is dissolved by hot aqua regia. 
(37) Potassium plantinic chloride, W — ^I. (38) Ammonium platinic chloride, 

W — I. (39) Platinum sulphide is not attacked by hydrochloric acid, is but 
slightly attacked by boiling nitric acid (if it has been precipitated hot), but 
is dissolved by hot aqua regia. (40) Ammonium stannic chloride, W. (41) 
Stannous sulphide and stannic sulphide are decomposed and dissolved by hot 
hydrochloric acid, and are converted by nitric acid into oxide which is insoluble 
in an excess of nitric acid. Sublimed stannic sulphide is dissolved only by hot 
aqua regia. (42) Antimonous oxide, soluble in hydrochloric acid, not in nitric 
acid. (43) Basic antimonous chloride, A. (44) Antimony sulphide is com- 
pletely dissolved by hydrochloric acid, especially upon heating; it is decom- 
posed by nitric acid, but dissolved only to a slight degree. (45) Calcium 
antimony sulphide, W— A. (46) Potassium antimony tartrate, W. (4T> Hydro- 
gen calcium malate, W. 
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§323. Beagents.* 

During the past two years the reagents for use in qualitative chemical 
analysis at the University of Michigan have been made up on the basis 
of the normal solution; i. e., the quantity capable of combining with one 
grain of hydrogen or with its equivalent is taken in a litre for the normal 
solution. For example: TSTormal potassium hydroxide^ requires 56.1 

grams per litre of solution (not 56.1 grams to a litre of water), but the usual 
pure product contains about ten per cent of moisture, so it is directed to 
use 62.3 grams or 312 grams for a solution five times the normal strength, 
SFT. Barium chloride, BaCl2.2H20 , has a molecular weight of 244.2, but 
the hydrogen equivalent is (244.2^2) 122.1, so for a litre of half -normal 
solution, Fr/2, take 61 grams. 

In the following list of reagents, in the parenthesis immediately follow- 
ing the formula are given the grams per litre necessary for a solution 
of the stre:|jgth indicated. Fresenius^ standard follows the parenthesis. 

Acid, Acetic, HCaHsO^ (300, 5N), sp. pr. 1.04, 30 per cent acid. 

Arsenic, HjAsO^.i^ HjO (15, ^ H3ASO4 -h 5). 

Pluosilicic, HjSiFe , §247. 

BCydrobromlc, HBr (40, N/2). 

Hydriodic, HI (64, N/S). 

Hydrochloric, HOI (182, 5N, sp, gr, 1.084), sp. pr. 1.12, 24 p. c. acid. 
Hydrosulphuric, HjS , saturated aqueous solution, §257, 4. 

Iodic, HIOs (15, %, HlOa-r 6). 

Hitric, HHO3 (315, 6N, sp. pr. 1.165), sp, gr, 1.2, 32 p. c. acid. 
Hitrohydrochloric, about one part of concentrated HHOt to three parts 
HCl . 

Kitrophenic, C9H2 (H02)^OH (picric acid). 

Oxalic, H2C0O4.2H2O , crystals dissolved in 10 parts water. 

Phosphoric, HaPO^ (16, N/2). 

Sulphuric, H2SO4 , concentrated, sp, gr, 1.84, 

• Sulphuric, dilute (245, 5N, sp. gr. 1.153), one part acid to five parts water. 
Sulphurous, HsSOs , saturated aqueous solution. 

Tartaric, H2C2H4OQ , crystals dissolved in three parts water. 

Alcohol, CjHaO , sp. gr. 0.815, about 95 p. c. 

Aluminum Chloride, AlClg (22, N/2). 

Hitrate, Al(H03)8.7y2H20 (58, ^72). 

Sailphate, Al2(S04)s.l8H20 (55, N/2). 

Ammonium Carbonate, (HH4)2COa (240, 5N), one part crystallized salt in four 
parts water, with one part ammonium hydroxide. 

Ammonium Chloride, HH4CI (267, 5N), one part salt in eight parts water. 

Hydroxide, HH4OH (85NH, , 5N, sp. gr. 0.964), sp. gr. 0.96, 10 p. c. 

NH3 . 

Ammonium Molybdate, (’N’Ei,)MoO^ (SOMoO, , N/2, §75, 6d), 150 g. salt in one 
litre of NH4OH , pour this into one litre of HHO* , sp, gr. 1.2. 
Ammonium Oxalate, (NrH4)aC204« HaO.. (40, N/2), one part crystallized salt in 
24 parts water. 

Ammonium Sulphate, (1^4)3804 (33, N/S). 

Sulphide, (NH4)aS, colorless, three parts NH4OH, saturate with 
HaS and add two parts of NH4OH . 

♦In the greater number of cases, reagents should be “chemioally pure.” Different uses 
require different degrees of parity. An article of sodium hydroxide contaminated with 
chloride may he used in some oi>eratlonB ; not In others. Those who have had training in 
analysis can do without speoifio directions, which cannot be made to cover all oiroumstanees ; 
and the beginner must depend on others for the selection of reagents. 
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Anunonltun Stilpliide, (KHJ.Sx , yellow, allow the colorless to stand lor some 
time or add sulphur. 

Antimonic Chloride, SbCh (30, N/ 2 ). 

Antimonous Chloride, ShCla (38, N/2). 

Arsenous Oxide, As.,0, ( 8 , N/4), saturated aqueous solution. 

Barium Carbonate, BaCO, , freshly precipitated. 

Chloride, BaCl.,.2H.O (61, N/ 2 ), one part salt to 10 parts water. 
Hydroxide, Ba’( 0 H),. 8 H 20 (32, N/5), saturated aqueous solution. 
Nitrate, Ba(lirOs), (63, N/2), one part to 13 of water. 

Bismuth Chloride, BiCl, (52, N/ 2 , use HCl). 

Nitrate, Bi(N 0 ,),. 5 H ,0 (40, N/4, use HNO,). 

Cadmium Chloride, CdCl, (46, N/2). 

Nitrate, Cd£N0,),.4H,0 (77, N/2). 

Sulphate, CdSO^.iHsO (70, N/2). 

naicinTn Chloride, CaClj.eHjO (55, N/2), dissolve in 5 parts water. 

Hydroxide, Ca(OH) 3 , a saturated solution in water. 

Nitrate, Ca(N 03 ),. 4 H .,0 (59, N/2). 

Sulphate, CaS 04 . 2 H 30 , a saturated solution in water. 

Carbon Bisulphide, CS. , colorless. 

Chromic Chloride, CrCl, (26, N/ 2 ). 

Nitrate, Cr(N 03)3 (40, N/2). 

Sulphate, Cr 3 (S 0 ,) 3 . 18 H 30 (60, N/2). 

Cobaltous Nitrate, Co(NO,) 3 . 6 H 30 (73, N/2), in 8 parts of water. 

Sulphate, CoSQ.-THaO (70, N/2). 

Copper Chloride, CUCI3.2H3O (43, N/2). 

Nitrate, 0 u(N 0 .) 3 . 6 H 30 (74, N/2). 

Sulphate, CuSO^.OHjO (62, N/2), in 10 parts water. 

Cuprous Chloride, CuCl (60, N/ 2 , use HCl). 

Berric Chloride, FeCl, (27, N/2), 20 parts water to one part metal. 

Nitrate, Be(NO,).. 9 H 30 (67, N/21. „ „ „„ 

Perrons Sulphate, PeSO^.THjO (80, N/2), use a few drops of H,SO< . 

Gold Chloride, HAuCl 4 . 3 H 30 , solution in 10 parts water. 

Hydrog«i Peroxide, 3 p. c. solution. 

Indigo Solution, 6 parts fuming H 3 SO« to one part indigo, pulverise, stir and 
cool, allow to stand 48 hours and pour into 20 parts water. 

Bead Acetate, Ph(C 3 H, 03 ) 3 . 3 H 30 (95, N/2), dissolve in 10 parts of water. 
Chloride, PbCl, , saturated solution, N/7. 

Nitrate, Pb(NO ,)3 (83, N/2). „ „ „„„ 

hCagnesia Hixture: HgS 04 , 100 g,; NH 4 CI , 200 g.J NH 4 OH , 400 cc.; H 2 O , 800 
cc. One ec. = 0.01 g. P. 

Hagnesium Chloride, MgClj.eHjO (51, N/2). 

Nitrate, M;g(NO,)s. 6 H 3 G (64, N/2). 

Sulphate, ]agS 04 . 7 H ,0 (62, N/ 2 ), in 10 parts of water. 

Hanganous Chloride, lCnCl 3 . 4 H 2 d (60, N/2). 

Nitrate, Mn(N 0 ,) 3 . 6 H 30 (72, N/2). 

Sulphate, MuS 04 . 7 H ,0 (69, N/2). 

D/^erourlc Chloride, HgCl, ( 68 , N/ 2 ), in 16 parts of water. 

Nitrate, Hg(NO ,)3 (81, N/2). 

Sulphate, HgSO* (74, N/ 2 ). 

Mercurous Nitrate, HgNO, (131, N/2), one part salt, 20 parts water and one 
part HNO 3 . 

Nickel Chloride, NiClj.eHjO (59, N/2). 

Nitrate, Ni(N 0 ,),. 6 H 30 (73, N/2). 

Sulphate, NiS 04 . 6 H 30 ( 66 , N/2). 

Falladous Sodium Chloride, Na^PdCh , in 12 parts water. 

Potassium Arsenate, KjAsO, (26, E,As 04 -4- 5). 

Arsenite, EAsO, (24, % EAsO, -4- 3). 

Bromate, EBrOg (14, % EBrO, -4- 6 ). 

Bromide, EBr (60, N/ 2 ). 

Carbonate, E,CO, (207, 3N). 

Chlorate, EOIO 3 , the dry salt. 

Chloride, ECl (37j N/2), 
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Potassium Chromate, KaCr04 (49, N/2), in 10 parts water. 

Cyanide, KCN (33, N/2), in four parts water. 

Dichromate, Kg Cr 2 Ot (38, KaCraO^ 4), in 10 parts water. 
Ferrocyanide, K4Fe(CN)e.3H20 (53, N/2), 12 parts water. 
Ferricyanlde, K3Fe(CN)e (55, N/2), in 10 parts water. 

Hydroxide, KOH (312 [90 p. c. KOH], 5N). 
lodate, KIOs (18, KIO^ ^ 6). 

Iodide, KI (83, N/2), dissolve in 20 parts water. 

Mercuric Iodide, ,Nessler’s solution, §207, 6fc. 

Nitrate, KNO3 (50, N/2), the crystallized salt. 

Nitrite, KNO2 , the dry salt. 

Pyroantimonate, KjHaSbaOT.eHsO , see §70, 4c. 

Permanganate, K]yin04 (16, KMn04 -f- 5). 

Thiocyanate, KCNS (49, N/2), in 10 parts water. 

Hydrogen Sulphate, KHSO4 , fused salt. 

Sulphate, K2SO4 (44, N/2), in 12 parts of water. 

Platinie Chloride, HaPtCle.GHaO , in 10 parts of water. 

Silver Nitrate, AgNOg (43, N/4), in 20 parts of water. 

Sulphate, Ag2S04 , saturated solution, N/13. 

Sodium Acetate, NaCaHaOg.SHaO , in 10 parts of water. 

Carbonate, NaaCOg (159, 3N), one part anhydrous salt or 2.7 parts of 
the crystals, NaaCOg.lOHaO , in 5 parts of water. 

Chloride, NaCl (29, N/2). 

Tetraborate, Na2B4OT.10H2O, horax, the crystallized salt. 

Hydroxide, NaOH (220 [90 p. c. NaOH], 5N), dissolve in 7 parts of 
water. 

Hypochlorite NaOlO, §270, 4. 

Nitrate, NaNO* (43, N/2). 

Phosphate, Na2HP04.12H20 (60, N/2), dissolve in 10 parts of water. 
Phosphomolybdate, §75, 6d. 

Sulphate, (35, N/2). 

Sulphide, NaaS , one part NaOH saturated with HjS to one part of 
NaOH , unchanged. 

Acid Sulphite, the dry salt. 

Sulphite, Na3SOs.7HaO (63, N/2), in 5 parts of water. 

Acid Tartrate, NaHC4H40e , in 10 parts of water 
Thiosulphate, NaaSaOs.SHgO , in 40 parts of water. 

Stannic Chloride, SnCl4 (33, N/2). 

Stannous Chloride, SnCl2.2H20 (56, N/2), in 5 parts water strongly acid with 
HCl 

Strontium Chloride, SrCla.CHaO (67, N/2). 

Nitrate, Sr(N08)a (53, N/2). 

Sulphate, SrS04 , a saturated aqueous solution. 

Zinc Chloride, ZnCla (34, N/2). 

Nitrate, Zn(N08)a.6Ha0 (74, N/2). 

Sulphate, ZnS04.7H3O (72, N/2). 
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mth copper 104 


PAQB 

Alluvial sand 91 

Alpha iron 154 

Aluminum 144-148 

acetate 146 

compounds, ignition of 147 

detection of 147, 166 
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benzoate, in separation of Cu 

from Cd 107 
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Ammoniumi directions detection 242 


estimation of 238 

hydroxide, as a reagent 236 

hydroxide, as a distinguishing 

reagent for the first group 53 

hydroxide, detection by mercuric 

chloride 238 

hydroxide, preparation and prop- 
erties of 235 

molybdate, preparation of 98 

molybdate, test for phosphates — 311 

molybdate, with arsenic acid 67 

oxidation of 239 

phosphomolybdate 98 

picrate, formation of 236 

polysulphide, formation of 237 

salts, detection by Nessler’s re- 
agent 237 

salts, ignition of 238 

solution to be tested for 242 

sulphate, in separation of stron- 
tium and calcium 226 

sulphide, as a reagent 237 

sulphide, formation of 236 

sulphide, preparation of 316 

sulphide, on iron and zinc 

groups. 191 

sulphide, yeUow, formation of 115 

sulphide, yellow, in separation of 

cobalt and nickel 190 

sulphide, yellow, in cupric salts. . . 118 

test for nitric acid 288-289 

thioacetate as a substitute for 

hydrosulphuric acid 316 

Analysis of alkali group 242 

proximate 14 

operations of 13, 20 

ultimate 14 

Anatase 205 

Anglesite^ 29 

Anions, table of separations of 400 

Antimonic acid 76 

distinction from antimonous 123 

reduction to antimonous by stan- 
nous chloride 78 

salts, action of hydriodic acid 

on 78 

sulphide, precipitation of 77 

Antimonites 74 

Antimonous argentide 79 

compounds with silver nitrate. ... 78 

iodi^ formation of 78 

oxide, formation of 76 

salts with permanganates 78 

salts with chromates 78 
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compounds, reduction with char- 
coal 80 

detection of, in alloys 379 

detection of 80 

detection of traces of 123 

distinction from arsenic 78 

estimation of 81 

in the test for aluminum 166-167 

metal with hydrosulphuric acid ... 66 

mirror 65 

notes on analysis of 123 

occurrence of 72 

oxidation of 81 

oxides of 72 

pentachloride 74 

preparation of 72 

properties of 72 

reduction of 81 

reduction to metallic 79 

salts 74 

separation from arsenic by per- 
oxide of hydrogen 121 

separation from arsenic 65 

separation from tin by sodium 

thiosulphate. 78 

separation from tin 81 

solubility of 73 

spots 66 

sulphide, separation from arsen- 
ous sulphide 123 

sulphide, separation from stan- 
nous sulphide 123 

with iodine 66 

Apatite 216, 297 

Aiagonite 216 

Argentite 46 

Argol, purification of 260 

Argyrodite 137 

Arrhenius 20 

Arsenates, distinction from arsen- 

ites 70, 71 

separation from phosphates 402 

Arsenic 56-72 

acid, precipitation by hydrosul- 
phuric acid 114 

acid, reduction by hydrosul- 
phuric acid and hydriodic acid. 61 
acid, reduction with sulphurous 

acid 60 

acid, with ammonium molybdate. 67 
add, with molybdates 62 
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Arsenic acid, with nitric acid 66 

acid with silver nitrate 67 

antidote for 62 

compounds, ignition of 69 

compounds, with concentrated 

hydrochloric acid 61 

compounds, with magnesium salts 61 
compounds, with stannous chlo- 
ride 89 

detection of 70 

detection of, in poisoning 68 

distinction from antimony 78 

estimation of 70 

in glass tubing 70 

metal with hydrosulphuric acid ... 66 

method of Fresenius and Babo. ... 68 

mirror 64, 65 

notes on analysis of 122 

oxidation of 71 

oxides of 57 

occurrence of 57 

pentasulphide, formation and 

properties of 60 

preparation of 57 

properties of 56 

reaction with alkali sulphides 59 

reaction with hydrosulphuric 

acid 59 

reduction of 71 

reduction by stannous chloride 61 

separation from antimony 65 

separation from antimony by 

peroxide of hydrogen 121 

separation from Sb and Sn by 

use of thiosulphates 60 

spots, formation of 64 

spots, properties of 66 

sulphide, separation of, from 

Sb2S8 123 

sulphides with ammonium car- 
bonate 120 

trichloride, formation in analysis 61 

with peroxide of hydrogen 71 

with hydrosulphuric acid gas 67 

with iodine 66 

with nitric acid 66 

Arsenites, distinction from arsen- 
ates 123 

Arsenopsnite 57 

Arsenous hydride 64 

oxide, crystals, identification of . . . 67 

sulphide, solubilities of 58 

sulphide, with HCl gas 67 

Arsine 64 

from alkaline mixtures 64 
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Arsine reactions with KOH 123 

separation from stibine 65 
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Asbestos 299 

Asbolite 167 

Atomic weights, table of 1 

Avogadro's Hypothesis 21 

Azoimide (hydronitric acid) 282 

Azomide 8, 282 

Barite 211 

Barium 211-214 

carbonate, action on ferric salts. 156-157 

carbonate, as a reagent 212 

carbonate, as a reagent for third 

and fourth groups 143 

carbonate, as a reagent toprecip- 

• itate chromium 150 

carbonate, and ferric salts. 156-7 

carbonate, to separate phos- 
phates from third, fourth and 

fifth groups 194 

chloride, separation of, from 

SrCl 2 and CaCU by HCl 212 

detection of 214 

estimation of 214 

hydroxide, formation of 211 

iodide, properties 370 

occurrence of 211 

oxide, preparation of 211 

peroxide, ignition of 296 

peroxide, preparation 211 

preparation of 211 

properties of 211 

salts, separation of sulphites 

from sulphates 213 

salts, spectrum of 213 

separation of, from Sr, Ca and 

Mg by sulphates 213 

solubilities of 212 

strontium and calcium, separa- 
tion of by alcohol 226 

sulphate, separation 215 

Bases, alkali 12 

alkaline earth 12 

copper, group of 11 

definition of 3 

fifth group of 12 

first group of 11 

fourth group of 12 

iron group of 12 

need for separation from acids. 380, 381 

second group of 11 

silver group of 11 

sixth group of. 12 
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Beryl 200 
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chloride, sublimation of 103 
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detection by alkaline stannite 103 
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detection in alloys 379 

detection of 103 

detection of traces of 102 

dichromate 103 

estimation of 103 

hydroxide, solubility in glycerol . . . 101 

iodide, stability toward water 103 

nitrate, precipitation with HCl 101 

nitrate, reactions 101 

notes on analysis of 130 

occurrence of 100 
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oxychloride, formation of 101 
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preparation of 100 

properties of 100 
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reduction by grape sugar 104 
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separation from Cu by glycerol. . . 101 

solubility of 100 

sulphide, formation of 102 

sulphide, separation of, from 

CuS 102 

sulphide, separation of, from tin 

group 102 

Bismuthmito 100 

Bismutite 100 

Bitter spax 313 

Black Band 155 

Blowpipe, examination of solids. . . . 386 

Blue vitriol 105 
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Borates, g^n flame by ignition of 253 

in analysis 54 

reactions of 253 

Borax 252 

bead, formation of 254 
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CadtY)ium salts, fused with KaS 112 

salts, with alkaline tartrates, sepa- 
ration from Cu Ill 

salts, with alkalis Ill 
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ration from Cu Ill 
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salts, reduction of by ignition. . . . 112 
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Calaverite 138 
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carbonate, solubility of 224 

detection of 219 

detection of by spectrum 219 
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group 209 

group, directions for analysis of . . . 224 
hydroxide, formation and prop- 
erties 217 

hydroxide, formation by Na2S 219 
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Chalk 216 
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ignition of 352 
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separation from tantalum 203 

Contact process for sulphuric acid 

manufacture 331 
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double, dissociated by acids 272 

double, not dissociated by acids. . . 272 

estimation of 275 

guaiacumtest 275 

ignition of 274 

preparation of 272 

reactions with 272 

simple, with mineral acids 273 

solubility of 272 

transposition by acids 275 

Cyanogen properties and reac- 
tions 271 

Danger and Mandin, detection of 

arsenic. 69 

Daubr^elite 148 

Decomposition of organic mate- 
rial 374-375 
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Dialysis^ separation from organic 

material by 375 

Diamond 254 

Diaspore 144 

Didymium 199 

Didymium Earths 202 

Dimethylanilme, test for nitric 

acid 290 

Dimethylglyoxime, test for nickel 176 
Diphenylamine, test for nitric acid 290 

Dissociation, electrolytic 20 

Dithionic acid, formation and 

properties 324 

Dolomite 220, 267 

Dragendorff*s reagent 102 


Electrolytic dissociation 20 

Enargite 57 

Epsom salts 220, 313, 331 

Equations illustrating oxidation 

and reduction 409 

rule for balancing 246 

Erbium 200 

Ethyl acetate, odor of 257 

Euxenite 137, 198, 202, 207 

Everett’s salt 157 


fatty material, removal of 375 

Feldspar 144 

Ferric acetate, formation of 257 

acetate, separation of from chro- 
mium 157 

basic nitrate, separation from 

aluminum 161 

and ferrous compounds, distinc- 
tion 165 

hydroxide, antidote for arsenic .... 62 

phosphate, formation of 159 

salts, detection of traces 158 

salts, with acetates 157 

salts, with BaCOs 156 

salts, with HI and iodides 161 

salts, with HsPOs 159 

salts, with H2S 150 

salts, with KCNS 158 

salts, with K3Pe(CN)« 158 

salts, with K4Pe(CN)6 157-158 

salts, with stannous chloride 89 

salts, separation from ferrous sul- 
phate 156 

Ferric thiocyanatCi distinction 

from ferric acetate 157 

hindrance to reactions of 158 

Ferricyanides, in distinction be- 
tween Co and Ni 170 
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Ferricyanides, reactions of 278 

Ferrite 154 

Ferrocyanides, detection of 277 

detection and estimation 279 

reactions of 276-277 

Ferrotellurite 138 

Ferrous iron, detection of, in ferric 

salts 158 

in the third group 164 

in the third group with phos- 
phates 194 

salts, traces in ferric salts 158 

salts, with chromates 161 

salts, with HNO3 159 

salts, with KCN 157 

Ferrous salts, with K3Fe(CN)6 .... 158 

salts, with K4Pe(CN)6 157 

sulphate, with gold salts 93 

First group metals, table of 52 

Fixed alkalies 227 

alkali hydroxides on stibine 79 

alkalis with salts of tin 84 

Flame, blowpipe, production of 376 

or color tests 385 

oxidizing and reducing 375-376 

reactions with copper salts 109 

Flint 299 

Fluor-spar 216, 297 

Fluorides, solubilities of 298 

Fluorine 297-298 

Fluosilicates, formation of . . . 298-299 

Fluosilicic acid 298-299 

in detection of potassium 231 

in separation of Ba, Sr and Ca . . . 213 

Formates, formation from cyan- 
ides. . . .^ 274 

Fourth group, directions for anal- 
ysis 189 

reagents 142 

sulphides colloidal 189 

table of 183 

Fresenius and Babo, detection of 

arsenic 68 

Froehde’s reagent 99 

Fulminating gold 92 

Gadolinite 202, 207 

Galena 29, 45, 313 

Gallium (eka-aluminium) 200 

Gamma iron 154 

Gamierite ' 173 

Gas-laws 21 

Gases, absorption of by palladium . . . 133 

Germanium, properties and reac- 
tions 137 
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Germanium sulphide 118 

Glass, etching by hydrofluoric acid. 313 

Glauber’s salts 313, 331 

Glucinum (Beryllium) 200-201 

distinction from yttrium 207 

separation from aluminum 201 

separation from cerium 198 

Glucose, in formation of cuprous 

oxide 105 

Gold 91-93 

detection in alloys 379, 380 

detection of 93 

distinction from Pd 133 

estimation of 93 

fulminating 92 

notes on analysis 125 

occurrence, properties, etc 91 

reduction by ferrous sulphate 93 

reduction with oxalic acid 92 

salts with alkalis 92 

salts with stannous chloride 89 

separation from Ir 135 

Graphite 254 

Greenockite 101, 110 

Gypsum 216, 219, 313, 331 

Haematite 155 

Halogens 9 

as oxidizers 340 

compounds, comparative table of 373 

hydracids as reducers 340 

separation of by persulphate 

method 347, 403 

Hausmannite 177 

Heat, upon substances in closed 

tubes .376, 382 

upon substances in open tubes. 

376, 383 

Heavy spar 313, 331 

Hydriodic acid 365-368 

action on antimonic salts 78 

action on arsenic salts 61 

action on ferric salts 161 

as a reducer 366, 367 

formation of 365 

Hydrobromic acid 356-360 

detection of Cu with 108 

formation of • . • 357 

occurrence of 357 

preparation of 357 

properties of 357 

reactions of 357 

Hydrochloric acid 341-348 

action on Sb 2 Sa 77 
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formation of 341 
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occurrence of 341 

preparation of 342 

properties of 341 

reactions with 343 

solubilities of 342 

Hydrocyanic acid 271-275 

formation of, 272 

occurrence of 272 

on PbOa 274 

preparation of 272 

properties of 271 

solubilities of 272 

Hydrof erricyanic acid 277-279 

Hydroferrocyanic acid 275-277 

separation from hydroferri- 

cyanic acid 277 

Hydrofluoric acid 298 

Hydrofluosilicic acid (fluosilicic 

acid) 298 

Hydrogen 250, 251 

absorption by Pd sponge 133 

detection of 251 

estimation of 251 

formation of 250 

nascent 251 

occluded 251 

occurrence of 250 

preparation of • 250 

prpperties of 260 

reactions with 250 

reducing action of, with ignition. . . 251 

solubilities of 250 

peroxide, detection of 296 

peroxide, estimation of 297 

peroxide, estimation of bismuth 

with 104 

peroxide, formation of 295 

peroxide, occurrence of 295 

peroxide, on sulphides of arsenic 

and antimony 121 

peroxide, preparation of 295 

peroxide, properties of 294 

peroxide, reactions with 295 

peroxide, reagent to separate Co 

from Ni 190 

peroxide, separation from ozone. , . 243 
peroxide, separation of Al, Fa and 

Or with 152 

peroxide, solubilities of 295 

peroxide, with arsenic 71 
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HydrosulphuriC acid 315-320 

action on copper salts 108 

action on ferric salts 160 

dissociation of 114 

formation of 316 

gas as a reagent 113 

gas on antimony 67 

gas on arsenic 67 

occurrence of 316 

on aluminum salts 146 

on stannic salts 86 

on stannous salts. ... - 85 

on tMrd and fourth group salts . 142, 164 

preparation of 316 

properties of 315 

uses as a reagent 317 

with arsenic acid 114 

with oxidizing agents 114 

Hydrosiilphurous acid 323, 324 

Hydroxylamine, formation and 

properties 286 

Hydrozoic acid 8, 282 

Hypobromous acid, formation and 

properties 360 

Hypochlorites, detection of 404 

formation of 348 

formation from chlorine 344 

on arsenic 66 

Hypochlorous acid 348, 349 

Hypoiodous acid, existence of 363 

Hin)osulphites, detection of 305 

ignition of 305 

Hypophosphites in formation of 

PHs 305 

Hypophosphoric acid 307 

Hypophosphorous acid 304-306 

estimation of 306 

formation of 304 

preparation of 305 

properties of 304 

reactions of 305 

solubilities of 305 

with bismuth salts 102 

EEi^osulphtirous acid 323-324 

Imperial green 109 

Indigo test for nitric acid 289 

Indium 201 

Ink, common 157 

sympathetic 168 

lodates. detection of 371 

estimation of 371 

formation of 369 

ignition of 371 
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lodates, reactions of 370 

Iodic acid 369-371 

formation of 369 

preparation of 369 

properties of 369 

reactions of 370 

Iodide of nitrogen 363 

Iodides, decomposition by HNO3 . . . 290 

detection as Pdl2 133 

detection of 368 

estimation of 369 

formation of 365 

ignition of 368 

occurrence of 365 

reactions of 366 

separation of, from bromides and 

chlorides by KMn04 181 

solubilities of 365 

Iodine 362-364 

detection of 364 

estimation of 364 

formation of 363 

liberation by copper salts 108 

occurrence of 363 

on antimonous salts 78 

on antimony 66 

on arsenic 66 

preparation of 364 

properties of 362 

reactions of 363 

separation from Br by Pd 134 

solubilities of 363 

Ions 21 

Ionization and solution 20-24 

Iridium 134, 135 

Iron 157-162 

alpha 154 

and zinc groups 141 

beta 154 

detection of 165, 166 

detection of traces in copper 157 

detection of traces 157, 158 

estimation of 162 

gamma I54 

group 144 

group, separation from Co, Ni, 

andMnbyZnO 161 

hydroxides I55 

in relation to metals 6 

occurrence of 154 

oxidation of 162 

oxides, 164, 155 

preparation of 154 

properties of 153 

pyrites 313 
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salts, with nitroso-/3>naphthol 157 

salts, separation from A1 as basic 

nitrate 161 

separation from A1 and Cr by 

nitroso-/3-naphthol 157 

separation from Cr and A1 157 

separation from Ni by xanthate . . . 175 
solubilities of 155 


Kainite 228 

Kieserite 313 


Lanthanum 202 

Lead •• 20~’36 

acetate, properties of 32 

chloride 34 

chloride, precipitation of 53 

chromate, formation of 35 

compounds, ignition of 35 

detection in alloys 379 

detection of 36 

estimation of 36 

in the test for A1 167 

iodide, formation and proper- 
ties 35 

notes on analysis of 129 

occurrence of 29 

oxidation and reduction 36 

oxides of 29 

oxides, solubilities of 30 

preparation of 29 

properties of 29 

red 29 

relation to nitrogen family 7 

salts, reactions 32-35 

salts, solubilities of 31 

solubilities of metallic 30 

sulphate, formation and proper- 
ties of 34 

sulphide, formation and proper- 
ties for 33 

tests for 54 

Leblanc-soda process 259 

Lepidolite 241 

Light, action on silver salts 50 

Lime, slacked 217 

Limestone (CaCO^) 216, 219, 267 

Lithium 23^236 

Limonite 155 
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LoUingite 57 

Magnesia mixture 146 

Magnesite 220, 267 

Magnesium 220-222 

as a reducing agent 222 

detection of 222 

estimation of 222 

hydroxide, formation 220 

occurrence of 220 

oxalata, separation of, from K 

andNa 221 

oxide, formation of 220 

preparation of 220 

properties of 220 

removal for detection of sodium. . . 242 

salts, with ammonium salts 221 

salts, with arsenic acid 61 

salts, with Na 2 S 221 

salts, solubilities of 220 

Magnetite 155 

Malachite 104 

Manganates, identification 405 

Manganese 177-182 

detection of, 182, 191 

estimation of 182 

hydroxides of 177 

hydroxides, solubilities of 178 

ignition of 182 

in third group 164, 166-167, 189 

occurrence of 177 

oxidation of 182 

oxidation to permanganic acid 180 

oxides 177 

oxides, solubilities of 178 

preparation and properties 177 

reduction of 182, 183 

reduction by sulphites 181 

salts, reactions with oxalic acid. . . 180 

salts, solubilities of 178 

salts, with alkalis 179 

salts, with sulphides 181 

separation from zinc with acetic 

acid 189 

solubilities of 178 

with KI 181 

Manganic acid 177 

Magnesite 177 

Marble 216, 267 

Marcosite 155 

Marsh’s test 62 

Mass action, law of 23, 38 

Mayer’s reagent 43, 238 

Melanconite 104 
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Mercurainmoniuni compounds. . . 89 

Mercuric chloride with stannous 

chloride 88 

sulphide, formation and proper- 
ties 41 

sulphide, with K2S 118 

Mercury 37-45 

chlorides 42 

compounds, ignition of 43 

detection and estimation of 44 

iodides 42 

metallic, analysis of 379 

occurrence of 37 

oxidation of 45 

oxides 37 

preparation and properties of 37 

salts, reactions 39, 43 

salts, solubilities of 38 

solubilities of 37 

sulphide, analysis of 128 

Metals, classification 10 

grouping 387 

table of separation 388 

Metaphosphoric acid 308 

Metastazmic acid 83 

Mica 299 

Microcosmic salt 236 

use in ignition 377 

Milk of lime 217 

IVIillerite 173 

Molybdates in analysis 54 

with phosphates 98 

Molybdenite 97 

Molybdentim 97-99 

deportment in second group 99 

detection of 99, 124 

estimation of 99 

ignition tests 99 

notes on analysis of 124 

occurrence of 97 

oxides and hydroxides 97 

preparation and properties 97 

reduction tests 99 

solubilities of 97 

Molybdic acid 97 

Molybdite 97 

Mottramite 206 

Monazite 204 

Monazitesand 199 


Nascent hydrogen on nitric acid 286 

Neodymium 199, 203 

Nessler^s reagent 43, 237 

NiccoUte 57, 173 
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detection of 176 

detection of, in presence of Co 

byKI 190 

distinction from cobalt 175 

estimation of 176 

hydroxides 173 

hydroxides with KI 176 

ignition of 175 

occurrence of 173 

oxidation of 177 

oxides 173 

properties and preparation 173 

reduction 177 

salts with alkalis 174 

separation from Co, cyanide 

method :i69-170 

separation from Co, by nitroso- 

/S-naphthol 173 

separation from Co, by KNO2 

170-171 


separation from Co, by sulphide 175 
separation from Co, by xan- 


thate 175 

separation from cobalt by NH4CNS 172 

solubilities of 173 

solubility of NiS in ammonium 

sulphide 175 

test for by means of dimethylglyox- 

ime 176 

xanthate, separation from Fe 175 

Niobium (Columbium) 198-199 

Nitrates, decomposition by igni- 
tion 288 

distinction from chlorates 404 

occurrence of 285 

preparation of 285 

proof of absence 402 

solubilities of 286 

Nitric acid 285-291 

as an oxidizer 286 

Brown ring test 288 

decomposition of, by HCl 287 

detection of 288 

detection by diphenylamine 289 

detection by reduction to NH3..286, 289 
detection by reduction to nitrite . . 289 

dissociation by heat 288 

estimation of 291 

formation of 285 

indigo test 289 

in separation of Sn, Sb and As . . , 121 

sodium salicylate test 289 

test for by dimethylamline and 
diphenylamine 290 
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Nitric acid, with phenol 290 

with pyrogallol 291 

with brucine 290 

occurrence of 285 

on antimony 66 

on arsenic 66 

preparation of 285 

products of reduction 286 

properties of 285 

Nitric anhydride, formation of 286 

oxide 104, 221, 283 

Nitrites, decomposition by ignition 284: 

detection of 284 

test for nitric acid 288-290 

Nitroferricyanides 278 

Nitrogen 281, 282 

chloride 62, 120, 337 

combination with elements 282 

detection and estimation 282 

family 7 

formation, occurrence 282 

peroxide 285 

properties 281 

NitrosO"/S-naplithol, separation of 

CoandNi 170, 190 

separation of Cu from Cd 107 

with iron salts 157 

NitroprusSides 278 

Nitrous acid 284-285 

as an oxidizer 284 

as a reducer 284 

formation of 284 

occurrence of 284 

properties of * 284 

reactions with 284 

solubilities of 284 

Noble metals, enumeration 7 

Nordhausen sulphuric acid 332 

Notes on detection of acids 401 

on analysis of calcium group.. .224r-226 
on analysis of third group 164 

Opal 299 

Orangite 204 

Order of laboratory study. 25 

Organic substances, removal of, 374, 375 

Orpizuent 57, 313 

Orthoclase 144 

Osmium 133 

Osmotic pressure 20, 21 

Oxalates, decomposition by ignition 

of 402 

decomposition by oxidation 402 

detection of 266 

distinction from tartrates 260, 389 
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Oxalates, estimation of 266 

ignition of 266 

in 3d, 4th and 5th groups 194 

reactions of 264 

solubilities of 264 

Oxalic acid 263-266 

as a reducer 264 

decomposition of by H2SO4 265 

formation of 263 

in separation of gold 92 

occurrence of 263 

preparation and properties of 263 

solubility of 264 

Oxidation, balancing equations in 

244, 245 

Oxidising flame 375 

Oxygen 291-293 

as a poison 292, 293 

combinations with ignition ....... 293 

detection of 293 

estimation of 293 

formation of 291 

occurrence of 291 

preparation of 292 

reactions with : 292 

Ozone 293, 294 

separation from H2O2 296 

Palladium 133, 134 

distinction from gold and plati- 
num 134 

separation from copper 106 

sponge 133 

PaUadous iodide in analysis 133 

Paris green 62, 109 

Pearlite 154 

Pentathionic acid, formation and 

properties 325 

Pentlandite 173 

Perchlorates, preparation and 

properties 353, 354 

Perchromic acid 153 

Periodic acid 372 

system, table of 2 

Permanganates identification 405 

action on antimonous salts 78 

Permanganic acid 178 

Persulphate method of separating 

the halogens 347, 403 

Persulphtnic acid 336 

Petalite 241 

Phenol reaction for nitric acid 290 

Phenylhydrazine, on aluminum 
sdts 146 
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Phosfirene, formation 262 

Phosphates, changes by ignition. . . 312 

detection 165, 312, 402 

distinction between primary, 

secondary and tertiary 310 

estimation of 313 


in presence of third and fourth 
group metals.. 143, 193, 194, 196, 197 


occurrence of 308 

reaction with ammonium molyb- 
date 193, 311 

separation as ferric phosphate 193 

solubilities of 309 

Phosphides, formation of 312 

Phosphine 304 

Phosphoric acid 307-313 

preparation of 309 

properties of 307 

Phosphoric anhydride, formation 

of 308 

Phosphorite 216 

Phosphorous acid 306, 307 

detection of 307 

preparation and properties of 306 

Phosphorus 301-304 

detection and estimation of 304 

in combination with the halogens 304 

occurrence and preparation of ... . 303 

properties of 301, 303 

use in match-making 302 

Phosphotungstates 137 

Picric acid, in detection of potas- 
sium 230 

Pitch-blende 206 

Plaster of Paris (calcium sulphate). . 219 

Platinized asbestos 93 

Platinum 93-97 

apparatus, care of 95 

black 93 

chloride, as a reagent 94 

detection of 96, 124, 379-380 

distinction from palladium 134 

estimation of 96 

iridium alloys, properties 134 

notes on the analysis of 125 

occurrence of 94 

preparation and properties. .... .93, 94 

reduction of 95, 96 

sponge 93 

Polarity 3 

Potassium 228-232 

as a reducing agent 232 

bichromate, in test for stron- 
tium and calcium 225 

carbonate, ae a reagent 229 
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Potassium chlorate, in preparation 


of oxygen 292 

chloride with platinum chloride ... 95 

cyanide with copper salts 107 

cyardde with ferrous salts 157 

detection of 229, 232 

estimation of 232 

ferricyanide, formation of 277 

ferrocyanide, formation of 273, 276 

hydroxide, as a reagent 229 

iodate, in separation of alkaline 

earths 213 

iodide, as a reagent 240 

iodide, in separation of AgCl 

from SbCls 122 

iodide, in the test for nickel 190 

iodide, on nickelic hydroxide 175 

iodide, on permanganates 181 

nitrite in separation of cobalt 

from nickel 170, 171 

occurrence, preparation and 

properties of 228 

picrate 230 

pyroantimonate 73, 224 

salts, flame test 231 

thiocyanate with copper salts 107 

thiocyanate with iron salts 158 

xanthate, for detection of copper 107 

Powder of algaroth 75 

Praseodsmiium 199, 202 

Precipitates, formation and re- 
moval of 17, 18 

Principles 405 

Problems in molecular propor- 
tions 19 

in synthesis 410 

Proustite 46, 57 

Prussian-blue, formation of . . . 158, 274 

Purple of Cassius 89, 93 

Pyrargyrite 46 

Pyrite 45, 155 

Pyroantimonic acid 73 

Pyrochlor 198 

P^ogallol, as a test for nitric 

acid 291 

Pyrolusite * 177 

P^omorphite 29 

Pyrophosphoric acid, formation.. . . 308 

P^osulphuric acid, formation 332 

Pyrrhotite 155, 173 

Quartz 299 

Beagents, care in the addition of . . . 17 

list of... 415 
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Realgar...., 67,313 

Reducing flame, description of 375 

Reduction, balancing equations in 

244, 245 

with charcoal 376, 377, 381 

Reinsch's test for arsenic 67 

Rhodium, distinction from iridium 135 

properties and reactions 132 

Rhodocrosite 177 

Rochelle salts, composition of 260 

Rosolic acid as a test for carbon 

dioxide 270 

Rubidium, properties and reac- 
tions 240 

Ruby 144 

Rule for balancing equations 246 

Ruthenium, properties and reac- 
tions 129 

Rutile 205 

Salt 233 

Saltpeter, occurrence 285 

Samaxium, properties and reactions 202 

Sand 299 

Sapphire 144 

Scandium, properties and reac- 
tions 202-203 

Scheele's green and Schweinfurt's 

green 109 

Scheelite 136 

Selenic acid, separation from sul- 
phuric acid 140 

Selenite 216 

Selenium, properties and reac- 
tions 139, 140 

Siderite 155 

Silica (silicon dioxide) 300 

detection and estimartion of 301 

in the microcosmic bead 301 

in the third group 167 

removal of 402 

solubilities of 300 

Silicates, decomposition by igni- 
tion 300 

in analysis 54 

Silicic acid 299—301 

Silicon 299 

distinction from tantaluin 203 

SiUco-fluoride (fluosilicate) 298 

Silicon fluoride, formation 297, 298 

preparation and properties 298 

separation from thorium 205 

Silver 45-50 

arsenate and arsenite, formation. . 62 

bromate, properties of., 361 


Silver chloride, formation and prop- 


erties, 48 

cyanate in distinction from 

cyanides 279 

detection of 50, 380 

estimation of 50 

in presence of mercury salts 55 

iodate, properties of 370 

mirror, formation by tartrates .... 261 

nitrate, action on stibine 79 

nitrate with stannous and anti- 

monous salts 78, 79, 88 

occurrence and properties of 45 

salts, action of light upon 50 

solubilities of 46 

thiocyanate, separation from silver 

chloride 281 

Sipylite 207 

Skutterudite 167 

Smaltite 57, 167 

Soapstone 299 

Soda Hme on stibine 79 

process, Le Blanc's 267 

» process, Solvay'a 268 

Sodium 232-235 

amalgam, action with arsenic 64 

as a reducing agent 235 

detection of 73, 234 

estimation of 235 

flame test 234 

hydroxide, formation of 233 

nitroferricyanide as reagent. , . 236, 320 

occurrence of 233 

phosphate as reagent 233 

Sodium phosphomolybdate as re- 
agent 98, 238 

preparation and properties of. .232, 233 

pyroantimonate 73, 80 

pyrophosphate with copper and 

cadmium 107 

salicylate test for nitric acid 289 

sulpMde, preparation of 317 

thiosulphate on cupric salts 108 

thiosulphate with antimony salts. . 78 

thiosulphate with third group 

met^ 146, 147 

SoUds, conversion into liquids 328 

decomposition upon ignition. . .382, 383 
effect on ignition with cobalt 

nitrate 384 

preliminary ^cainination of 375 

separation of 17 

table for preliminary examina- 
tion * 382 

Solubility, degrees of 15, 16 
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Solution and ionization 20-24 
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ties of 86 

Stannite 82 
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salts with sulphurous acid 86 

sulphide, formation and proper- 
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Stephanite 46 

Stibine, decomposition by soda 
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formation of 79 
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droxides 79 

reaction with silver nitrate 79 

separation from arsine 65 

Stibnite 72 

Strontianite 214 

Strontium 214-216 

detection of 216, 219 

estimation of 216 
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occurrence of 214 

preparation and properties of 214 

sulphate, distinction from CaS 04 215 
sulphate, separation from BaS 04 215 

Sulphates, detection of 335 
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ignition of 335 

preparation of 332 

reduction by ignition with car- 
bon 256 

solubilities of 333 

Sulphites, detection of 330 
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estimation of 330 

ignition of 330 
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preparation of 327 
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detection and estimation of 315 
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occurrence of 313 
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oxides 313 

precipitation of 54, 114, 115 

preparation and properties of . .313, 314 
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relations of 9 

separating copper from cadmium 107 

solubilities of 314 

Sulphuric acid 331-336 
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properties of 331 
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preparation and properties of 327 
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solubilities of 328 
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Synthesis, problems in 410 
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Table for analysis of the Copper 


Group (second) 126 

for analysis of the Tin Group 

(second) 116 

for analysis of the Iron Group 

(third) 163 

for analysis of the Zinc Group 

(fourth) 188 

for analysis of the Calcium Group 

(fifth) 223 

of grouping of the metals 387 

of separations of the metals 388 
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